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SUMMARY OF THE PROCEEDINGS OF THE NINTH 
ANNUAL MEETING. 


ATLANTIC City, N. J., JUNE 21-23, 1900. 


Tue NintH ANNUAL MEETING OF THE AMERICAN SOCIETY 
FOR TESTING MATERIALS was held at the Hotel Chalfonte, Atlantic 
City, N. J., on June 21-23, 1906. The total attendance at the 
meeting, including guests, was over 250. 

The following members were present or represented at the 
meeting: W. A. Aiken; Ajax Metal Company, represented by 
G. H. Clamer; Victor S. Allien; American Bridge Company, 
represented by C. C. Schneider; American Foundrymen’s Asso- 
ciation, represented by Richard Moldenke; American Machinist, 
represented by Fred. J. Miller; Barrett Manufacturing Company, 
represented by Fred. L. Kane; Wesley J. Beck; James A. Beckett; 
A. W. Belden; Bethlehem Steel Company, represented by E. O’C. 
Acker; John Birkinbine; Ferdinand Bécking; A. Bonzano; Cyrus 
Borgner; W. A. Bostwick; C. W. Boynton; Holstein DeH. Bright; 
John G. Brown; Samuel A. Brown; Jacob Cambier; Cambria 
Steel Company, represented by George E. Thackray; William 
Campbell; John A. Capp; Carnegie Steel Company, represented 
by W. A. Bostwick; F. D. Carney; Frank P. Cheesman; James 
Christie; Cincinnati Chapter, American Institute of Architects, 
represented by A. O. Elzner; Colorado Fuel and Iron Company, 
represented by Jacob Cambier; E. A. Condit, Jr.; Fillmore Condit; 
P. H. Conradson; Edgar S. Cook; Harry C. Crawiord; O. C. 
Cromwell; Robert A. Cummings; Allerton S. Cushman; Nathan 
H. Davis; William M. Davis; Edward W. DeKnight; Cyril De- 
Wyrall; H. E. Diller; D. E. Douty; A. W. Dow; W. C. DuComb, 
Jr.; H. O. Duerr; W. O. Dunbar; Frank D. Easterbrooks; A. O. 
Elzner; Engineering Record, represented by John M. Goodell; R. 
W. Evans; S. M. Evans; A. I. Findley; C. N. Forest; William 
Forsyth; H. W. Foster; James B. French; William B. Fuller; John 
Lathrop Gray; Russell S. Greenman; Ed. D. Gregory; W. H. 
Ham; E. L. Hancock; Elwood S. Hand; W. H. Harding; 
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Arthur B. Harrison; Henry J. Hartley; G. B. Heckel; E. Lee 
Heidenreich; George P. Hemstreet; R.W. How; James E. Howard; 
Henry M. Howe; E. A. Hughes; Richard L. Humphrey; Charles 
L. Huston; E. T. Ickes; Illinois Steel Company, represented 
by P. E. Carhart; F. P. Ingalls; International Acheson Graphite 
Company, represented by E. C. Sprague; Iron Trade Review, 
represented by A. Van Zwaluwenburg; John M. Jeffers; 
Robert Job; William Jordan, Jr.; Edgar B. Kay; R. S. 
Kellogg; J. A. Kinkead; Morris Knowles; Paul Kreuzpointner; 
Frederic A. Kummer; Lackawanna Steel Company, represented 
by F. E. Abbott; Gaetano Lanza; W. W. Lemen; Harry J. 
Leschen; Robert W. Lesley; John F. Lewis; H. H. Linton; 
H. C. Loudeabeck; Lowe Brothers, represented by Houston Lowe; 
John Lucas and Company, represented by W. I. Lewis; Lukens 
Iron and Steel Company, represented by Charles L. Huston; T. 
D. Lynch; Ernest B. McCready; J. A. McFarland; Charles F. 
McKenna; Frank P. McKibben; D. W. McNaugher; Charles Ma- 
jor; Edgar Marburg; S. M. Marshall; Richard K. Meade; Mans- 
field Merriman; Rudolph P. Miller; Leon S. Moissefi; Richard 
Moldenke; National Tube Company, represented by Frank N. 
Speller; E. D. Nelson; William A. Noyes; Tinius Olsen; Osborn 
Engineering Company, represented by Frank C. Osborn; Logan 
Waller Page; W. M. Parks; Ludington Patton; Pennsylvania Steel 
Company, represented by F. D. Carney; A. A. Phlegar, Jr.; W. 
A. Polk; Charles E. Price; H. H. Quimby; Railroad Gazeite, rep- 
resented by R. C. Davidson; Railway and Engineering Review, 
represented by Willard A. Smith; J. C. Ramage; Reading Iron 
Company, represented by Geo. Schuman; Geo. N. Riley; S. M. 
Rodgers; John A. Roebling’s Sons Company, represented by H. 
J. Horne; Joseph Royal; F. E. Schmitt; C. C. Schneider; Archie 
W. Schwartz; W. T. Sears; J. M. Sherrerd; Charles Shults; Jesse 
J. Shuman; D. G. Sinclair; C. E. Skinner; E. B. Sinithsaye ek. 
Snow; Solvay Process Company, represented by George B. 
Hartley; C. W. Somerville; Henry S. Spackman Engineering 
Company, represented by E. W. Lazell; C. R. Spare; W. L. 
Sperry; Standard Steel Works, represented by Holstein DeH. 
Bright; F. M. Stapleton; J. T. Stephenson; P. M. Stewart; E. 
Platt Stratton; George F. Swain; Howard Taggart; Arthur N. 
Talbot; William P. Taylor; A. R. Thomas ; Gustave W. Thomp- 
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son; Sanford E. Thompson; C. J. Tilden; Maximilian Toch SING 
Betrish; C. Py Van Gundy; Charles H. Vannier; S. S. Voorhees ; 
Charles L. Wachter; Samuel T. Wagner; Joseph F. Walker; Lee 
W. Walter; C. E. Ward; George S. Webster; William R. Web- 
ster; Paul Weeks; G. D. White; Max H. Wickhorst ; Winchester 
Repeating Arms Company, represented by R. L. Penny: N. B. 
Wittman; R. D. Wood and Company, represented by Walter 
Wood; Walter Wood; Ira H. Woolson; Joseph R. Worcester; 
P. L. Wormeley, Jr. Total number, 188 (including representa- 
tions); total number in personal attendance, 179. 


First SEssion.—THurspay, JUNE 21,3 P.M. 
Business Meeting. 


Vice-President Robert W. Lesley in the chair. 
The minutes of the Eighth Annual Meeting were approved 
as printed. 

The annual report of the Executive Committee was adopted 
as printed. 

The Chair appointed Mr. A. W. Dow and Mr. Richard L. 
Humphrey as tellers to canvass the ballot for officers. 

A paper entitled “Memoirs of Deceased American Investi- 
* gators who have Contributed in a Marked Degree to the Advance 
of the Testing of Materials,” was read by Mr. Gaetano Lanza. 

On motion, a vote of thanks was extended to Mr. Lanza in 
appreciation of his work in compiling the memoirs. 

The annual report of Committee H on Standard Tests for 
Road Materials, L. W. Page, Chairman, was read and passed to 
publication. 

The following two papers were then presented: 

“The Development of the Test for the Cementing Value of 
Road Materials.” Allerton $. Cushman. 

“Notes on the Hardness and Abrasion Tests of Road Mate- 
rials.” P. L. Wormeley, Jr. 

The annual reports of the following standing committees 
were read, discussed and referred to publication: 

Committee L, on Standard Specifications and Tests for Clay 
and Cement Sewer Pipes. Rudolph Hering, Chairman. 
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Committee P, on Fireproofing Materials. Ira H. Woolson, 
Chairman. 

Committee Q, on Standard Specifications for the Grading of 
Structural Timber. Herman Von Schrenk, Chairman. 

The tellers reported that 140 legal ballots had been cast for 
officers and in accordance with their report the Chair declared 
the election of the following officers: 


Caries B. Dupiey, President. 

Rospert W. Lestey, Vice-President. 

EpcAar Marsure, Secretary-Treasurer. 

Henry M. Howe, Member of Executive Committee. 
James Curistie, Member of Executive Committee. 


The meeting then adjourned till 8 P. M. 


SECOND SESSION.—THURSDAY, JUNE 21, 8 P. M. 


Vice-President Robert W. Lesley in the chair. 

The chairman invited Mr. Henry M. Howe to the chair and 
read the Annual Address on “The American Society for Testing 
Materials—Its Past and Future.” 

A paper on “The National Bureau of Standards,” by S. W. 
Stratton, was, in the absence of the author, read by title. 

The following papers were then read and discussed: 

“Concrete Column Tests at Watertown Arsenal.” J. W. 
Howard. . 

“Some Effects of Earthquake Shock and Fire on Materials 
and Buildings at San Francisco.” Richard L. Humphrey. 

The meeting then adjourned till the following morning. 


THIRD SESSION.—FRIDAY, JUNE 22, 10 A. M. 
Section on Iron and Steel. 


Mr. Henry M. Howe in the chair. 

The following papers were read: 

“The Corrosion of Steel as Affected by its Chemical Com- 
position” J. P. Snow. 
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“Electrolytic Corrosion of Steel.” Maximilian Toch. 

A Topical Discussion on “The Corrosion of Iron and Steel” 
was introduced by Messrs. Henry M. Howe, Allerton S. Cushman 
and James Christie. 

On motion, it was resolved that the Executive Committee be 
instructed to consider the appointment of a Committee on “The 
Corrosion of Iron and Steel.” 

The annual report of Committee F on “Heat Treatment of 
Iron and Steel,” was then presented by Mr. Henry M. Howe, 
Chairman. 

In the absence of the author a paper on “The Burning, Over- 
heating and Restoring of Nickel Steel,” by G. B. Waterhouse, 
was read by title. 

Mr. William Campbell read a paper on “The Effect of Heat 
Treatment on High Carbon Steels.” 

A paper on “The Beneficial Effect of Adding High-Grade 
Ferro-Silicon to Cast Iron,” by Alex. E. Outerbridge, Jr., was 
read by title. 

The meeting then adjourned till 3 p. m. 


Section on Cement and Concrete. 


Vice-President Robert W. Lesley in the Chair. 

The annual report of Committee I on Reinforced Concrete 
was presented by Mr. R. L. Humphrey in the absence of the 
Chairman, Mr. F. E. Turneaure. 

The following papers were then read and discussed: 

“Tests of Reinforced Concrete Beams.” Gaetano Lanza. 

“Tests of Reinforced Concrete Beams.” S. J. Tilden. 

“Notes on Compression Tests of Cement.” W. P. Taylor. 

“Consistency of Concrete.”. Sanford E. Thompson. 

A paper by Mr. Clifford Richardson on “The Present Status 
of Our Knowledge in Regard to the Constitution of Portland 
Cement,” was, in the absence of the author, read by title. 

A paper on “Progress made in the Investigation of Struc- 
tural Materials During the Fiscal Year Ending June, 1906,” by 
Mr. Richard L. Humphrey, was presented by title. 

The meeting then adjourned till 3 P. mu, 
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FourTH SESSION.—FRIDAY, JUNE 22, 3 P. M. 


Section on Specifications for Iron and Steel. 


Committee A on Standard Specifications for Iron and Steel, 
Wm. R. Webster, Chairman, presented a report on the proposed 
revised Standard Specifications for Steel Rails. 

On motion the report was referred back to Committee A 
with instructions to report at the next Annual Meeting proposed 
Standard Specifications for Steel Rails which will give promise 
of correcting as far as possible the defective quality of rails 
obtained under existing specifications. 

On motion the Chairman of Committee A was instructed to 
address such recommendations to the Executive Committee as 
would be best calculated, in his judgment, to facilitate the work 
of the Committee. 

A Discussion on “Standard Specifications for Ship Material”’ 
was then opened by Mr. E. Platt Stratton and Mr. Wm. R. Webster. 

On motion the question of Standard Specifications for Ship 
Material was referred to the Executive Committee. 

The following two papers were then read and discussed: 

““Fire-box Steel—Failures and Specifications.”” Max H. Wick- 
horst. 

“Experiments on the Segregation of Steel Ingots in its Rela- 
tion to Plate Specifications.” C. L. Huston. 

The meeting then adjourned till the following morning. 


Section on Preservative Coatings. 


Mr. G. B. Heckel in the chair. 

The annual report of Committee E on Preservative Coatings 
for Iron and Steel, S. S. Voorhees, Chairman, was read, discussed 
and passed to publication. 

The following papers were then read and discussed: 

“Protective Coatings for the Preservation of Steel.”” Arthur 
B. Harrison. 

“Practical Testing and Valuation of Japan.” Robert Job. 

A paper on “Testing of Shellac Varnish,” by A. C. Langmuir, 
was, in the absence of the author, read by title. 

Mr. G. W. Thompson read certain letters addressed to Mr. 
J. W. Whitehead on the subject of sandblasting. 

The meeting then adjourned till the following morning. 
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FirtH SESSION.—SATURDAY, JUNE 23, IO A. M. 
Section on Metals and Fuels. 


Mr. Henry M. Howe in the chair. 

The annual reports of the following committees were read 
and accepted: 

Committee B, on Standard Specifications for Cast Iron and 
Finished Castings. Walter Wood, Chairman. 

On motion Committee B was authorized to confer with the 
committees on Specifications for Cast Iron Pipe of the Water 
Works Associations with a view of harmonizing results. 

Committee J, on Standard Specifications for Foundry Coke. 
Chas. H. Zehnder, Chairman. 

Committee M, on Standard Specifications for Staybolts. H. V. 
Wille, Chairman. 

Committee O, on Uniform Speed in Commercial Testing. 
Paul Kreuzpointner, Chairman. 

On motion the question of instructing Committee O to 
recommend standard speeds for testing machines, was referred 
to the Executive Committee. 

Committee T, on the Tempering and Testing of Steel Springs 
and Standard Specifications for Spring Steel. J. A. Kinkead, 
Chairman. 

Committee R, on Uniform Specifications for Boilers. E. D. 
Meier, Chaisman. 

A paper by J. A. Holmes on “Some Results of the Govern- 
ment Fuel Tests at St. Louis,” was, in the absence of the author, 
read by title. 

Mr. F. P. McKibben then read a paper on “Tension Tests 
of Steei Angles.” 

The meeting adjourned till 3 P. m. 


Section on Cement, Concrete and Asphalt. 


Vice-President Robert W. Lesley in the chair. 

The following papers were read and discussed: 

“Investigation of the Conductivity of Concrete and the Effect 
of Heat upon its Strength and Elastic Properties.” Ira H. Woolson. 

“The Determination of the Specific Gravity of Cements.” 
R. K. Meade. 
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“ A New Device for the Mechanical Sifting of Concrete Aggre- 
gates.” C. N. Forrest. 

“Some Sand Experiments Relating to Per Cent. of Voids and 
Tensile Strength of Cement Mortars.” J. Y. Jewett. 

“Relation between Some Physical Properties of Bitumens 
and Oils.” A. W. Dow. 

“The Proximate Composition and Physical Structure of 
Trinidad Asphalt with Special Reference to the Behavior of Mix- 
tures of Bitumen and Clay.” Clifford Richardson. 

The meeting adjourned till 3 P. M. 


SrxtH SESSION.—SATURDAY, JUNE 23, 3 P. M. 
On Waterproofing, Testing Machines and Miscellaneous Subjects. 


Mr. Gaetano Lanza in the chair. 

Mr. E. L. Hancock read a paper on “The Effect of Com- 
bined Stresses on the Elastic Properties of Iron and Steel.” 

The following two papers were then read and discussed jointly: 

“Report of Committee S on Waterproofing Materials.” 
W. A. Aiken, Chairman. 

“Some Mistakes in Waterproofing.” E. W. DeKnight. 

The annual reports of the following standing committees were 
then read and accepted: 

Committee K, on Standard Methods of Testing. Gaetano 
Lanza, Chairman. 

Committee G, on The Magnetic Testing of Iron and Steel. 
Walter J. Esterline, Chairman. 

Mr. W. C. DuComb, Jr., read a paper on “New Features 
of Two Large Testing Machines.” 

The following papers were then read by title: 

“Methods of Testing Cements for Waterproofing Proper- 
ties.” W. Pe Payton: 

“The Purdue University Impact Machine.” W. K. Hatt 
and W. P. Turner. 

“A Complete Equipment for Magnetic Testing.”’ Walter J. 
Esterline. 


‘“ Mechanical Experiences with Limber and Stiff Rail Sections.” 
P, H. Dudley. 
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“Tests of Metals in Reverse Torsion.” E. L. Hancock. 

“Additional Data on the Rattler Test for Paving Brick as 
Disclosing the Limit of Permissible Absorption.” Edward Orton, Jr. 

On motion the recommendation of Committee E that funds 
for the prosecution of its investigations be obtained by subscrip- 
tions solicited in the name of the Society was referred to the 
Executive Committee. 

On motion of Mr. Walter Wood, it was recommended to the 
Executive Committee to consider the desirability of authorizing 
one of the American members expecting to attend the Congress of 
the International Association to act as the accredited representative 
of the American Society and also to send a suitable message of 
greeting and goodwill to the International Association in Congress 
assembled. 

On motion of Mr. Paul Kreuzpointner it was resolved, that 
the Executive Committee be instructed to consider the appointment 
of a Committee on Standard Specifications for Chain Iron and 
Steel, Chains and Chain Cables. 

A paper entitled “High Carbon Wire Fabric for Use in Rein- 
forced Floors, Girders, Beams and Columns,” by Mr. E. Lee 
Heidenreich, was then read by title. 

On motion of Mr. James Christie the following congratu- 
latory message to the President was unanimously adopted by a 
rising vote: 

To Cuartes B, Dupiey, Ph.D., 
President, American Society for Testing Materials. 

Sir:—Your fellow members of the Society, in Convention assembled 
at the Ninth Annual Meeting in Atlantic City, desire to offer you their 
hearty congratulations upon the change in your domestic relations which 
you have recently consummated. 

That the new life you have begun will be productive of prosperity 
and happiness, is our hope and belief. 

While offering our felicitations to both you and Mrs. Dudley, we 
take the opportunity to thank you sincerely for your past efforts for the 
advancement of the Society, and trust that you will be enabled to con- 
tinue the good work for many years to come. 

By order of the Convention, 
Epcar MARBURG, 
Secretary. 


The Chair then declared the meeting adjourned sine die. 
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advanced in its publications. 


THE AMERICAN SOCIETY-FOR TESTING MATERIALS: 
TS PAST AND, FULURE: 


ANNUAL ADDRESS BY RoBERT W. LESLEY, VICE-PRESIDENT.* 


At this, the ninth annual meeting of our Society, it has been 
deemed advisable that something should be said as to the history, 
the work, and the purposes of the Association of which you are all 
members. To those of us who for years have known our worthy 
President, Dr. Dudley, and to those who recently have become 
acquainted with him as President of this Society, his wonderful 
ability and great modesty are familiar traits. With these facts 
in mind and especially that modesty which seems covered in good 
works rather than in words, it can be readily understood why our 
President should have sought refuge in marriage and a wedding 
tour in Europe, rather than to be here to-day, telling what the 
Society of which he is one of the founders and of which he is to-day, 
the honored President, has been and is doing, Equally modest 
and equally diffident, but by no means so able, I feel to-day some- 
what overwhelmed with the task that has been put upon me. It 
is, however, a call of duty to which I cannot refuse to respond, 
and further, it is a great pleasure to one of the old “war-horses” 


*Owing to the unavoidable absence of the President, the annual 
address was presented by the Vice-President. 
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of the Society for Testing Materials to be able to tell you a little 
about our work. 

Known as the American Section of the International Asso- 
ciation for Testing Materials, our organization had its birth at 
the Engineers’ Club of Philadelphia on June 16, 1898, where 
some twenty members assembled at the call of Mr. A. C. Henning, 
member of the Council of the International Association. Our 
first Chairman was Professor Mansfield Merriman, of Lehigh 
University. The Vice-Chairman was Professor Henry M. Howe, 
of Columbia University; the Secretary, Mr. R. L. Humphrey; 
the Treasurer, Mr. Paul Kreuzpointner. These officers, together 
with Mr. Henning, were appointed as an Executive Committee 
with full power to designate the American representatives for all 
the International Committees on technical problems. 

The first annual meeting of the American Section was held at 
the Engineers’ Club, Philadelphia, August 27, 1898, for the 
purpose of completing a permanent organization by the adoption 
of by-laws, etc. 

This was the child that is grown into the man of to-day, and 
at this first meeting at which only about ten members were in at- 
_tendance, the old ‘“‘war-horses’’ of the Society, Dudley, Hatt, 
Henning, Howe, Marburg, Merriman, Moldenke and Webster 
were present, and the total membership was reported to be 7o. 
The proceedings were very short, and according to the minutes 
the principal testing was done in the shape of testing the cuisine 
of the Hotel Lafayette in Philadelphia, and eating a dinner in 
honor of the occasion. In considering our Association whose 
membership was so small, and which has grown so greatly, we 
may divide its life, so far as we know it, into three epochs or periods. 
The first, the epoch of childhood, That time in the life of our 
Society may be said to be represented by the contents of Volume 
I of our Proceedings, which cover the years from 1898 to 1902, 
and embrace in their telling some 288 pages. The book that I 
have before me tells of the beginning of our Society, of the early 
annual meetings at Philadelphia, Pittsburg, New York, and 
Niagara Falls. It tells of the relations to its good old mother, 
the International Association of Testing Materials, whose home 
is in Europe and whose wings were all too weak to cover her off- 
spring in many distant parts of the world. Her American child 
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(our Society), brought into being under the high-pressure period or 
prosperous years of 1898-1902, was a nervous and high-strung 
child, desirous of doing many things and doing them quickly; a 
child which stood to have its own way, resenting the advisors, 
examiners, governesses, etc., that the old mother sought to impose 
upon it, and resenting the methods that the old mother sought to 
bind it with. The early history of this American Section tells a 
tale of child’s diseases met and successfully combatted, of little 
rifts in the relations with the parent Society in Europe, of little 
differences in methods of management and purposes. This first 
volume tells of all this and yet contains much of important work, 
much of specifications, much of committees appointed, much of 
serious, earnest learning and arduous labors. In these early. days 
of our Society we found that our good old mother abroad did not 
seem to deal with the practical side of matters as we wanted to 
deal with them in our strenuous American way. The International 
Association of Testing Materials dealt with problems—we wanted 
to deal with specifications. Our early volume is filled with prob- 
lems which committees, representing all the nations of Europe 
and our own good American nation were to investigate and pass 
upon. An examination of these problems involved deep re- 
search, involved pursuit into the rarified atmosphere of science 
to the utter neglect of the commercial factor which might be found 
in the making of specifications. At this time too there came along 
some discussion over the right of the American body to select its 
own member of Council in the International Association, and this 
led to considerable discussion with the good old mother in Europe, 
and in a measure reminded one of the “Boston Tea-Party” and 
its attending incidents. However, at the Buda Pesth Congress, 
in 1901, which was attended by our distinguished friend, Mr. 
Henry M. Howe, member of the Council and Chairman of the 
American Section, many of these matters which had been dis- 
cussed between the American Section and the parent Society were 
gone into fully, and while on certain points some slight differences 
remained, the report was made that in general the tone of the 
members of the International Council was in the highest degree 
conciliatory and cordial and that their wish was to place the 
relations between the two Societies on the most friendly basis. 
These early meetings, during the period covered from. 1898 to 
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1902, show the following to have been about the state of the 
Society: 


1898. 1899. 1900. IQOL. 1902. 
Memibershapreracks eter 70 128 158 168 ths 
(Cachimece: tsa eel eee $297 | $389.50] $370.65 | $408.28 
Pages of proceedings.....)...--- 72 112 78 4 
Attendance at annual 
TOMES HMA. Gab bono soe Io 28 20 19 75 


The annual meetings, it will be noted, were distinguished by 
features that in the present busy days no longer mark them. 
There were in several cases excursions to industrial works, exam- 
ination of testing laboratories, and in other cases social reunions 
and dinners attended by all the members. The Society was small, 
the number of papers presented was limited, the proceedings 
were reported in the form of bulletins instead of in the form of 
annual reports as is now the case and the membership remained, 
as will be seen above, practically stationary. The two annual 
addresses of Professor Merriman at the meetings in Pittsburg, in 
1899, and New York, in 1900, were replete with information of 
value to the testing engineer and descriptive of the work done by 
the International Association. The saddest thing in the address 
at Pittsburg was the statement that the American Section, as 
already stated, had no income during 1898, ‘‘and the report of 
our Treasurer shows that during the present year the amount 
available for expenses has been about $120.00,” and the next year 
showed even a sadder state of facts in the form of a deficit of $21.52. 

In these addresses and the discussion of these meetings was 
brought out the fact that the main object of the International As- 
sociation was to establish standard rules of testing, while the pur- 
pose as outlined during the childhood days of the American body 
was to enunciate specifications. This seemed to be the material 
point of difference between the Societies. While the American 
Society disavowed the fact that it would have any responsibility 
for these specifications and claimed that the report of a committee 
should be considered from the same point of view as that of the 
individual member, yet the International Society felt that even 
this was going too far, and it was at the New York meeting of 
1900 that Professor Merriman brought out the thought of our 
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own national organization, suggesting there should be an Ameri- 
can body, pursuing its own aims, and that the International Asso- 
ciation should unify and correlate the views of national sections 
in various parts of the world. It was at this meeting that prac- 
tically a reorganizing of the body was had, making changes in the 
by-laws, and practically creating the same offices that now exist, 
an organization which time has shown to be very effective and 
well adapted to the purposes of our Society. The principal busi- 
ness at this meeting consisted of discussions and examinations 
into the reports of the various committees, and there were prac- 
tically no papers presented. 

The fourth annual meeting was held at Niagara Falls, at the 
time of the Pan-American Exposition, and needless to say, in view 
of the pressure of many attractions of that great Exposition, and 
the many interests in connection therewith, the meeting was a 
short one. Professor Howe, the Chairman, in his address struck 
the keynote of the Society’s business, referring to specifications as 
things which lessen the cost, the labor, and the friction in trans- 
porting of things from seller to buyer, and stating, ‘that our work 
is in fact to lessen the friction of the sale of materials of con- 
struction and thus to do our share in lowering the cost and even- 
tually the price of the materials. And since every class must use 
things made with, or by, or transported with or by, these materials, 
our work makes, in the way I have sketched, for the bettering, the 
widening, the uplifting of the family life and the family surround- 
ings of every class.” 

In this brief summary of the childhood days of our Society, 
it can be readily seen how difficult it was to build upon the 
American Continent, three thousand miles away from _ the 
home of the mother Society, an organization which could 
successfully cope with the practical American problem of testing 
and specifications. It can also be seen in the proceedings that 
the child’s diseases were met and surmounted and how the child 
(the American Section of the International Association for Testing 
Materials) showed its right to exist, and to emerge from childhood 
into the lusty activity and vigor of youth. This period in our So- 
ciety’s life may be said to be covered by the three large volumes 
of Proceedings, representing the work of the years 1902-3-4— 
large books of five or six hundred pages, each filled with able 
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papers replete with interesting information of value to consumer, 
producer, and engineer, and representing the active, healthy, lusty 
strength of a young and vigorous American organization. This 
new life began at mother’s suggestion that in order that our Amer- 
ican organization should have its fullest development, a national 
society should be organized here. 

During the winter of 1902, a change was made in the Secre- 
taryship, Professor Edgar Marburg, of the University of Pennsyl- 
vania, having accepted the office tendered him by the Executive 
Committee. In taking this office, he wrote a letter under date of 
March 8, 1902, which is almost prophetic in its utterances. Re- 
ferring first to the changing of the name of the Society, and the 
suggestion of Professor Tetmajer, of the International Association, 
that the American branch should be organized as a national body 
and apply for membership in the parent Society as a body, and he 
recommended that the name should be that of American Society 
for Testing Materials and that we should join the International 
Society as a unit instead of merely as individuals. Referring to 
the ‘future policy,” Professor Marburg said: ‘This I conceive 
to be the most important topic for our immediate, earnest con- 
sideration. Manifestly the first concern should be to secure at 
least a moderate working fund. The next, to initiate a carefully 
conceived, but vigorous policy calculated to accomplish useful 
results. The objects for which we stand are of such far-reaching 
interest and importance that a separate organization for their 
furtherance will be seen to be amply justified, provided the many 
sided opportunities offered be adequately exploited. To present 
the matter categorically: 

“First. Our Society should serve as the logical outlet for 
important individual contributions on the part of American 
scientists and engineers to knowledge of the materials of engi- 
neering and appliances used for their determination—be it 
along physical, chemical, or microscopic lines. 

“Second. The standardization of methods of testing and 
the unification of specifications should be effectively promoted by 
the work of our own Committees, and by judicious cooperation 
with the committees of other organizations. 

“Third. Our Society should afford unique opportunities 
for the meeting on common ground of manufacturers, engi- 
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neers and large consumers. In the broad sense, their interests 
are not conflicting ones, and every step toward their better recon- 
ciliation will be of mutual advantage. 

“Fourth. Our Society furnishes the only medium for 
establishing closer relations with similar interests in other 
countries, and thus arriving at a better understanding on ques- 
tions affecting the commercial exchange of products. 

“Fifth. In recognition of the foregoing, the manufacturers 
may be properly expected not only to contribute generously towards 
the legitimate expenses of our Society, but to place their products 
and so far as possible, their facilities at our disposal in a reasonable 
measure, and free of cost, with a view of enabling our Committees 
to prosecute important investigations.” 

With these suggestions in mind, and with the full approval 
of the Executive Committee, the officials of the Society proceeded 
to take out a Charter under the laws of Pennsylvania, for the 
American Society for Testing Materials, and prepared to bring 
the matter of the inauguration of our new Society before the 
body at the convention at Atlantic City, in June, 1902. 

At this, the fifth annual meeting, which was held at the Hotel 
Traymore, Atlantic City, on June 12, 13, and 14, there was 
the largest attendance that had ever been present at any of the 
annual gatherings of the Society. It was at this meeting that 
the child took upon itself the duties and responsibilities of youth. 
It became an American Society in name and in purpose, always 
“affliated with the International Association for Testing Ma- 
terials,” its mother in the far-off land, always loyal to its dear old 
mother and always appreciative of the good work she was doing 
in her own country and in her own way. At this meeting, the 
charter recommended by the Executive Committee was unani- 
mously adopted, all the members of the American Section were 
elected members of the new Society, by-laws were adopted and a 
permanent organization founded, under the constitution which 
had just been adopted, and at this meeting, the Society emerged, 
full-fledged, strong, and vigorous, with a membership doubled in 
number and resources practically doubled in volume. At this 
convention begins the history of the second period of our Society, 
a period of youth, of healthy, strong, vigorous lusty development 
under American lines, American purposes, still affliated with the 
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parent Society, but pursuing its own way, under its own lines of 
development. This period embraces the three years of 1902, 
1903, and 1904, and the early part of the year 1905. It is marked 
by the following figures: 


1902. 1903. 1904. 1905. 
Memilipens|atjorr pace ieienieiatctoreters 175 349 485 677 
Pages of publication.......... 4 3388 490 655 
INECEL DUS Saa ar Cho uigheichae are $408.28 |$3952.83/$5215.68 |$5556.48 
Attendance at annual meet- 

OSS So ncekUb age ooo oO boIm OIE 75 100 175 200 


and it is marked further by development that has seldom, if ever, 
been exceeded by any scientific society in the world. At this 
period ‘“‘problems” give way to “specifications’’—theories give 
way to actualities. An hypothesis gives way to the fact and 
results take the place of vague discussions; the English language 
takes the place of the French and German, in which the previous 
publications had been published. All this is well outlined in the 
annual address of Professor Howe, who, referring to the new or- 
ganization, mentions the importance of a permanent secretary, 
and the value of his work. He also says that “the business of the 
Society is making specifications and not merely dealing with 
methods of testing.”” ‘This is well expressed in the charter which 
states that the corporation is formed ‘“‘for the promotion of knowl- 
edge of the materials of engineering, the standardization of spec- 
ifications and methods of testing.” At this meeting, which lasted 
for three days, and was marked by the presentation of numerous 
papers on iron, steel, cement, asphalts, and other kindred subjects, 
there were presented reports of the various Committees of the So- 
ciety, and among them that of Committee C on the making of 
cement specifications. This report first indicated one of the 
great purposes outlined in Professor Marburg’s suggestion, and 
carried out, as in the case presented, namely, the cooperation 
through our Society of various other engineering societies in the 
preparation and standardizing of specifications. To the Com- 
mittee of our Society, the entire Committee on the “method of 
manipulation of cement tests” of the American Society of Civil 
Engineers, as well as those of the American Railway Engineering 
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and Maintenance of Way Association and of the Association of 
Portland Cement Manufacturers, were added, and in this way 
the fullest cooperation of the scientific bodies having to do with 
the matter in hand was secured toward the furtherance of the de- 
sired end. It is noticeable that the proceedings of this convention, 
issued as a single volume, contained 388 pages against an average 
output of sixty-seven pages per annum during the previous four 
years of the Society’s existence, and that the membership during 
the year 1902 doubled, rising from 175 to 349 members, which was 
the membership at the sixth annual meeting held at the Delaware 
Water Gap, July 1, 2, and 3, 1903. Noticeable at this meeting 
was the increased membership above stated, and the large atten- 
dance of upwards of 100 persons; the dividing of the convention, 
owing to the pressure of important papers, into two sections, 
holding meetings in separate rooms. There was a further recog- 
nition of joint cooperation with other societies in the resolution for 
the appointment of a Committee on Reinforced Concrete Construc- 
tion to act in connection with a similar committee of other bodies. 
The meeting was also marked by the high standard and important 
character of the scientific papers presented. Still following the 
lines of the prediction of our Secretary the report of the Executive 
Committee of this year showed receipts of over $4,000, and con- 
tained the statement: “At the present rate of growth, the So- 
ciety should become self-sustaining within a few years with a 
moderate increase of dues.” 

At this convention, the first of that remarkable series of 
papers upon the philosophical and scientific side of testing ma- 
terials was made by our distinguished President, Dr. Charles B. 
Dudley. There was also adopted at this convention, a resolution 
which stands for fair play and fair dealing, and which has been 
one of the secrets of success of our Society, namely: 

First. That on all standing committees concerned with sub- 
jects involving commercial interests an equal numeric balance 
shall be preserved between engineers, scientists, and the rep- 
resentatives of the consumers on the one hand, and manufac- 
turers or their representatives on the other. 

Second. That the permanent chairmanship shall be vested 
in a member belonging to the former class, duly elected by the 


Committee. 
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The seventh annual convention was held at Atlantic City, 
June 16, 17, and 18, 1904, at which the attendance was 175. The 
proceedings of this year which cover 655 pages tell a tale of the 
development of the Society. Rarely, if ever, have there been as 
many papers on the subject of testing materials, as were presented 
at the convention in question. At this meeting a number of 
specifications were presented and sent out to a letter ballot, among 
them specifications for cement, for foundry pig iron and for mal- 
leable castings. At this convention too, more cooperation was 
shown with other scientific societies by referring back after con- 
siderable discussion the report of Committee A, for the purpose 
of endeavoring to secure an agreement between our Society and 
the other scientific societies, having to do with the matters 
involved. On this occasion two more important papers upon the 
very important question of testing were read, namely: ‘On the 
Influence of Specifications upon Commercial Products,” which 
was the subject of the annual address of President Dudley, and 
“Testing in the United States,” which was the subject of a most 
important paper presented by Professor Lanza. 

During this period of the youth of the organization, the So- 
ciety made it a prerequisite to membership that the applicant 
should be a member of the International Association for Testing 
Materials, and required that out of the annual dues received, 
from each of its members, the sum of $1.50 should be paid to the 
International Society. During this period, the International 
Society proposed various other conventions which were to follow 
the convention held in Buda Pesth, in 1901. In pursuance of 
the action of the Buda Pesth Congress, the next Congress should 
have been held in 1903. This was postponed upon the ground 
that it would give the Committee a better opportunity to com- 
plete their business. The Third Congress, which should have 
been held in St. Petersburg in 1904, was postponed till the fol- 
lowing year. Another postponement of this Congress to Brussels, 
in 1905, was proposed, but this was again postponed and finally 
fixed for Brussels in r906. Thus, for a period of four years, the 
American Society, paying annual dues to the International So- 
ciety, received practically no benefit other than the minutes of 
the Third Congress and some few stray publications. With 
these facts before the American Society and with the develop- 
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ment of the American Society, with its own needs and its own 
requirements, the time arrived when the youth emerged into the 
man, and found himself needing all his means to meet the demand 
upon his own purse. Your Society was like a young man about 
to marry, who feels the responsibility of the world upon him 
and strains every nerve to provide the means to meet the necessary 
expenditures. At this period of his life he began to realize, 
though none the less lacking in loyalty to his old mother Society 
abroad, that the responsibilities of his own family were more 
pressing and more exacting than the sentiments of devotion to 
mother, 3,000 miles away. Meeting the contingency, in the way 
we Americans do, the Society at this Convention passed resolu- 
tions leaving it to the option of the individual members as to 
whether or not they should belong to the International Asso- 
ciation with the attending dues, or, in other words, eliminated the 
requirement, that to be a member of the American Society for 
Testing Materials, it was necessary also to be a member of the 
International Association for Testing Materials, together with 
the payment of the dues incumbent thereon. In support of this 
it was claimed that the effect would be to increase the revenue of 
the Society about $1,000, and make the body almost self-sup- 
porting, to free it from the necessity of reception of contributions, 
and to make it absolutely independent in every respect. It was, 
however, stated that as many members as desired could remit 
their annual dues to the International Association of Testing 
Materials through the American Society and thus retain their 
membership as individuals. The matter was discussed at con- 
siderable length and the resolution was finally carried, the Amer- 
ican Society as a body retaining its membership in the Interna- 
tional Association for Testing Materials, and making an annual 
contribution of not less than $100 to the general funds of that 
Association. At this time begins the third period in the life of 
our Society—the period of manhood, of full growth, and of full 
development of membership of its own, and of freedom, bound 
only by the tie of sentiment to the mother society in Europe. 
This period is in our hand, and it is for us to meet it and do 
with it, seeking so far as possible to carry out the purposes and 
objects so thoroughly outlined in the Secretary’s letter of March, 
1902. 
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A RETROSPECT. 
Our Society’s Growth. * 


Today’s report of the Executive Committee furnishes us 
information as to what the Society has done in the past year. 
First appears the growth of membership from 1898 to the present 
date. These figures speak for themselves and show healthy, 
vigorous growth. The attendance at the annual conventions 
shows that from a beginning, in 1898, of ten members, there 
will be present here to-day at this meeting not less than two 
hundred and fifty. 

The finances which were referred to in Professor Merriman’s 
annual address in 1899 as representing a total income for that 
year of $120.00, show that during the past year the income was 
not less than $6019.54; and that with the increase of membership 
following the present convention the society should be free in 
future from all obligations or pecuniary cares. The publication 
also shows what the Society is doing in the making of specifica- 
tions, and with what intelligence and scientific authority its mem- 
bers deal with the subject presented in their papers. 


OuR SPECIFICATIONS AND COOPERATION WITH SISTER 
SOCIETIES. 


The growth of our organization as a clearing house for the 
specifications of the scientfic societies of the United States has 
been marked. No steps in the preparation of specifications and 
the adoption of methods for manipulation of tests are proposed 
in any of the scientific societies to-day without the suggestion of the 
cooperation in the same by this body. This sentiment of 
cooperation among the national scientific societies is one of the best 
evidences of scientific development of the American mind and of 
the desire to procure in the most compact form the condensed 
thought of the greatest number of intelligent minds, familiar 
with dealing with the subject brought up. It is this cooperation 
which has led to the successful promulgation by our Society of no 
less than eighteen specifications during the past five years. It is 
this cooperation which has tended to make our Society recog- 
nized as one of the leading ones in the United States, and one 
most devoted to work and most fruitful in results. This coop- 
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eration in a single industrial development, that of Concrete and 
Reinforced Concrete, will have much to do with the forming of 
proper specifications for legislation in all the large cities of the 
country, covering the construction of Concrete and Reinforced 
Concrete. Further recognition of your Society as a scientific 
- body is shown by the appointment by President Roosevelt of your 
President and Vice-President, as members of the United States 
Advisory Board on Structural Materials and F uels, a board com- 
posed of the leading scientific societies of the United States, and 
of the heads and representatives of the Army, Navy, the Panama 
Canal Commission, the Geological Survey, and other important 
branches of the Government. Recognition was more marked 
in the case of our body than any other scientific body in the se- 
lection of our President Dudley, as President of the Advisory 
Board. 

The eighteen specifications adopted, representing the con- 
census of opinion of producers, consumers, engineers, and various 
scientific and industrial associations, are as follows: 


1. Standard Specifications for Structural Steel for Bridges. 
2. Standard Specifications for Structural Steel for Ships. 
3. Standard Specifications for Structural Steel for Buildings. 
4. Standard Specifications for Open Hearth Boiler Plate 
and Rivet Steel. 
5. Standard Specifications for Steel Rails. 
6. Standard Specifications for Steel Splice Bars. 
7- Standard Specifications for Steel Axles. 
8. Standard Specifications for Steel Tires. 
9. Standard Specifications for Steel Forgings. 
o. Standard Specifications for Steel Castings. 
11. Standard Specifications for Wrought Iron. 
12. Standard Specifications for Foundry Pig Iron. 
13. Standard Specifications for Cast Iron Pipe and Special 
Castings. 
14. Standard Specifications for Locomotive Cylinders. 
15. Standard Specifications for Cast Iron Car Wheels. 
16. Standard Specifications for Malleable Castings. 
17. Standard Specifications for Gray Iron Castings. 
18. Standard Specifications for Cement. 
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There are committees at work on additional specifications, 
and it is expected that at the present meeting reports from several 
of the following will be presented for action. 


Committee D on Standard Specifications and Tests for 
Paving and Building Brick. 

Committee H on Standard Specifications and Tests for Road 
Materials. 

Committee J on Standard Specifications for Foundry Coke. 

Committee K on Standard Methods of Testing. 

Committee L on Standard Specifications and Tests for Clay 
and Cement Sewer Pipes. 

Committee M on Standard Specifications for Staybolts. 

Committee N on Standard Tests for Lubricants. 

Committee Q on Standard Specifications for the Grading of 
Structural ‘Timber. 

Committees R on Uniform Specifications for Boilers. 

Committees T on the Tempering and Testing of Steel 
Springs and Standard Specifications for Spring Steel. 

Committee U on Standard Specifications and Tests for 
Wire Rope. 


The Committees which have already reported specifications 
are still in existence, and it is the policy of the Society to keep all 
its committees as standing committees, ready at any time to 
change or modify specifications, in accordance with the changes 
that may be made. 

The value and general use of these specifications as govern- 
ing buyer and seller in the handling of commercial products may 
well be illustrated in the case of the Cement specifications, which 
may be said to have been generally adopted in the trade, and of 
which no less than 25,000 copies have been distributed, mostly 
on request. 

The international character of our work is especially re- 
cognized in the report of the British Standard Specifications 
Committee, who, in their report, commend the specifications 
produced by the American Society, and express the hope that they 
might, together with those of the British Standards Committee, 
form the basis for international specifications the world over. 
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SCIENTIFIC SIDE. 


A perusal of the volumes of Proceedings. of the Society for 
Testing Materials is like reading the index to the biography of 
the distinguished men in the various branches represented in our 
body. In the field of iron, steel, and other metals, papers of the 
greatest importance to the scientific world, have been read by 
Campbell, Colby, Job, Metcalf, Richards, Sauveur, and many 
others, and the names on the committees on specifications in these 
branches are of distinction in manufacturing, engineering, and 
testingscience. So too, inthe field of cement, asphalt, and bitumen, 
Dow, Humphrey, Lazell, McKenna, Richardson, Talbot, Taylor, 
_and others, have contributed papers of the greatest value, and in 
the field of preservative coatings for iron and steel excellent papers 
have been presented by Barker, Job, Thompson, and others. 
But more to the purpose and miore in the special field of our 
Society, and greater in your renown, are those papers presented 
in the form of annual addresses by our former Presidents, Pro- 
fessors Howe and Merriman, and by our present President, Dr. 
Dudley. These papers should certainly be made the subject of a 
special volume directed specifically to the advantages of testing. 
Professor Howe’s philosophical address at the June, 1902, conven- 
tion at Atlantic City—his clear analysis of the purposes of a society 
‘devoted to the testing of materials—forms a little epitome of the 
subject so crisp and so clear that no one having to do with testing 
should be without it, nor should anyone having to do with testing, 
neglect to read the few brief remarks that Professor Howe de- 
livered in his annual address at Buffalo. As for our worthy 
President, Dr. Dudley’s three masterly addresses at the sixth, 
seventh, and eighth Annual Conventions—they are replete with 
deep thought, clear insight, and philosophical analysis and yet are 
full of common sense and actual facts, and in themselves form 
almost a compendium of the literature of testing. Supplement 
this with Professor Lanza’s brief review of “Testing in the United 
States,” his “Memoirs of Deceased American Investigators,” 
and Professor Hatt’s “Course of Laboratory Instruction in Test- 
ing Materials,” and bind all these addresses together in a single 
volume, there is at the hand of every testing engineer in this coun- 
try and any other country, a mass of well-digested, well-sketched, 
well-expressed literature that he cannot afford to be without. 
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In considering the presentation of all these papers before 
our Society, covering such a wide field of knowledge and science 
and representing so much hard work on the part of members, 
it would appear that our organization offers a special field to the 
clever man, and especially to the rising man in any branch of 
industry. It is not a society of engineers listening to engineers; 
it is not a society of doctors listening to doctors; it is not a society 
of lawyers listening to lawyers; but it is a society of engineers, 
testing engineers, manufacturers, and large producers listening 
to those who have a message to carry in their chosen field. It is 
from the ranks of those rising men and those intelligent men who 
read papers before our Society that the great captains of industry of 
the future are coming; and it is they who will rule the industries of 
the United States in the next generation. Their ability, industry, 
and other qualities, recognized in the meetings of our Society by 
those who have use for just such talents, will be productive of 
the greatest good to all the industries forming our membership 
and to the country at large. 


THE FUTURE. 


If the future is to be judged by the past, our Society should 
become one of the strongest in membership and the most 
vigorous in intellectual development of any in this country. 
The “Engineering News,’ in commenting upon our annual 
convention in 1905, well says: 


That this new society came into being as the successor of the pre- 
vious branch organization is a minor detail; the need for the new society 
was independent of the existence of the other organization, and the latter 
merely served as a scaffolding for the erection of the other. Science and 
art in testing in America seem to be an essential adjunct to both manu- 
facturing and construction, and in correspondence, the testing engineers 
have increased in number until they have come into a recognized posi- 
tion among engineering specialists. There was need then of an organiza- 
tion which would bring these engineers together for the discussion of 
their common problems and for their joint action and mutual benefit. 
This Society fills that position and has come to stay as the development 
of the American idea in the making and standardizing of specifications. 


At the Atlantic City convention in 1902, Professor Howe 
says: 
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It is well that there should be some society with this as its chief 
object. It should represent both sides of the negotiations, seller and 
buyer, maker and user. It should represent also what we term their 
professional counsel, the consulting and inspecting engineers. If I may 
still further borrow the terms of litigation, it should represent also the 
bench, that is to say, the institutions of learning through their teaching 
and investigating staff and engineering press. These three classes 
should be fully represented in our membership and our Executive Com- 
mittee. 


This practical and clear-cut view of our purposes should 
never be lost sight of, but we might carry the projected rainbow 
of the bench or judicial side of our Society to earth and make the 
form complete by providing at some time some great central 
testing laboratory under the auspices of this Society, either with 
the cooperation of the United States Government and its Ad- 
visory Board, or as a separate institution of our Society, to act in 
this judicial capacity referred to in Professor Howe’s address. 
In view of the great gifts to colleges and institutions of learning by 
the rich men of this country; in view of the gifts of the great iron 
master, Andrew Carnegie, to engineering societies and other 
kindred bodies; in view of the homely feeling of the successful 
manufacturer in any great industry to put back in the soil by 
gifts to educational institutions, technical schools, hospitals or 
charities for the workingmen, that which he has taken from it, 
what better use for such gifts could be found than the develop- 
ment under the auspices of a testing society of a great testing 
laboratory for all the materials covered by the great industries 
of our country? Such an institution should be one not devoted 
merely to commercial testing, not competing with organized 
testing laboratories, but it should be rather a supreme court of 
testing, to which the public would look for the final decision after 
the case has been argued in the lower courts, and whose conclu- 
sion supported by the reputation, the intelligence, and the ability 
represented in this body, would be positive, definite and final. 


REPORT OF COMMITTEE A ON 
STANDARD SPECIFICATIONS FOR IRON AND STEEL. 


At the last annual meeting Committee A recommended the 
adoption under the title “Standard Specifications for Steel Rails” 
the specifications adopted by the American Railway Engineering 
and Maintenance of Way Association, based originally on our own 
specifications, subject to certain changes indicated in the report. 

The recommendations of the Committee were adopted at the 
last annual meeting with the following exceptions: 


1. That the proposed change in clause 3 of ‘“‘from each 
blow” to “from every fifth blow” be referred back to 
the Committee for further information. 

2. That the words ‘‘taken from the top of the ingot”’ be in- 
serted in clause 3 after the words “‘if any rail break when 
subject to the drop test, two additional tests.”’ 

3. That clauses 4, 7 and 8 be referred to Committee A with 
power to act. 


The foregoing instructions to the Committee were subse- 
quently enlarged by instructions from the Executive Committee 
to include the consideration of action taken by other leading 
societies on matters pertaining to specifications for Steel Rails and 
Bridge Material and that the report of the Committee at the annual 
mecting of the Society be drawn so as to embody the reasons for 
and against the more important remaining points of difference 
between the standard specifications of the Society in their present 
or proposed modified form, and those adopted or proposed by 
other societies or their committees. 

The Executive Committee further called the attention of our 
Committee to the desirability of bringing up the subject of Stand- 
ard Specifications for Ship Material for a general discussion at 
the next annual meeting. 

Committee A held a meeting of four sessions on May 3-4, 
1906, with a view of taking action on the above matters. This 
meeting was attended by eighteen of the thirty-nine members 
of the Committee. 

(34) 
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The results of this meeting may be briefly summarized as 


follows: 


I. ON SPECIFICATION FOR STEEL RAILS. 


(a) Action on matters referred to the Committee at last 


annual meeting. 
Clause 3. 


Previous recommendation that the requirement 


of a drop test in the specifications of the American Railway Engi- 
neering and Maintenance of Way Association. ‘‘From each blow” 
be changed to “from every fifth blow” reaffirmed. 


Clause 4. 
following modified form: 


Original Form. 

The number of passes and speed 
of train shall be so regulated that 
on leaving the rolls at the final 
pass the temperature of the rail 
will not exceed that which re- 
quires a shrinkage allowance at 
the hot-saws of 6 in. for 85-pound 
and 6} in. for 100-pound rails, and 
no artificial means of cooling the 
rails shall be used between the 
finishing pass and the hot-saws. 
The above shrinkage allowance 
may be varied, if necessary, so as to 
give a finishing temperature of not 
exceeding 1,600 degrees Fahren- 
heit at finishing rolls for mills roll- 
ing from reheated blooms, and not 
exceeding 1,750 degrees Fahrenheit 
at finishing rolls for mills rolling 
direct from the bloom to finished 
rail. 


Clauses 7 and 8. 


It was decided to recommend the adoption of the 


Proposed Modified Form: 


The number of passes and speed 
of train shall be so regulated that 
on leaving the rolls at the final pass, 
the temperature of the rail will 
not exceed that which requires a 
shrinkage allowance at the hot- 
Saws, for a 30-tt, rail of roo Ib, 
section, of 6+” and 7s” less for each 
5 lb. decrease of section. These 
allowances to be decreased at the 
rate of .o1” for each second of 
time elapsed between the rail leav- 
ing the finishing rolls and being 
sawn. No artificial means of cool- 
ing the rails shall be used between 
the finishing pass and the hot-saws. 


It is recommended that these clauses, 


quoted below, be adopted after amending clause 7 by striking 
out the last sentence, ‘The section of rail shall conform perfectly 
to the finishing dimension,” this provision being inconsistent with 
. other requirements in these clauses. 


(7) Unless otherwise specified, the section of rail shall be the Amer- 
ican Standard, recommended by the American Society of Civil Engineers, 
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and shall conform, as accurately as possible, to the templet furnished by 
the railroad company, consistent with paragraph No. 8, relative to speci- 
fied weight. A variation in height of one sixty-fourth (1-64) of an inch 
less, or one thirty-second (1-32) of an inch greater than the specified 
height, and one-sixteenth (1-16) inch in width will be permitted. The 
section of rail shall conform perfectly to the finishing dimension. 

(8) The weight of the rails will be maintained as nearly as possible, 
after complying with paragraph No. 7, to that specified in contract. A 
variation of one-half (4) of one per cent. for an entire order will be 
allowed. Rails shall be accepted and paid for according to actual 
weights, 


(b) Comparison of the principal features in the standard 
specifications of the American Society for Testing Materials and 
in the specifications proposed by the Special Committee on Rail 
Sections of the American Society of Civil Engineers, and the revised 
specifications of the American Railway Engineering and Main- 
tenance of Way Association. 


DISCARD. 


American Society for Testing Materials: 


Sufficient material shall be sheared from the top of ingot to insure 
sound rails. 


American Society of Civil Engineers: 


There shall be sheared from the end of the blooms formed from 
the top of the ingots, assuming that such blooms are about 8 by 8 in. 
square, at least 40 inches, and if, from any cause, the steel does not then 
appear to be solid, the shearing shall continue until it does. I, by the 
use of any improvements in the process of making ingots, the defect 
known as piping shall be prevented, the above shearing requirements may 
be modified. 


American Railway Engineering and Maintenance of Way 
Association: 

There shall be sheared from the end of the blooms formed from 
the top of the ingots not less than twenty-five per cent, and if, from any 
cause, the steel does not then appear to be solid, the shearing shall con- 
tinue until it does. If, by the use of any improvements in the process 
of making ingots, the defect known as piping shall be prevented, the 
above shearing requirements may be modified. 


A motion to specify some definite minimum percentage of 
discard was lost, and the existing clause in the standard speci- 
- fications was reaffirmed. 
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CHEMICAL COMPOSITION. 


American Society for Testing Materials: 


Rails of the various weights per yard specified ‘below shall conform 
to the following limits in chemical composition: 


per cent 


50 to so lbs. 60 to 69 lbs. 70 to 79 lbs. 80 to 89 lbs. 90to 100 ibe 
Carbon ....0.35-0.45 0.38—-0.48 O.40-0.50 0©.43-0.53 0©.45-0.55 
Phosphorus 
not to ex- 
eed ss: o.10 0.10 Ono 0.10 0.10 
Silicon shall 
notexceed 0.20 0.20 0.20 0.20 0.20 


Manganese .0.70-1.00 0.70-1.00 0.75-1.05 0.80-1.10 0.80-1.10 


American Society of Civil Engineers: 

Chemical Composition.—Rails of the various weights per yard 
specified below shall conform to the following limits in chemical com- 
position : 


TOubOm7Onlnse 80 to 89 lbs. 90 to roo lbs. 

percentage. percentage. percentage. 
Carona nwpmik ak canes sus yee eee 0.50-0.60 0.53-0.63 0.55—-0.65 
Phosphorus shall not exceed...... 0.085 0.085 0.085 
Silicon shall not exceed........... 0.20 0.20 0.20 
Suiphur Shall not exceed?...-.... 0.075 0.075 0.075 
Beeanese nar + 51.9. 2.0. 75-1200 —0.80=1.05  0.80=105 


American Railway Engineering and Maintenance of Way 
Association : 

Same as above with the following footnote: ‘‘Carbon may be re- 
duced to suit local conditions.” 

It was decided to recommend that the present requirements 
as to chemical composition be retained. 


STRAIGHTENING. 


American Society for Testing Materials: 

Rails shall be straight when finished, the straightening being done 
while cold, smooth on head, sawed square at ends, variation to be not 
over one thirty-second (,);) of an inch, and prior to shipment shall have 
the burr occasioned by the saw cutting removed and the ends made 
clean. No. 1 rails shall be free from injurious defects and flaws of all 
kinds. 


American Society of Civil Engineers: 


Straightening.—Care must be taken in hot-straightening the rails, 
and it must result in their being left in such a condition that they shall 
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not vary throughout their entire length more than 5 inches from a straight 
line in any direction, when delivered to the cold-straightening presses. 
Those which vary beyond that amount, or have short kinks, shall be 
classed as second-quality rails and be so stamped. 

Rails shall be straight in line and surface when finished—the straight- 
ening being done while cold—smooth on head, sawed square at ends, 
variation to be not more than gs inch, and, prior to shipment, shall have 
the burr occasioned by the saw cutting removed, and the ends made 
clean. No, x rails shall be free from injurious defects and flaws of all 
kinds. 


American Railway Engineering and Maintenance of Way 
Association : 

Straightening. —Care must be taken in hot straightening the rails, 
and it must result in their being left in such a condition that they shall 
not vary throughout their entire length of 33 feet more than 3 inches from 
a straight line in any direction, when delivered to the cold straightening 
presses. Those which vary beyond that amount, or have short kinks, 
shall be classed as second quality rails and be sostamped. The distance 
between supports of rails in the gagging press shall be not less than 
42 inches. 

Rails shall be straight in line and surface when finished—the 
straightening being done while cold—smooth on head, sawed square at 
ends, variation to be not more than gz inch, and, prior to shipment, shall 
have the burr occasioned by the saw cutting removed, and the ends 


made clean. No. 1 rails shall be free from injurious defects and flaws 
of all kinds. 


It was decided not to recommend the introduction of a re- 
quirement as to permissible camber of rails nor any other change. 


II. Own SPECIFICATIONS FOR BRIDGE MATERIAL. 


The following changes recently adopted by the American 
Railway Engineering and Maintenance of Way Association were 
discussed and it was decided to report adversely on each of 
these points: 


(a) Elongation in steel casting specimens changed from 18 
per cent. to 15 per cent. 

(b) Phosphorous limit in acid structural steel changed from 
.08 to .06. 

(c) The change of ‘‘a retest may be made”’ to “a retest shall 
be made.” 


It was decided to make no change in the following matters 
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referred to the Committee of the American Railway Engineering 
and Maintenance of Way Association for investigation: 


(d) Changing phosphorus content in steel castings from .o5 
for basic and .o8 for acid, to .06. 

(e) Raising the desired ultimate of structural steel from 
60,000 to 62,000 pounds. 


On motion a sub-committee consisting of Messrs. George E. 
Thackray (chairman), W. A. Bostwick, P. E. Carhart and E. F. 
Kenney, was appointed to draw up a report setting forth the reasons 
for and against the foregoing points of difference with a view of 
presenting the report at a meeting of the Committee to be held in 
advance of the Annual Meeting. 

This sub-committee presented the following report: 


REPORT OF SUB-COMMITTEE. 


This sub-committee presented a report at a meeting of Com- 
mittee A on June 20, 1906, attended by fourteen of thirty-nine 
members of the Committee, which, after full discussion, was 
adopted in the following amended form: 


DROP TEST. 


It is thought that the change from a test “from every fifth 
blow” to “from each blow” should not be made because (1) the 
specifications in their proposed modified form provide that the 
test shall hereafter be taken from the top of the ingot, and (2) that 
such a requirement in a general specification would impede the 
work of the mills unnecessarily. 


SHRINKAGE CLAUSE. 


The following reasons for and against the proposed modified 
form of this clause are offered: 

For.—Because service conditions in the track do not indicate 
that greater shrinkage produces poorer wearing rails than rails 
manufactured under a shrinkage requirement of one (1) inch less 
than that proposed. Further, the resulting decrease of output at 
two-thirds of the mills in the country renders it prohibitive to 
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adopt the lower shrinkage requirement, proposed in the other 
specifications. 

Acarnst.—It is generally admitted that colder finishing of 
steel at or near the critical temperature results in betterment of the 
structure. A number of experiments on rails in track rolled at 
lower temperatures, but similar in other respects, have almost 
invariably shown better wearing qualities. 


DISCARD. 


The reasons for and against the existing clause governing Dis- 
card may be stated as follows: 

For.—On account of the essential and necessary variations 
in practice at different mills, and the fact that even under the best 
conditions in any one mill, the unsoundness, if any, at the top of an 
ingot will vary; therefore a specification requiring “a sufficient 
discard” is better than one requiring a fixed amount of discard. 

AGaINnst.—The number of breakages in rail has shown that 
the word “sufficient,” as at present interpreted, does not guard 
against brittle rails going into the tracks. The process of shearing 
should be as much a subject for inspection as any other part of 
rail-mill practice, and a definite specification which will give the 
inspector some guide is necessary. While a fixed percentage of 
discard may cause the loss of some good material, it is reasonably 
certain to insure the elimination of most of the bad. 

The word “sufficient” is interpreted by the mills as sufficient 
from their point of view, and the inspector who represents the 
consumer at the mills is allowed no say in the matter. Moreover 
in making steel for other purposes, such as axles, eye-bars, etc., a 
heavy discard is made to insure good material, whereas the stresses 
and shock to which a rail is subjected are much greater than in the 
case of an axle or an eye-bar. 


CHEMICAL COMPOSITION. 


The reasons for and against adherenee to the present speci- 
fications governing chemical compositions may be stated as follows: 
For.—While it is conceded that less phosphorus may be 
better in general, we are met in this case by the practical impossi- 
bility of reducing the percentage of this metalloid in connection 
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with the Bessemer process, for the reason that a sufficient supply 
of low-phosphorus ore for producing the required large tonnage 
of rails is not available. As between 0.10 and 0.08 5 phosphorus 
the advantage of the lower amount is questionable, some results 
from rails made under the lower requirement having been unsat- 
isfactory. 

Considering that it is desirable to take the drop test from the 
top of ingot, the present percentage of carbon should be maintained 
as consistent with the heights of drops specified. The percentages 
of carbon may be increased provided suitable reductions in heights 
of drop test be made. 

AGAINST.—Phosphorus is universally admitted to be an 
unmixed evil in steel, and the lower we can keep its percentage the 
more use we can make of proper hardeners, thereby adding to 
the wearing qualities of rails without the danger of brittleness 
caused by higher phosphorus. With an allowable percentage of 
0.10 for phosphorus, we do not dare to make rails hard enough 
to wear well. 


STRAIGHTENING. 


The reasons for and against the omission of a definite require- 
ment for permissible camber may be stated as follows: 

For.—Since the camber in rails depends largely upon the dis- 
tribution of the metal in the section, it is manifestly impossible 
to stipulate a maximum amount covering all sections. Further, 
since all mills aim to deliver rails as straight as possible to the gag 
presses in order to insure greater output, it seems unfair to penalize 
them on occasions when it is found impossible to control this. 

AGAINST.—In many mills the rails come to the straightening 
presses in all conditions from nearly straight to very badly cam- 
bered. In the case of a badly cambered rail, the first operation in 
straightening is to hit it with the gag at intervals of about 18 inches 
throughout its length. When it is considered that the material 
is thus strained beyond the elastic limit at each blow, the necessity 
of reducing this gagging to a minimum becomes quite apparent. 
Excessive gagging often causes a crack in the rail, and rails which 
have been subjected to the same should be treated like rails 
defective in other respects, that is as ‘‘second quality.” This will 
insure their being laid in places where they will not be required to 
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stand the most severe service. Such rails should be marked as 
‘Number twos” before straightening, as it is almost impossible 
to detect after straightening the rails which were too severely 
gagged. That specifications fixing the allowable limit of camber 
can be complied with, is evident from the fact that some mills meet 
the proposed specifications in their present practice. 


In the discussion of the above report, Mr. A. J. Colby called 
attention to the desirability of modifying Clause 3 in harmony with 
the specifications prepared by Mr. C. S. Churchill for The Nor- 
folk and Western Railroad, by which ‘“‘a drop test may be taken 
from each blow of steel, and shall be taken for every fijth blow,” 
which would provide for additional tests in case the results from 
the tests of every fifth blow prove unsatisfactory. 


Respectfully submitted on behalf of the Committee, 


W. R. WEBSTER, 
Chairman. 
EDGAR MARBURG, 
Secretary. 
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APPENDIX. 


PROPOSED STANDARD SPECIFICATIONS FOR 
STEEL RAILS. 


(1) (a) The entire process of manufacture and testing Process of 
shall be in accordance with the best current practice, and specia] M@ufacture. 
care shall be taken to conform to the following instructions: 

(b) Ingots shall be kept in a vertical position in the pit 
heating furnaces until ready to be rolled, or until the metal in 
the interior has time to solidify. 

(c) No bled ingots shall be used. 

(d) Sufficient material shall be discarded from the top of 
ingot to insure sound rails. 

(2) Rails of the various weights per yard specified below Chemical 
shall conform to the following limits in chemical composition:  C™Position. 


50 to 590 60 to 690 70 to 79 80 to 89 go to 100 
Pounds. Pounds. Pounds. Pounds. Pounds. 
Per cent. | Per cent. | Per cent. | Per cent. | Per cent. 


SEG Otters eat ciate isteleinie aise eA] O13 520045 || OesS-0..48 0.40-0.50 | 0.43-0.53 | 0.45-0.55 
Phosphorus, shall not exceed. . ©.10 0.10 ©.10 0.10 ©.10 
Silicon, shall not exceed ..... ©.20 °.20 °.20 0.20 0.20 
Manganese .............-.++-| 0.70-1.00 | 0,70-1.00 | 0.75-1.05 | 0.80-1.10 | 0.80-1.10 


(3) One drop test shall be made on a piece of rail not less Drop Test (one 
than four feet and not more than six feet long, selected from every *°™ 4°h heat). 
fifth blow of steel. The test shall be taken from the top of the 
ingot. The rail shall be placed head upwards on the supports, 
and the various sections shall be subjected to the following im- 
pact tests under a free falling weight: 


Weight of Rail. Height of Drop 
Pounds Per Yard. Feet. 
45 to and including 55 15 
Moneut atin etia salsa eshele od Severs 55 re 65 16 
loveat Athy nectenaiol > anise fevers 8) sls, ele labeeate 65 pS Ghs) 17 
OPER EN AD Poe erie: crete seuaretesererae wo 010.10 75 ie 85 18 
IMEOTCUEINATI Seen naveceleree G tusts oe tele ati 85 of 100 19 


If any rail break when subject to the drop test, two additional 
tests taken from the top of the ingot will be made of other rails 
from the same blow of steel, and if either of these latter tests fail, 
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all the rails of the blow which they represent will be rejected, but if 
both of these additional test pieces meet the requirements, all the 
rails of the blow which they represent will be accepted. 

(4) The number of passes and speed of train shall be so 
regulated that on leaving the rolls at the final pass the tempera- 
ture of the rail will not exceed that which requires a shrinkage 
allowance at the hot-saws, for a 30 foot rail of 100 lb. section, of 
614”, and ds” less for each 5 lb. decrease of section. These 
allowances to be decreased at the rate of .or” for each second of 
time elapsed between the rail leaving the finishing rolls and 
being sawn. No artificial means of cooling the rails shall be 
used between the finishing pass and the hot-saws. 

(5) The drop testing machine shall have a tup of two thou- 
sand (2,000) pounds weight, the striking face of which shall have 
a radius of not more than five (5) inches, and the test rail shall be 
placed head upwards on solid supports three (3) feet apart. The 
anvil block shall weigh at least twenty thousand (20,000) pounds, 
and the supports shall be part of, or firmly secured to, the anvil. 
The report of the drop test shall state the atmospheric temperature 
at the time the test was made. 

(6) The manufacturer shall furnish the inspector, daily, 
with carbon determinations for each blow, and a complete chemical 
analysis every twenty-four hours, representing the average of the 
other elements contained in the steel, for each day and night turn. 
These analyses shall be made on drillings taken from small test ingot. 

(7) Unless otherwise specified, the section of rail shall be 
the American Standard, recommended by the American Society 
of Civil Engineers, and shall conform, as accurately as possible, 
to the templet furnished by the railroad company, consistent with 
paragraph No. 8, relative to specified weight. A variation in 
height of one-sixty-fourth (1-64) of an inch less, or one thirty- 
second (1-32) of an inch greater than the specified height, and one- 
sixteenth (1-16) inch in width will be permitted. 

(8) The weight of the rails will be maintained as nearly as 
possible, after complying with paragraph No. 7, to that specified 
in contract. A variation of one-half (4) of one per cent. for an 
entire order will be allowed. Rails shall be accepted and paid for 
according to actual weights. 

(9) The standard length of rails shall be thirty (30) 
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feet. Ten per cent. of the entire order will be accepted in shorter 
lengths, varying by even feet to twenty-four (24) feet, and all 
No. 1 rails less than 30 feet shall be painted green on the end. A 
variation of one-fourth of an inch in length from that specified will 
be allowed. 

(zo) Circular holes for splice bars shall be drilled in accord- 
ance with the specifications of the purchaser. The holes shall 
accurately conform to the drawing and dimensions furnished in 
every respect, and must be free from burrs. 

(1) Rails shall be straight when finished, the straightening 
being done while cold, smooth on head, sawed square at ends, 
variation to be not over one-thirty-second (1-32) of an inch, and 
prior to shipment shall have the burr occasioned by the saw cutting 
removed and the ends made clean. No. 1 rails shall be free from 
injurious defects and flaws of all kinds. 

(12) The name of the maker, the weight of rail and the 
month and year of manufacture shall be rolled in raised letters on 
the side of the web, and the number of blow shall be plainly stamped 
on each rail where it will not subsequently be covered by the splice 
bars. 

(13) The inspector representing the purchaser shall have 
free entry to the works of the manufacturer at all times when the 
contract is being filled, and shall have all reasonable facilities 
afforded him by the manufacturer to satisfy him that the finished 
material is furnished in accordance with the terms of these speci- 
fications. All tests and inspection shall be made at the place of 
manufacture prior to shipment. 

(14) No. 2 rails will be accepted up to ten (ro) per cent. of 
the whole order. Rails that possess any injurious defects, or 
which for any other cause are not suitable for first quality, or No. 1 
rails, shall be considered as No. 2 rails; provided, however, that 
rails which contain any physical defects which impair their strength 
shall be rejected. The ends of all No. 2 rails shall be painted 
white in order to distinguish them. 
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The Chairman of Committee B has communicated with each © 
of thechairmenof the sub-committees, who reported that no changes ~ 


were to be suggested in the specifications that had been prepared, 


and that nothing had come up in the past year which called for — 


comment. 

The chairman of the sub-committee on Cast Iron Pipe 
reported that the American Water Works Association had up igr 
discussion at their last annual meeting the propriety of their 
Association framing specifications for cast iron pipe. “The 
subject was referred to a committee by the Convention. There 
have been several conferences between this Committee and the 
sub-committee of Committee B as to the various suggestions 
that have been proposed. No final result, however, has been 
reached. 

Should definite action be taken by the American Water Works 
Association at their convention next month, the Chairman of the 
Sub-Committee on Cast Iron Pipe desires to have the authority of 
the Society to continue discussions with the American Water 
Works Association,* and to see how far any differences in specifi- 
cations can be adjusted, so that there may be a specification 
framed which shall meet with the approval of the various engi- 
neering societies interested. 

Respectfully submitted on behalf of the Committee, 


WALTER Woop, 
Chairman. 


RICHARD MOLDENKE, 
Secretary. 


* On motion Committee B was authorized to confer with the com- 
mittees on Specifications for Cast Iron Pipe of the American Water 


Works Association with a view of harmonizing results.—Ep. 
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REPORT OF COMMITTEE E ON 
PRESERVATIVE COATINGS FOR IRON AND STEEL, 


As stated in the last report of this Committee, the work of 
clearing the ground during the past three years has prepared the 
way for such a series of practical tests as are now reported. The 
plan followed during the past year of specializing the work of the 
general Committee by sub-committees will hasten the final solution 
of the problem materially. The report and recommendations of 
sub-committee on Field and Service Tests presented in the annual 
report of last year has been the basis of the following tests: 

The structure placed at the disposal of the Committee is a 
part of the new double-track deck bridge erected by the Pennsyl- 
vania Railroad Company at Havre de Grace. This bridge 
consists of 17 fixed spans, including two 192 ft., seven TOS Mites 
in., and eight 255 ft., center to center of end pins, and one draw 
span, 277 ft. 2 in., center to center of end pins. The trusses are 
about 30 feet deep and the panels 29 feet long. The entire bridge 
contains some 21,000,000 pounds of steel. 

A through bridge would perhaps have offered, in some 
respects, more favorable conditions for the test, as the effect of 
smoke and gases from the locomotives could have been noted on 
the overhead parts of the structure, and ease of inspection would 
have been increased. These objections are, however, not vital, 
while the advantages will be practically uniform conditions 
throughout the entire length of the bridge, severe atmospheric 
conditions, and permanence of the structure. 

The Society having no funds for such a series of tests, paint 
manufacturers were requested to aid the Committee by donations 
of funds for the preparation of surface and application of paint, 
and also to supply the paint they desired to have tested. 

To bring the test to their attention, the following circular 
was issued: 


WasuincrTon, D. C., January 31, 1906. 
Dear Sirs :— 
The Pennsylvania R. R. Co. have kindly placed at the disposal 
of Committee E of the American Society for Testing Materials a 
(47) 
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whole or a part of their new bridge at Havre de Grace, Md., for the pur- 
pose of making extensive field tests of preservative coatings. 

It is the purpose of this communication to give such information 
as to the details of the proposed test as to enable each manufacturer to 
determine whether or not he will enter. 

The membership of Committee E is as follows: ‘ 


S.S. Voorhees, Engineer of Tests, Supervising Architect’s Office, 
U.S. Treasury Department, Washington, D. C., Chairman. 


CONSUMERS. 

Dr. C. B. Dudley, Chemist, Pennsylvania R. R., Altoona, Pa. 

Mr. W. A. Aiken, 613 Empire Building, Pittsburg, Pa. 

Mr. Robt. Job, Chemist, Philadelphia and Reading Ry., Reading, Pa. 

Mr. A. W. Dow, Washington, D. C. 

Mr. Max Wickhorst, Engineer of Tests, Chicago, Burlington and 
Quincy R. R., Aurora, Il. 

Mr. L. H. Barker, Pennsylvania R. R., Jersey City, N. je 

Mr. Wirt Tassin, Washington, D. C. 

Mr. Wm. R. Webster, 411 Walnut St., Philadelphia, ae 

Mr. James Christie, Chief Mechanical Engineer, American Bridge Co., — 
Pencoyd, Pa. 

Mr. MclIlheney, New York City. 

Mr. J. R. Onderdonk, Engineer of Tests, Baltimore and Ohio R. 
R.. Mt. Clair, Baltiraore, Md. 


’ 


Mr. George Heckel, 636 Bourse Building, Philadelphia, Pa. 


: PRODUCERS. 
Mr. Malcolm McNaughton, Jersey City, N. J. 
Mr. C. O. Collins, Niagara Falls, N. Y. 
Mr. Spencer Newberry, Sandusky, Ohio. 
Mr. W. A. Polk, 42 Hudson St., New York City. 
Mr. A. H. Sabin, 432 Sanford Ave, Flushing, L. L., IN, WE 
Mr. G. W. Thompson, 129 York St., Brooklyn, N. Y. 
Mr. J. W. Whitehead, Jr., 1 Madison Ave., New York City 
Mr. C. N. Forrest, Long Island City, N. Y. 
Mr. J. F. Walker, Bridgeport, Pa. 
Mr. Chas. J. Davies, Reading, Pa. 


It is the policy of the American Society for Testing Materials to 
maintain a proper balance in all committees of the Society between the 
producers and the consumers, the chairman of the general committee, 
however, is an engineer or a consumer, so that the chairman will have the 
deciding voice. 

The structure at our disposal is a double-track deck bridge, the 
trusses of which are about thirty feet deep and each panel about twenty- 
nine feet long. It is proposed that an entire cross section of this bridge, 
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about twenty feet wide, double track—one or two panels in length—be 
assigned for each test, excepting the floor system which has been painted. 
The painting is to be done as soon as settled spring weather is reached 
in April and May. 

In addition to the field tests above mentioned, there will be an 
auxiliary service test as follows: 

It is proposed to paint a number of panels of sheet steel carefully 
“prepared so as to secure uniformity of conditions with the various paints 
to be used, these paints are to be exposed alongside of the particular 
paint sections to which they correspond. The proposition is to have 
nine plates painted with each paint, three of these to be spread out at one 
uniform rate, a second three spread at another uniform rate, and the 
remaining three spread at a third uniform rate—three coats—the rates 
being, say 600, goo, and 1,200 square feet per gallon for oil paints and 
300, 600, and goo square feet for paints containing much volatile thinner. 
The work wili of necessity be conducted under the close supervision of a 
Director of Tests. The United States Steel Corporation has promised to 
contribute the plates for these tests free of charge. 

The estimated expenses of this trial, including the preparation of the 
surface, application of three coats of paint the services of a Director of 
Tests and helpers, analyses of the samples in duplicate, cost of distribution 
and storage of material, etc., will be as follows: Paint, cleaning and 
application, $3.00 per running foot; the salary of a Director of Tests and 
helpers, $500.0c; workshop and storage room, $1,000.00, and analyses of 
paint per sample, $20.00. 

On this assumption, based on participation by varying numbers 
of manufacturers, the following table is approximated: 


Manufacturers: Bor 4o. 30. 20). 
OMe e ant orcatis $160.00 $167.50 $180.00 $205.00 
OOmMeCChueseret. ete DAD To) 260.00 274.00 300.00 


The estimate of $1,000.00 for store-shed and workshop will be 
reduced several hundred dollars if cars are secured for this purpose. The 
amount of paint required is estimated at from fifty to seventy-five gallons 
per panel of thirty feet long. The committee feels confident that the 
figures given will considerably more than cover the expenses of the test. 

The manufacturers are expected to give a description of their paint 
for classification purposes, and are further requested to give detailed 
instruction in regard to the best method of applying the paint; and the 
director of tests will see that these instructions are observed. The sur- 
face of the metal will be mechanically cleaned with hammers, steel scrapers 
and wire brushes, so that all detachable mill scale, rust and dirt are 
removed; any oil and grease will be removed by benzine. 

The Society has no fund available for this trial, and it will be neces- 
sary for the manufacturers to make a deposit sufficient to cover their 
Share of the expenses. Any unused portion will be refunded. 
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A Director of Tests shall be appointed by Committee E. The de- 


— 


tails of conducting the test are to be determined by Committee E, and so ~ 


framed as to be eminently fair to each competitor and to the paints 
themselves. The steel is now covered by a shop coat of linseed oil. 
Before the application of any paint this will be cleaned off as thoroughly 
as possible. The Director of Tests shall determine when the surfaces 
are sufficiently cleaned. 


The paint shall not be applied in rainy or foggy weather, or when 


the humidity exceeds average conditions. 

The Committee hopes that the information given is full enough to 
enable the manufacturers to decide on the advisability of entering this 
trial. : 
Will you please give this matter your immediate attention, and 
inform me at your earliest convenience if you desire to aid the Committee 
in this matter? 

Very truly yours, 
S. S. VooRHEES. 


Replies from some 20 paint manufacturers were received in 
response to this circular, stating their willingness to aid the Com- 
mittee to the extent desired. Accordingly the question of cost 
was figured out on the basis of .20 panels of 30 feet each, and a set 
of questions was framed covering composition of paint, etc., as 
embodied in the following letter: 


Gentlemen: 

You are advised that the paint test to be made on the Pennsylvania 
Railroad bridge over the Susquehanna River at Havre de Grace will 
be started immediately. Some twenty paint manufacturers have sig- 
nified their intention of aiding the Committee in these tests. 

It has been decided that each paint will be allowed one panel, prac- 
tically 30 ft., but if a manufacturer desires to submit more than one 
paint or expose more than one panel, additional space on the above unit 
basis will be assigned them. 

It has also been decided that the surface shall be uniformly cleaned 
with wire brushes, scrapers and hammers; oil and grease to be removed 
with benzine. 

It has further been decided that either two or three coats shall be 
applied as desired by the manufacturer. There is no color restriction 
for under coats, but final coat must be black, dark brown, dark drab, or 
some neutral color. 

The panels used for these tests will be entirely over water and will 
extend continuously north from draw. 

The actual space allotted to each paint will be determined by lot. 

The results obtained by this investigation of the American Society 
for Testing Materials are intended to be of scientific value to the engineer 
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and to aid manufacturers in producing paint which will meet certain 
conditions and are not to advertise any particular brand of paint. With 
this in mind, the following series of questions have been framed by the 
Committee so as to enable them to classify the paints used in these tests: 

Character, composition, and description of the paint for the purpose 
of classification and the general information of the Committee; also 
such other information as the producer is willing to have published. 

Information is desired under the following heads, giving at least 
the commercial name, and the proportion, amount or percentage of each 
ingredient: 

A. Pigment. 

B. Volatile thinner. 

C. Vehicle or liquid non-volatile matter. 

Particular information is desired as to the following: 
(1) Saponifiable oils, z. e. linseed, etc. 
(2) Resinous matters, 7. e. rosin and gums. 
(3) Bituminous matters, 7. e. asphaltum, pitch, etc. 
(4) Non-saponifiable oils, as petroleum, rosin oil, etc. 

D. Mineral matter such as lead, manganese, lime, etc., other than 

that present as pigment. 

This information is not intended to include trade secrets or particu- 
lar methods of treatment or manufacture of the constituents. 

Further you will please furnish the Committee with detailed informa- 
tion as to the manner in which you recommend that your paint should be 
applied, it being understood that unless you supply special brushes, a 
standard round brush will be used. 

Finally you will kindly inform the Committee at what price you 
would be prepared to supply the paint submitted, under present market 
conditions. 

Will you please answer these questions as fully as possible and 
return to chairman of Committee, together with check for $205 (per 
panel of 30 ft.), made out to Joseph F. Walker, Secretary of Committee. 
The unused portion of this sum will be refunded. 

Work will be started immediately and instructions as to shipping 
will be sent shortly. 

Yours truly, 
S.S. VooRHEES, 
Chairman. 


The replies to the circular letter were to be used by the Com- 
mittee, as stated, in classifying paints submitted. 

Unfortunately these questions on composition were regarded 
as too searching by many paint manufacturers on the ground that 
if answered they would disclose trade secrets and methods of 
manufacture. As the tests were seriously jeopardized by these 
questions they were withdrawn and only such information 


52 ReEporT OF CoMMITTEE E 


requested as the manufacturers were willing to present for publica- 
tion, together with the price of the paint submitted, at present 
market conditions. 

Under this arrangement paint manufacturers have submitted 
18 samples of paint for test, together with the necessary funds for 
preparation of surface and application. 

Through the assistance of Mr. George S. Webster, Chief 
Engineer and Surveyor, Bureau of Surveys, Philadelphia, Pa., 
Mr. F. H. Cubberley, Assistant Engineer in the Division of 
Bridges of the above Bureau, has been granted leave of absence 
so as to serve as Director of Tests in charge of this work. 

The space assigned to the Committee by the Pennsylvania 
Railroad consists of two spans entirely over water, from the 
fifth pier north of the draw to the Perryville end of the bridge. 
These spans consist of nine equal panels about 30 feet long. The 
space will be divided through the middle of each panel so as to 
include a vertical member and half the tie rods for each paint. 

The building occupied by the contractors during construc- 
tion of the bridge will be used for the storage of samples, prepara- 
tion and painting of panels, weighing of paint applied to the 
bridge, etc. 

The service panels will be attached to the I beams on the 
south side of the bridge on panels where its respective paint has 
been applied. : 

The Director of Tests will be assisted by one of the painters 
of the Pennsylvania Railroad shops at Wilmington, Del., and 
a painter who has been trained by Mr. G. W. Thompson, of the 
National Lead Company, in the very important work of painting 
panels at a fixed spreading rate. 

The Director of Tests will be governed by the following 
general instructions: 


INSTRUCTIONS FOR THE DIRECTOR OF TESTS. 


In connection with tests of protective coatings on Pennsylvania 
Railroad Bridge at Havre de Grace, Md., as issued by authority of 
Committee E of the American Society for Testing Materials. 

The Director of Tests shall have full supervision and charge of 
the paints submitted for tests and of the work and conditions of appli- 
cation unless otherwise specified by individual manufacturers. 

He shall receive all paint submitted for test and shall retain the 
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same in his possession until issued for work. On the container of each 
lot of paint he shall paint in indelible black letters the number assigned 
to the manufacturer of said paint by the Committee as determined by lot. 
Paints submitted by other manufacturers subsequent to this date shall 
_ receive consecutive numbers in order of receipt. 

After attaching to the packages the identifying numbers the Director 
of Tests shall, with red paint, entirely obliterate from the packages the 
names of the manufacturers and all other identifying marks, excepting 
the designating numbers as aforesaid. 

To each individual paint shall be assigned a single complete panel 
or member of the bridge, which panel shall be numbered corresponding to 
the numbers of the packages of paint to be applied. The paint used on 
each panel shall be that corresponding in number to the number of the 
panel. 

The Director shall make a report of the condition of the unopened 
packages and of the contents of each package when opened, retaining 
full details of marks, etc., on the packages before these are obliterated. 
After obliteration of the marks each paint shall be known only by the 
number. 

Before the beginning of work on any section of the bridge, the Direc- 
tor shall see that the surface has been properly prepared in accordance 
with the instructions of the Committee as detailed in its circular letter 
of January 31st, which shall also govern him in other details in any case 
where specific instructions are not herein given. 

The Director is provided with a wet and dry bulb thermometer and 
with a standard thermometer, and it shall be his duty to make three 
daily observations with each, one at the time of beginning work, the 
second at noon and the third at the time of ending work for the day; 
and in connection with the number of each paint being applied during 
that day, the temperature and humidity at these three periods of the day 
shall be recorded, it being understood that no paint used in this test 
shall be applied on any day when the humidity exceeds about 80 per cent. 
The Director is also expected to make general notes regarding the state 
of the weather at the time of application of each individual paint. 

Paint for use shall be issued by the Director by number, and the 
quantity issued shall be recorded in each instance, and the remainder 
left after the completion of the work shall also be weighed so as to 
give definite information as to the spreading rate of each individual 
paint. 

Where ‘specific instructions as to the mode of application or other 
details shall have been furnished by the manufacturer, the Director 
shall see that such instructions are followed explicitly by the workmen. 
In case no such instructions have been furnished by the manufacturer, 
the Director shall have general supervisional work in accordance with 
the provisions of the Committee’s circular letter of January 31 before 
referred to, which shall govern him in all respects. 

In the course of application of each individual sample the Director 
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shall obtain from the workmen general information as to the working 
qualities of the paint, as well as such other particulars as may suggest them- 
selves to him as useful. In each instance he shall also note particularly 
the rate of drying and the physical appearance of each coat. 

In regard to the number of coatings to be applied in each instance 
the Director shall follow the markings on the separate packages of paint, 
and he shall record in connection with each the weight of paint required 
for each coat applied. In case no instructions have been given by the 
the manufacturer as to the time to be allowed between coats, the instruc- 
tions of the Committee as detailed inits circular letter of January 31 shall 
rule: that is, five days minimum between coats. No thinning or other 
additions to any paint shall be allowed by the Director unless the manufac- 
turer of any paint shall have otherwise directed, when the manufacturer’s 
directions shall be carefully observed. 

The Director shall make daily reports to the Chairman of the Com- 
mittee according to instructions to be provided by said Chairman. 

The painting of the check panels provided for by the Committee 
shall be under the general supervision of Mr. Ekey, but the Director 
shall make careful note of all details in regard thereto in connection 
with his notes on the general work. . 

The salary of the Director of Tests shall be at the rate of $150.00 
per month; his actual traveling expenses in connection with the work to 
be paid by the Committee, who shall also pay for necessary labor in con- 
nection with the Director’s work on the tests. 


The Committee will see that the above conditions are strictly 
observed, and assure the paint manufacturers that the paints will 
be properly applied to clean surfaces. 

The actual painting of the bridge is being done by the firm of 
J. W. Webber and Sons of Philadelphia, the contractor employed 
by the Pennsylvania Railroad. Mr. Webber appreciates the 
conditions of the test and assures the Committee of his hearty 
support and cooperation in maintaining the above conditions. 

In presenting this report to the Society it is realized that there 
will be more or less criticism both now and as the test proceeds 
and as results are obtained, but it will be appreciated that this 
report is the result of long, consciencious, and laborious work on 
the part of the Committee. The interests and conditions entering 
into the problem of protecting iron and steel are as different as 
the pigments used in the paints. 

All of these conditions have been harmonized as far as possible, 
variables eliminated to the utmost, all questions of bias, prejudice, 
or interest controlled, so that the Committee expects to place in 
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the hands of the Society valuable data on the protection afforded 
by paint when applied to bridge steel in this general latitude. 

A comparison of the paint films on the service panels and on 
the full sized structure should determine the value of perfectly 
cleaned surfaces painted under the most favorable conditions 
with known amounts of paint. 

This report can only be considered a report of progress, the 
results are to be obtained as they develop and are determined on 
inspection by the Committee. 

It is hoped, however, that this test is only the beginning. 
Other tests should follow on different types of structures, arranged 
on fundamentally different lines of attack to eliminate even more 
completely some elements of uncertainty. 

- The Chairman of the Sub-Committee on the Preparation of 
Iron and Steel Surfaces for Painting recently addressed a circular 
letter of inquiry to a number of firms and individuals prominently 
interested in the subject which, together with the replies thereto, 
appears as an appendix to this report. 

Respectfully submitted on behalf of the Committee, 


S. S. VOORHEES, 
Chairman. 
JosePH F. WALKER, 
Secretary. 


APPENDIX. 


The chairman of the sub-committee of Committee E on the 
Preparation of Iron and Steel Surfaces for Painting addressed the 
following letter of inquiry to a number of users and manufacturers 
of preservative coatings: 


Dear Sir:— 

I herewith enclose a reprint from the Proceedings of the “‘American 
Society for Testing Materials’? on the ‘‘Preparation of Steel Surfaces 
for Preservative Coatings’’*. 

The general practice of the assemblers does not admit of very careful 
cleaning of steel surfaces before painting, and as a rule, is not urgently 
insisted upon by the engineers in charge. It is a known fact that mill 
scale contains a large percentage of Oxygen and that it induces further 
corrosion, which necessitates its removal from the surface, as it is destruc- 
tive to both the steel and the preservative coating. 

It appears to me this question should be thoroughly discussed in 
engineering circles in order to arrive at some definite plan that is both 
practicable and least expensive, by which the mill scale can be disposed of 
before painting and then to insist that the plan be carried out. 

I ask for your criticism of this article and suggestions as to how to 
obtain the results desired, as it is my wish to get the opinions on this 
subject of the leading engineers and architects of the country and of others 
interested in this class of construction, that I may tabulate them in the 
form of a report to present at the next annual meeting of the ‘‘ American 
Society for Testing Materials.”’ 

(Signed) J. W. WHITEHEAD, Jr., 
Chairman of Sub-Committee on 
Preparation of Iron and Steel Surfaces for Painting. 


The following replies to this inquiry, given in alphabetic order 
of the writers, were received: 


From Alfred P. Boller, of Boller and Hodge, Consulting 
Engineers: 


In reply to your inquiry concerning the preparation of iron and steel 
surfaces for painting, I would say that the importance of the subject can- 
not be overrated. It has long claimed my thoughts and attention, but I 


* Vol. V, p. os 
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have never yet come across a satisfactory workable scheme in these days 
of ‘“‘rush tonnage.’’ Sand blasting is out of the question as a com- 
mercial method, it being utterly impracticable in general shop practice, 
except possibly in some special cases, where time and cost are no object. 
The removal of scale in the shop during fabrication can only be very par- 
tially done, as the time element required for its entire loosening cannot 
be considered in modern shop practice, where any delay in the sequence 
of operations is impossible. 

As scale is admittedly a bad condition over which to paint, and as 
exposure will shortly loosen it so as to enable its removal by brushing or 
scraping, and having in view practicable shop conditions, it seems most 
reasonable to omit all shop painting as proposed by you, and let nature 
put in its work after erection, until the scale is so loosened up that it can 
be scraped and brushed off, when a fair surface for receiving a priming coat 
can be obtained, which priming can be well and properly done, as time is 
no object at the expense of thoroughness. 

I notice in the Proceedings of the American Society for Testing Mate- 
tials Mr. Shankland not only endorses the views you have advanced, but 
has put them into practice on important structures with satisfactory 
results, so far as three years show up. 

I am inclined to think with you that the only practicable method of 
properly priming structural steel is to do it after erection when the mill 
scale has become loose, instead of at the shop, except for such parts as 
may be inaccessible in the field. 


From F. O. Bunnell, Engineer of Tests, Chicago, Rock 
Island and Pacific Railway: 


Answering your inquiry, relative to method for removing scale from 
structural material, I would state that my personal experience in dealing 
with this subject has been quite limited. However, I have always felt 
that the manufacturers, for some reason or other, were not favorably dis- 

“posed toward developing a sand-blast system. I believe that with the 
earnest co-operation with the manufacturers in developing this system, a 
more favorable showing can be made with the sand-blast system than has 
been made heretofore. 


From F. P. Chessman, National Paint Works: 


I beg to quote herewith from my booklet, which covers the subject 
according to our belief, “‘As to the best methods of preparing metal 
surfaces for painting’’. 

We have recently had our attention called to a case where the metal 
had been prepared by sand-blasting and the surface had been so highly 
polished and smoothed by the sand-blasting that the paint did not adhere, 
showing that one can get too much of a good thing in sand-blasting as 
well as in other matters. 
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TECHNICAL PAINTS FOR METAL. 


1. Poor surface and improper application. 

As before stated more paint is ruined by poor application than in any 
other way; hence, we class it as the greatest cause for the failure of paint. 
It has been our experience that not once in twenty times is the surface 
free from corrosion, mill-scale, grease or dirt when the paint is applied 
The painter is generally not a skilled mechanic, and the paint is put on 
under all kinds of temperature and degrees of moisture, often rained, 
frosted or snowed on before dry; also frequently thinned with cheap 
worthless oils and japans, and the greatest wonder is that, under these 
conditions, it stands as well as it does. 

It makes a vast difference in the durability of the paint as to the 
character of the surface to which it is to be applied. If the steel is rolled 
cold or nearly cold the stale will come off much quicker and easier than 
if it is rolled hot; when rolled hot the scale is pressed in and takes many 
months frequently before working free, then it carries the paint with it. 

Pickling the metal at the mill is the best method for removing mill 
scale. The next best operation is the sand-blast at the mill. It costs 
from 75 cents to $2.00 per ton for pickling, and from 60 cents to $1.75 per 
ton for sand-blasting. When the metal is not cleaned at the mill to 
obtain the greatest durability on work that can be reached to be cleaned 
off, it would be best to apply only a shop coat of our No. 51, then after 
this is allowed to stand from six months to a year, depending upon whether 
the steel was hot or cold rolled, this first coating should be completely 
removed by burning off with the painter’s torch, first giving the metal 
a coat of benzine. This is our first choice, as it removes the moisture as 
well as the scale, or by sand-blasting as a second choice, or with wire 
brushes, which, however, do not do the work as well as it should be done. 
Then two, or better still three, coats of paint applied, the kind of paint 
depending on location and condition of exposure. 

We regret to say, however, that we do not believe that this ideal 
method of properly preparing the surface will be followed by many, as they 
will think it rather expensive, and yet it would prove itself the cheapest 
in the long run. 


From Edward K. Coe, Assistant City Engineer, Duluth, Minn.: 


My experience in preparing steel for painting is not extensive, but 


your discussion came at the right time to give me valued support, when 


J was receiving much adverse criticism for having 125 tons of steel erected 
without a shop coat of paint, as an experiment. The steel was exposed 
to two months of rainy weather and accumulated a coat ofredrust. This 
was removed with hammer and wire brushes, leaving a bright surface on 
which to paint. Thus far the results seem better than those usually had. 
I offer this merely as a straw in corroboration of your evidence and that 
of Mr. Shankland. I may add that 1 was moved to the experiment by 
having seen, in 1904, a 2}-inch anchor bolt, 9 feet long, which had been 
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bedded two years in concrete, break at the bottom nut and pull out. It 
had doubtless been placed when too new. 


From J. B. French, Bridge Engineer, the Long Island Rail- 
road Company: 


I have read your discussion with much interest and though we have 
not yet gone as far as to specify that steel work shall not be painted in the 
shop, except where inaccessible after erection, I am fast coming to the 
conclusion that that course is best calculated to meet the existing condi- 
tions. 

Shop painting as now done in most shops frequently does more harm 
than good, and as long as present conditions continue, it seems impossible 
to improve the practice. The difficulty is almost entirely a matter of 
workmanship including both the preparation of the surfaces and the 
application of the paint, and is largely due to lack of room in the shops 
and shipping yards and to the cheap labor employed. Our experience is 
that more harm is done by putting on too much paint rather than too 
little, providing the surfaces are covered at all. 

We have recently been getting a large amount of steel work for con- 
struction in which, after erection, it will be either partially or entirely 
covered with Portland cement concrete, or mortar, and to cover this class 
of construction our specification reads—‘‘that surfaces which the con- 
struction plans show are to be in contact with concrete or Portland cement 
mortar, shall not be painted.” For various causes much of this steel 
work has been exposed to the weather for six to eight months before the 
concrete has been placed to cover it, and while it has become largely 
covered with red rust, it has cost very little to do the necessary cleaning 
to allow the concrete to be deposited. No attempt is being made, however, 
to take off more than the rough flakes and scale, the thin red film being 
considered as doing no harm where it is to be covered by concrete. 

The only objection to having the shop coat omitted from surfaces 
which are accessible after erection, arises from the uncertainty in regard 
to the time which will elapse after the delivery of the material and before 
it can be erected. It would seem desirable, therefore, if this interval is 
likely to be longer than two or three months, that a coat of thin paint 
should be applied when the material is unloaded for storage, and in the 
case of railroad companies this should be done by their own forces. It 
is the present practice of this Company to purchase the paint and to do 
_ all the painting which is to be done after the material is delivered, and 
where the purchaser has sufficient work to maintain such an organi- 
zation that is undoubtedly the wise course to pursue. 

Under present conditions, therefore, the writer considers that it is 
useless to agitate a modification of the specified requirements for shop 
painting other than to cut out the shop coats, except for assembling 
and for the surfaces inaccessible after erection, altogether, and to have all 
further painting done by the purchaser after the material is delivered. 
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From Phelps Johnson, Engineer, Dominion Bridge Company, 
Limited: 

I have had no practical experience whatever with sand-blasting or 
other special methods of preparing steel and iron for painting. In my 
experience I have found that an exposure to the weather for three or 
four months will ordiriarily loosen nearly all the mill scale adhering to rolled 
material, and have considered that the subsequent removal by steel 
brushes of the slight coating of rust powder that is formed leaves the ma- 
terial in the best practicable shape for receiving the paint. JI am of the 
opinion that the exposure to the weather may be prolonged to say twenty- 
four months without appreciable waste of metal or injurious pitting or 
roughening of the surfaces, and that there is but a slight increase in the 
labor necessary to brush the surface clean for painting. The presence of 
mill scale on the material when painting may be objectionable, but when 
it is considered that probably 95 per cent. of all bridge material is worked 
up, painted and put out from the shops without more than a few days, 
or at most a few weeks, exposure to the weather, the injurious effect of the 
mill scale is not in practice very apparent. 


From Gustav Lindenhal, Consulting Engineer: 


It is true that mill scale contains a large percentage of Oxygen, but 
it is not true that it induces further corrosion, which necessitates its 
removal from the surface. 

Mill scale is simply the magnetic iron oxide, which is insoluble in 
most acids, and an excellent preservative of the metal underneath, 
always provided that it tightly adheres to the surface of the metal. 
Years ago processes were used to produce artificially, with the aid of 
superheated steara, on the steel heated to redness, a coat of magnetic 
oxide of iron, the chemical composition of which is the same as that of 
the ordinary scale. <A scale tightly adhering to the surface is a preser- 
vative against oxidation, by reason of holding water by capillary action, 
which, coming in contact with the metal surface under the loose scale, 
corrodes the same, and thereafter corrosion progresses as usual at a 
geometrical ratio, scale or no scale. 

I consider the use of sand-blast for the cleaning of metal surfaces not 
only useless, but detrimental. 

A process of cleaning which will leave tightly adhering scale on the 
metal and remove the loose scale is to be commended. Paint in its 
multifarious forms depends upon linseed oil forming a protective skin. 
The mixture of powdered solid bodies for thickening the paint must not 
mislead us into the belief that these admixtures afford greater protection 
than does the linseed oil. 

The problem of painting iron and steel is not yet solved, in spite of 
the volumes of papers, discussions and reports on investigations which 
encumber the bookshelves. 
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From A. H. Sabin, Chemist: 


My opinions you know pretty well; they have not changed. You 
will find them in my book, “Technology of Paint and Varnish.’”’ Also 
_ in a pamphlet on ‘‘Theory and Practice of Painting on Metal,” from which 
I quote as follows: 


SPECIFICATIONS FOR Brest Work. 


All iron and steel, after being shaped, punched, bored and otherwise 
made ready for assembling, must be cleaned by the sand-blast or other 
equally efficient means, so as to show, in all parts, the grayish-white color 
of the metal. 

The cleaning of structural steel work by the use of the sand-blast is 
probably the simplest and most satisfactory way to have it done. The 
great objection to this, as to all such work, is the cost. Since there are 
practically no plants for doing such work in bridge shops—in fact there 
are no plants for cleaning steel by any process—any engineer who decides 
to call for thorough cleaning must expect to pay an additional sum for 
such work, which, if the work be of small extent, will be disproportion- 
ately great in comparison with the work actually done; but if the work 
be of great extent the incidental cost of the plant will make but a small 
item in the total cost. Plants have been installed since the publication of 
the first edition of these specifications by several of the railroad com- 
panies for cleaning bridges in place, by some municipal engineers and by 
some manufacturing works where structural steel is treated. . It has 
been objected that this is a patented process; it is therefore in order to 
observe that the original patent, under which work of great extent was 
carried on most successfully for fifteen years, was issued to General Ben- 
jamin G. Tilghman, of Philadelphia, on October 18, 1870. being No. 
103,408, and has therefore expired long ago. 


SPECIFICATIONS FOR ORDINARY WoRK. 


Shortly before riveting, all such parts of surfaces as are to be brought 
permanently into contact, shall be thoroughly cleaned from dirt and rust, 
and from all scale which does not perfectly adhere to the metal, by the 
use of scrapers, chisels, and wire brushes; the latter alone shall not be 
considered sufficient. 

The wire brush is an efficient means of getting rid of loose scale and 
dirt; but it is practically worthless for removing thick rust or anything 
which adheres closely. Much of such material may be removed by steel 
scrapers, but deeply corroded spots should be thoroughly cleaned out 
with a chisel, and then well brushed. These crevices are hereinafter 
to be inaccessible; and they are subject to the most dangerous corro- 
sion, because rusting at such places impairs not only the strength, but 
also the stiffness of the structusre—a matter of much importance. These 
joints therefore deserve more care than any other part. 
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From George E. Thackray, Structural Engineer, Cambria 
Steel Company: 


I believe that you are mistaken in stating and believing that mill scale 
contains material which induces further corrosion, as it is quite a stable 
compound, and onsteel which is finished at a medium temperature, leaving 
the scale well rolled in and adhering to the metal, this alone will protect 
the surface for a long time. Of course some steels contain loose or 
blistery scales which, for mechanical reasons, should be removed before 
painting, as otherwise they would fall off and carry the paint with them. 

In this connection I quote below from a paper on the Methods of 
Testing the Protective Power of Paints Used on Metallic Structures, 
presented by Mr. E. Ebert to the International Association for Testing 
Materials, with which our Society is affiliated. 

‘“The view previously entertained by many manufacturers that the 
formation of rust tended to promote further oxidation by chemical 
means and that therefore preparations of oxide of iron exercised a preju- 
dicial effect, has as the result of extended experiment, been fully and 
completely disproved.” 

‘“Though the importance of cleaning has been pointed out it does not, 
however, follow that the iron surfaces must be absolutely bright. Ex- 
periments which were carried out in the years from 1892 to 1896, in order 
to ascertain what was the effect of cleaning, have proved that it is fully 
sufficient, in order to free the iron from all impurities, to go over it with 
a wire brush or scraper, or if need be to employ a hammer to knock 
off any adhering scale. The layer of oxide or rust which remains 
after this treatment does no harm and it is in fact serviceable, as the 
preparation adheres better to it than it would to a bright and polished 
iron surface.” 

As to sand-blasting, I agree with you that this is almost useless and 
impracticable, as I have seen sand-blasting done, exposing the metal 
surface, which was soon covered with a thick coat of rust before the paint- 
ers could reach it, although both the sand-blasters and painters were 
working with expedition. 


DISCUSSION. 


THE CHAIRMAN (Mr. G. B. Hecke).—I think that the 
report shows some of the troubles that the Committee has had. 
It is a very broad subject, about which very little is known, and 
about which very much knowledge is desirable. I do not think 
the Committee expects to settle all the problems confronting 
manufacturers or consumers; but it does expect to obtain from 
these tests some very valuable information; and as far as possible 
the Committee is equalizing conditions and guarding results. 
As the report says, there will undoubtedly be criticism. The 
Committee may make mistakes; but as far as it is possible I feel 
sure it is going to avoid them. 

Mr. H. H. Qumspy.—Has the Committee considered the 
possibility that some manufacturers may submit for test a very 
different quality of paint than that generally furnished by them 
to the public, and the consequent lack of value of the test, were 
manufacturers unwilling to have the Committee use samples 
obtained in the open market? I should like to ask, also, whether 
different kinds of oils are represented in the paints submitted for 
test; whether there are paints made with other oils than linseed? 

Mr. S. S. VoorHEES.—In reply to the first question, in 
these tests it was impossible to get any paints except those sub- 
mitted by the manufacturers themselves. We have attempted 
to govern the quality of their paint by the price at the present 
market condition. 

In regard to the second question, the analysis will show 
what oil and what pigments were used in these paints. It is 
stated in the report that the analysis will be included in this work. 

Mr. Quimsy.—I do not see how the question of price will 
determine the fact that the paints submitted for test are the paints 
that are sold to the public; in other words, whether the manu- 
facturers will submit a special paint, different from what they 

ordinarily manufacture and what the public gets when it buys it. 
THE CHarrMAN.—I think that this special work is intended 
to be but the beginning of a series of similar tests made by this 
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Committee; and in the present case, as I understand it, the Com- 
mittee, in order to make a start, opened this test to the manu- 
facturers and allowed them to furnish paints. In connection 
with these paints, I believe, the makers give the prices at which — 
they are willing to supply duplicate paints under present market 
conditions. As I understand it, the Committee intends to carry 
this further and to do independent work along this same line 
with paints bought in the open market. It is the general under- 
standing, I believe, that the work of the Committee is by no means 
completed with this test. 

Mr. G. W. THompson.—Without speaking for the Com- 
mittee, of course, I would mention that some of these points have 
been discussed at various meetings of the Committee; and while 
it was exceedingly desirable that information should be given 
on a purely scientific basis, the Society had no funds at its disposal 
to conduct such a purely scientific examination of paints. The 
best they could do was to get the manufacturers to supply the 
paints and supply the money to put them on; and they hoped 
that by the classification of the paints they could report the results 
independent of the manufacturers. In other words, the purpose 
is not to give any manufacturer any commercial preeminence, 
as I understand it. It may result, on inspection, in the discovery 
that certain paints have stood well in their respective treatment; 
and we want all the information that can be gotten in regard to 
those paints and in regard to the paints that stand well; and yet 
the manufacturer himself must be separated, to a certain extent, 
from the paint. We do not know of any other way in which the 
manufacturer can be protected, and yet, at the same time, a 
definite amount of benefit given him. If a certain paint happens 
to turn out well, it does not seem altogether right (even though 
the manufacturer has supplied the paint and money) that this 
should be used for advertising the product of that particular 
manufacturer; and, as I understand it, the Committee—the 
Special Committee that Mr. Voorhees has referred to—is to take 
up, and the whole Committee is to take up, the question as to the 
extent to which the results of these tests will be made public. 

If we find that certain carbon paints give certain results, 
certain oxide paints give certain results and certain lead paints 
give certain results, we can tabulate the results in connection with 
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the classification of the paints. Whether much more than that 
can be done is a question the Committee will have to work out. 
We have made a start by getting these paints applied under fav- 
orable conditions; afterwards we shall have to study means of 
making the report. We have undertaken a pretty big proposition; 
and the thing that we must congratulate ourselves upon is that 
so many manufacturers have been willing to supply the materials. 

Mr. VoorHEES.—I am very glad, indeed, that a paint 
manufacturer should speak from his standpoint. It is not the 
intention of this Committee to recommend any specific brand of 
paint. Whether the material offered is a standard paint or a 
special paint made for us, is a question which has received our 
consideration; and we appreciate that our tests may not be as 
perfect as they might be on that account; but in this present 
instance there was no way to avoid it; and, as stated in the report, 
it is hoped that this will prove a starting point for other series of 
tests on other types of structure along different lines of attack. 

Mr. A. B. Harrison.—I should like to ask whether the 
results obtained on time tests on this bridge at Havre de Grace 
are to be published by this Society. Personally, as one of the 
contestants, I should like the results of this very interesting test 
published in full, giving the scientific world at large the benefit 
of the information obtained as to the efficiency of the various 
paints and coatings. 

Mr. VoorHEES.—The intention of the Committee is to report 
on classes of paint. That was our idea in the rather searching 
questions regarding composition. We were in hopes that we 
would get data from the manufacturers, enabling us to classify 
the paints and put them where they belong. Now we will have 
to depend on our analysis. In most cases we will be able to 
classify them exactly; in some instances the analysis may not 
give us full information. 

Mr. Know tes.—I should like to ask, if the method of clean- 
ing by sand-blast is considered a failure; whether it is thought 
too expensive or too unwieldy ? 

Mr. VoorHEEs.—It was the original intention that half of 
some of the panels should be thoroughly cleaned to clean bright 
metal by the sand-blast, and the other half cleaned in the ordinary 
manner with chisel and wire brush. 
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The same paint was to be applied to each half. From the 
result of these tests it was hoped that data could be obtained 
relative to the economic value of the two types of cleaning, but 
unfortunately sand-blasting was not practicable in this test and it 
was dropped. 

We have the comparison, however, between the panels 
painted on perfectly clean surfaces, the paint applied under most 
perfect conditions by skilled painters, and the bridge. The paint- 
ing of these panels themselves is a work which requires a great deal 
of thought and expense as it requires a weighed amount of paint 
applied to a fixed surface. We shall have, from these panels, the 
effect of three known amounts of paint on a given surface. The 
oil paints will be spread at the rate of 600, goo and 1,200 sq. ft. per 
gallon on perfectly clean surfaces. These will be exposed 
alongside of the bridge panels which have been prepared as 
stated. 

Mr. KNowLes.—How are the auxiliary plates which are to be 
perfectly clean prepared? 

Mr. VoorHEES.—They are pickled in 10 per cent. sulphuric 
acid, neutralized in carbonate of soda, washed in running water, 
packed in lime until ready to be painted, the excess of lime washed 
off, dried at a temperature of about 212° Fahr. or higher just 
before the paint is applied. 

Mr. Cyrit DE Wyratt.—I am glad to see the Committee has 
done away with the expense of sand-blasting. In my experience 
in sand-blasting along the line of the subway in New York, we 
went to the expense of thousands of dollars to sand-blast columns. 
We placed them side by side with others that were cleaned in the 
least expensive way, by hammers, scrapers and wire brushes, and 
on exposure irom one to four or five years, we find not the slightest 
difference in effect as between sand-blasting and the cleaning by 
hammers and chisels. There is just as much corrosion in the 
one case as in the other. 

Mr. Voorurrs.—Do I understand the paint was applied 
immediately after sand-blasting? I should say, in that connection, 
that a perfectly clean surface is very susceptible to corrosion. The 
corrosion begins immediately, as we find, in our panels. These 
panels are pickled and neutralized in soda and kept in lime until 
the paint is to be applied, and the same thing is true of a surface 
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which has been sand-blasted: the clean metal is very rapidly Mr. Voorhees. 
corroded. 

Mr. DE WyRALL.—We sand-blasted some, under the best Mr. de Wyrall. 
conditions, that is under a shed; but even then we found that 
from the time that the man could get his brush in the pot and put 
the paint on, hygroscopic moisture had formed in sufficient 
quantity to start corrosion, which continued to form under the 
paint composed of red lead and linseed oil. Then we had a sand- 
blast at work in the subway and had the painters follow right up 
as quickly as they could; but the result was the same. In fact, I 
believe, some of the columns that were sand-blasted corroded 
sooner and more rapidly, and continued to do so from the time they 
were put in until we cleaned them off. 

Mr. VooRHEES.—This is a very important matter,and we need Mr, Voorhees. 
more information on this question of sand-blasting. The paint 
manufacturer claims that the failure of the-paint is due in many 
cases to imperfectly cleaned surfaces. The engineer desires to 
know how much money he is warranted in spending on cleaning 
the surface. Any information on this point is of great value. 
Undoubtedly, a properly cleaned surface will give better protection 
from paint applied. But is the cost warranted? That is the 
point. 
Mr. Harrison.—As a paint manufacturer, I have given up all Mr. Harrison. 
hope of having surfaces properly prepared and painted. Let 
us do the best we can under the conditions as they prevail, and not 
as we should like to have them or as they ought to be. Put the 
paint on in the way it is usually done, not in the way in which it can 
be done or in the way we want the painters to do it. It seems 
to me that the efficiency of a coating can be determined very much 
more accurately in such a test than when the surface is especially 
prepared under especially favorable conditions. For instance, 
coat a surface that has not been properly cleaned and which is 
rusty, then let the paint stand or fall by competitive results as to 
efficiency. Also, coat the surface of iron when there is humidity 
and dampness, even wet iron, and note comparative results with 
different coatings. It seems to me that information secured by 
this Society under such conditions, which we all know are prevalent, 
would be of especial interest. 

Mr. DE Wyratt.—I am sure, from observation J have made Mr. de Wyrall. 
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in the last sixteen years, that if we could get a coating or a pigment 
that would form a perfect vacuum it would not be necessary to 
clean the steel at all. On our 177th Street Station the steel 
contractor, the Assistant Engineer for the Rapid Transit Commis- 
sion, and myself made certain observations and diagrams of parts . 
of the structure that had not been cleaned in any way. We cleaned 
the balance as well as we could under existing conditions. That 
was about eighteen months ago, and the work was done in the dead 
of winter when it was too cold to do almost any kind of work. 
On examining the places where the rust had started before 
painting, we found on scraping off the coating that the pigments 
that we used had formed such a perfect vacuum that the corrosion 
had not spread. I also tried this in the subway three and a 
half years ago with the same result; but of course there must be 
a vacuum: corrosion cannot take place ina vacuum. The real 
problem is to make the paint suit the conditions, not in making 
the conditions suit the paint; which cannot be done. 


REPORT OF COMMITTEE F ON 
THE HEAT TREATMENT OF IRON AND STEEL. 


Soon after this Committee was appointed in 1902, its Chair- 
man prepared a scheme for investigating systematically the heat 
treatment of steel and from that time until now this scheme has 
been carried out in the metallurgical laboratories of the School of 
Mines of Columbia University, in part by the officers and in 
part by the advanced students in Metallurgy there. Much work 
has been done in the metallurgical laboratory of Harvard Uni- 
versity also, under the direction of your Secretary. We hope 
that the result thus reached will permit us to formulate with some 
precision the laws governing this subject; but we prefer to hold 
back the publication of the greater part of our results until they 
shall have been well confirmed. 

We now submit three papers, which set forth in detail part 
of the work which has been done. These are: 


An Experimental Double-Muffle Gas Heating Furnace for 
Studying the Laws of Heat Treatment of Steel. By 
Henry M. Howe.* 

The Effect of Heat Treatment on High Carbon Steels. By 
William Campbell.+ 

The Burning, Overheating and Restoring of Nickel Steel. 
By George B. Waterhouse. 

Respectfully submitted on behalf of the Committee: 


Henry M. Howe, 
Chairman. 
ALBERT SAUVEUR, 
Secretary. 


So SES JO, DOP 
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{See p. 247. 


(69) 


REPORT OF COMMITTEE G ON 
THE MAGNETIC PROPERTIES OF IRON AND STEEL. 


The Committee held a meeting at Pittsburg, Pa., November 
26, 1905 to discuss its work for the coming year. In view of the 
fact that there is not a general knowledge of the fundamental 
principles of electricity and magnetism, it was the opinion of the 
Committee that they could best devote their attention this year 
to the preparation of a report which would set forth in clear, con- 
cise form, free from technical terms, some general information 
with regard to magnetism and magnetic materials. 

The Committee has been in correspondence with nearly 
all of the makers of iron and steel for electrical purposes in this 
country, and with the majority of the manufacturers of electrical 
machinery as well. 

The discussion at the meeting and the subsequent correspon- 
dence with steel manufacturers and electrical companies, indicates 
that the present status of the subject is about as follows: 

1. There are in use in this country two systems of magnetic 
units: the so-called C. G. S. or Centimeter-Gram-Second and the 
English systems. These two systems will be explained later in 
the report. 

z. There is need for a means of rapid transformation from one 
system of units to the other, such as tables setting forth the relative 
values of the units in the two systems, and the constants required 
for converting one system to the other. 

3. The scientific terms in which the magnetic units and mag- 
nectic properties are commonly expressed are not generally well 
understood. 

4. Almost all of the methods of making magnetic tests now 
used give results of relative accuracy only, so that great difficulty is 
experienced in the comparison of results when different methods 
of testing and different systems of units are employed. 

5. Tests which are at present made by electrical manufactur- 
ing companies, range from tests of only the finished machines on the 
part of a great number of the smaller manufacturers, to the most 
careful and exhaustive laboratory tests by other manufacturers, 
especially those using a large amount of material. 
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6. On the part of the manufacturers of steel, the Committee 


finds that some of the manufacturers have well equipped labora- 


tories, and make regular tests of their product. Others regularly 
or occasionally submit samples of their product to experts who 
make the tests. A number of steel manufacturers do no magnetic 


_ testing whatever, but rely entirely upon the chemical analyses of 


- the material. 


7. The Committee does not consider it advisable to recom- 
mend standards for magnetic materials at this time, nor to suggest 
the adoption of standard methods of making magnetic determina- 
tions. 

8. The Committee submits the following paragraphs with 
regard to magnetic materials in the hope that they will assist those 
who have to do with the preparation and consumption of iron and 
steel for magnetic purposes to more readily understand magnetic 
phenomena and the requirements of magnetic materials. No 
apology is made for the non-technical character of the report, in 
fact the Committee has endeavored to depart as far as possible 
from the use of scientific terms. 

Some of the parts of practically all electrical apparatus con- 
sist of iron which is in a magnetized state. These magnets are 
of one of two kinds, “‘electro-magnets”’ or “permanent”? magnets. 
An electro-magnet is one in which the magnetism is temporary; 
it is not permanently retained by the iron, but is produced in it 
by passing currents of electricity through turns of insulated wire 
which surround the iron; the magnetism almost wholly disappears 
as soon as the current ceases to flow. In the sense that currents of 
electricity have a direction of flow, magnetism is also considered as 
having a direction, and if the direction of the current producing the 
magnetism is changed, the magnetism will change also. Perma- 
nent magnets are those which, when once magnetized, retain a 
considerable portion of the magnetism and do not require the action 
of currents of electricity to maintain their magnetic state. 

Tron is used in making electro-magnets because it is the best 
conductor of magnetism known and is by far the cheapest of all the 
magnetic materials. There is no substance known through which 
magnetism can not be caused to pass, but iron has the peculiar 
property of being an especially good conductor of magnetism. 

There are two systems of magnetic units commonly used 
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in this country, namely the Centimeter-Gram-Second system, 
and the so-called English system. There are two magnetic prop- 
erties of iron which it is important to know; the permeability and 
hysteresis. 

When a piece of iron is magnetized by the action of an electric 
current flowing in a coil, the magnetic intensity produced varies 
with the strength of the magnetizing force per unit of length 
of the circuit. ‘The total magnetizing force is represented by the 
product of the number of turns and the current which is flowing 
in them. In the English system, the magnetizing force is meas- 
ured in ampere turns per inch of length, which is the product of 
the number of turns and the current divided by the length of the 
circuit in inches. In the C. G. S. system the unit of magnetizing 
force is the gilbert, which is the magnetizing force which would be 
required to produce unit magnetic intensity in a circuit composed 
of air one centimeter in cross section and one centimeter in length. 
Thus we have the two units of magnetizing force, the ampere 
turn per inch and the gilbert per centimeter. The relative val- 
ues of these units will be found in the tables elsewhere in this 
report. 

If a piece of iron be subjected to a constantly increasing 
magnetizing force, the intensity of magnetism produced will also 
be increased, but not in direct proportion to the increase of mag- 
netizing force, or, in other words, with increasing intensities the 
ratio of the intensity to the magnetizing force decreases. This 
ratio of magnetic intensity to the magnetizing force producing it, is 
called the “permeability.” It will be seen that this property is not 
a constant for a given piece of material, but varies with the magnetic 
density. In general terms, it may be said that the permeability of 
iron is a measure of the ease with which it may be magnetized. 

At low intensities, the magnetism increases rapidly as the 
magnetizing force is increased, and when the density reaches the 
point where the permeability becomes low the increase in mag- 
netism is less rapid and the iron is said to be saturated. 

It is also a fact that different kinds of iron and steel have dif- 
ferent permeabilities even when magnetized to the same density. 
As a rule, iron which is nearly pure, free from large percentages of 
combined carbon or other impurities, like sulphur and manganese, 
has high permeability. Iron which is hard or which is very impure, 
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_ usually has rather low permeability. The magnetic quality of a 
sample of iron is affected by the chemical content, and the physical 
treatment to which the iron is subjected. The effect of the pres- 
ence of any impurity is determined largely by the percentage of 
other impurities present, so it is practically impossible to establish 
any exact relation between percentages of different impurities and 
the magnetic quality. Again, the effect of physical treatment, 
such as aunealing, cooling, etc., is dependent to a great degree upon 
the chemical composition. The quality of an iron, so far as its 
permeability is concerned, is usually expressed in the form of a 
curve, with magnetic densities as ordinates and the corresponding 
magnetizing forces as abcissas. 

The unit of magnetic intensity in the C. G. S. system is the 
gauss, which is one magnetic line of force per square centimeter. 
In the English system, the unit is sometimes expressed as kapp 
lines, but more often as a maxwell per square inch. In the C. G. S. 
system of units, a maxwell means one magnetic line of force with- 
out any reference to the area or the intensity, and the total number 
of maxwells in a magnetic circuit simply expresses the total num- 
ber of magnetic lines in the circuit, or the magnetic flux, as it is 
termed. It is very common to find magnetic densities expressed as 
so Many gausses or aS SO many maxwells per square inch. The 
relation between these two units will be found in the accompanying 
tables. 

The unit of magnetic resistance, or reluctance, as it is termed, 
is the oersted, which is the reluctance of a path composed of air 
one centimeter in length and one square centimeter in cross-section. 
The permeability of air and almost all materials is unity; that 
is, the intensity of magnetism produced is equal to the mag- 
netizing force per centimeter of length of the circuit. 

Conventional forms for expressing intensity, magnetizing 
force and permeability are largely used. The capital ‘““B”’ stands 
for intensity in the C. G. S. system, and capital ‘‘H” for the mag- 
netizing force in gilberts per centimeter, so that curves represent- 
ing the relation between intensity and magnetizing force are fre- 
quently styled “‘B and H curves.” They are often incorrectly 
called permeability curves. 

Manufacturers of electrical machinery desire to obtain iron of 
high permeability in order to make the magnetic circuit as small 
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as possible, thereby reducing the weight of iron, and also the 
amount of copper and current necessary to produce the magnetism. 
It is desirable also that the magnetic quality be quite uniform, in 


— we 


order that the operation of the electrical machines may be closely _ 


predetermined, and so that a large number of machines when made 
at the same or at different times, will test out alike. Uniform 
magnetic quality makes possible the use of standard dimensions 
and windings for standard machines. 

Testing iron for its permeability consists in determining the 
intensity produced in the iron by magnetizing forces of different 
magnitude. The problem then resolves itself into the preparation 
of the sample in such a form that it can be magnetized; a means 
of producing the magnetism in it, and a method of accurately 
determining the magnetism produced and the magnetizing forces 
producing it. The determination of the magnetizing forces in any 
method of testing is usually a very simple matter, since it can be 
calculated from the number of turns of wire and the currents used. 
The determination of the intensity produced by the different mag- 
netizing forces is not so simple, but many methods have been 
devised for measuring it. 

Some of the more important requirements of the method of 
making this test of iron are: First, the specimen should be of simple 
form, so that it can be easily obtained and be cheaply prepared; 
Second, since any method of determining the amount of magnetism 
produced in the specimen will indicate the total magnetic flux, the 
area of cross-section of the specimen must be known, and should 
be uniform in order to obtain the intensity; Third, if possible, the 
shape of the specimen and the method of testing should be such 
that it will not be necessary to wind a special coil for each sample 
tested, but rather to use a specimen which can be inserted in a coil 
made for this purpose. 

One of the simplest forms of specimens is an annular ring 
without any joints, turned to a uniform cross-section. This has 
the advantage that the cross-section is uniform and is composed 


throughout of the same material without any joints or air gaps. It. 


has the disadvantage that the winding must be placed on each 
specimen. It is also rather difficult to test. (See Proceedings, Vol. 
IV., 1904, p. 180.) Where the sample to be tested is in the form of 
a bar or any shape where the magnetic circuit is not complete, it is 
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necessary to complete the magnetic circuit by a circuit of either 
known or negligible magnetic resistance, so that a correction can be 
made for this part of the circuit. 

In obtaining samples of iron to test, care should be exercised 
to make certain that the specimen is representative of the material 
regularly produced. For example, if a test of cast iron is to be 
made, a very light casting made in a separate mold will usually be 
subjected to greater chilling than a larger casting, and as a sample 
for making a test, would not be representative of the quality of the 
material which would be obtained in larger castings. Again, unless 
sufficient material is allowed for turning off, the exterior of the 

_casting would have some effect upon the result. In making tests 
of material which has been subjected to a heat treatment, pre- 
cautions must be observed, and if possible, it is always advisable 
to take a sample from a specimen large enough to insure that its 
quality will represent faithfully the quality of the material. In 
cutting strips from rolled metal, it should be borne in mind that 
the direction of the grain and the portion of the sheet from which 
the sample is cut will have some effect. It is therefore advisable 
to select samples which will represent an average, both as regards 
the portion of the sheet from which it is cut and the direction of the 
grain. A favorite method of obtaining samples of castings is by 
means of a hollow drill, which when drilling holes, cuts out a 
round bar which can be subsequently turned up true and tested. 

The Committee is now conducting a series of researches upon 
the relative accuracy of different methods of magnetic testing, and 

in its next report expects to give the results of these experiments, 
with discussion of the different methods, and the necessary pre- 
cautions for obtaining reliable results. 

As a means of converting from one system of units to another, 
the following rules and tables will be of value: 

1. Having given a magnetic intensity in gausses, to reduce to 
maxwells per square inch, multiply by 6.45. 

2. To reduce maxwells per square inch to gausses, divide 
by 6.45. ; 

3. To reduce magnetizing force in gilberts per centimeter to 
ampere turns per inch, multiply by 2.02. . 

4. To reduce ampere turns per inch to gilberts per centimeter, 
divide by 2.02. 
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5. To find the reluctance of a magnetic circuit of known per- 
meability divide the length of the circuit in centimeters by the 
product of its cross-sectional area in square centimeters and the 
permeability. 

6. To find the total amount of magnetism which will be pro- 
duced in a circuit of known reluctance by a given magnetizing force, 
divide the total magnetizing force in gilberts by the reluctance. 

The other important magnetic property of iron is the losses 
which occur when the iron is subjected to an alternating magnet- 
izing force. The total loss which occurs is made up of two factors, 


TABLE I. 


Macneric Units In THE C. G. S. AND ENGLISH SYSTEMS. 


NAME oF UNIT. CONVENTION. DEFINITION OF UNIT. 


C.G.S.| English. }C. G.S.) English. C. G.S: English. 


Line of force per 


Density or Maxwell, Line of force per 
Intensity. Gauss. per sq. in. B ous ee square inch. 
= Magnetizing The magnetizing 
Magnetizing Gilbert Ampere H force required to | force of 1 ampere 
Force. : Turn. hd a produce unit | flowingin 1 turn - 
density. of conductor. 


Magnetic Flux.| Maxwell.|Kapp Line. Da ht Roe A single line of | A single line of 


‘force. force. 
Permeability.n | ree ll) oss eee PS Nee eee sae Ratio of BitoH || ...c. sce 
Reluctance of a 
Reluctance. Oerstecdiillmcicucelen cisiutwccerstocm alee: cubic’centimeter| ... 22. «+ +s ceud 
of air. 


hysteresis and eddy currents. In the cores of transformers and 
the armature cores of dynamos and motors, the direction and 
magnitude of the magnetism is at all times rapidly changing. To 
magnetize a piece of iron is undoubtedly to place it in a certain 
molecular state, and if the condition of magnetization is constantly 
changing, the molecular arrangement is changing also. There is 
a certain magnetic inertia, that is, a tendency to remain magnet- 
ized when magnetized and to remain demagnetized when in that 
state. For example, if we bend a piece of iron, it will have a cer- 
tain tendency to stay in the position in which it is bent, and before 
it can be bent in the opposite direction, we must first remove the 
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RELATIVE VALUES OF GILBERTS PER CENTIMETER AND AMPERE 


WN TE 


TURNS PER INCH. 
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Gilberts per 


Ampere Turns 


Ampere Turns 


Gilberts per 


Centimeter. per inch. per inch. Centimeter. 
I BRO? it .49 
2 4.04 2 .99 
3 6.06 3 1.48 
4 8.08 4 1.98 
5 10.10 5 Bua 
6 GAA 6 2.97 
7 14.14 7 3-40 
8 16.16 8 3.96 
9 18.18 9 4.46 

Io 20.20 10 4.95 
II 22).22 II 5-44 
1693 24.24 12 5-94 
13 26.26 13 6.43 
14 28.28 14 6.92 
15 30.30 I5 7.42 
16 32132 16 7.92 
17 34-34 17 8.41 
18 36.36 18 8.92 
19 38.38 19 9.40 
20 40.40 20 9.96 
21 42.42 21 10.40 
22 44.44 22 10.88 
23 46.46 23 11.58 
24 48.48 24 11.78 
2 0.50 25 12.37 
a pe 26 12.86 
2 54-54 27 13-37 
38 56.56 28 13.86 
29 58.58 20 14.35 
30 60.60 30 14.85 
31 62.62 Bi 15.34 
32 64.64 32 15.84 
33 66.66 Ba 16.33 
34 68.68 34 16.83 
35 79.70 35 Tosi 
36 72.72 30 17.82 
SrA 74-74 37 18.31 
38 76.76 38 18.81 
39 78.78 39 Or 
40 80.80 40 19.80 
41 82.82 AG 20.29 
42 84.84 42 20.79 
43 86.86 43 21.28 
44 88.88 44 21.78 
45 90.90 45 Seat 
46 92.92 46 22.77 
47 94-94 47 23.20 
48 96.96 48 23.76 
49 98.98 49 24.25 
50 101.00 50 24.75 
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set which has been given in the other direction. This operation — 
requires the expenditure of energy, and if kept up at a rapid rate, 
will heat the iron. Likewise, to rapidly magnetize and demagnetize 


TaBLe III. 
RELATIVE VALUES OF INTENSITIES IN THE C. G. S. AND ENGLISH 
SYSTEMS. 
M ells per Maxwells per 
Gausses. Sa she square inch. Gausses. 
I,000 6,450 5,000 a7 
2,000 12,900 10,000 I,550 
4,000 25,800 20,000 3,100 
5,000 32,250 25,000 3,875 
6,000 38,700 30,000 4,650 
7,000 45,150 35,000 5,425 
8,000 51,600 40,000 6,200 
10,000 64,500 50,000 7,750 
ITI,00o 70,950 55,000 8,525 
12,000 77,400 60,000 9,300 
13,000 83,850 65,000 10,090 
14,000 90,300 70,000 10,850 
15,000 96,750 75,000 11,625 
16,000 103,200 80,000 12,400 
17,000 109,650 85,000 135 07/5 
18,000 116,100 90,000 13,950 
19,000 122,550 95,000 14,725 
20,000 129,000 100,000 15,500 
21,000 135,450 I05,000 16,275 
22,000 141,900 II0,000 17,050 
23,000 148,350 I15,000 17,825 
24,000 154,800 120,000 18,600 
25,000 161,250 125,000 LOss 5 
26,000 167,700 130,000 20,150 
27,000 174,150 135,000 20,925 
28,000 180,600 I40,000 21,700 
29,000 187,050 145,000 22,475 
30,000 193,500 150,000 23,250 


a piece of iron will result in an expenditure of energy and will pro- 
duce heat. It is therefore desirable to obtain a steel for trans- 
formers and dynamo armatures which will have a minimum loss 
when magnetized and demagnetized. The loss which occurs due 
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_ to hysteresis is approximately directly proportional to the rate at 
which the magnetism changes, or, as it is commonly stated, the 
frequency. It also increases approximately proportional to the 
1.6 power of the maximum magnetic density which is attained dur- 
ing a cycle. By a cycle is meant a magnetization in one direction 
| beginning at zero, a reduction to zero, then a magnetization in the 
opposite direction and a reduction to zero. The quality of iron, 
Im so far as this loss is concerned, is usually expressed in watts per 
pound at a stated frequency or number of cycles per second, at a 
Stated maximum magnetic density. 
: The other loss which accompanies an alternating magnetizing 
force is what is termed “eddy currents;” this is simply the cur- 
rents of electricity which are produced in the iron by the varying 
“Magnetic fields, just as the currents are produced in any electrical 
conductor when placed so as to be traversed by a moving mag- 
netic flux. Inasmuch as these currents are idle and wasteful of 
energy, the cores of transformers and dynamos are built up of thin 
‘sheets, insulated from each other, the sheets being placed so as to 
break up the paths or circuits of the eddy currents. This greatly 
reduces the eddy current loss, so that in ordinary apparatus it 
usually does not exceed more than 25 per cent. of the hysteresis 
loss. 

“It is well known that the heat loss in any conductor carrying 
a current is equal to the product of the resistance of the conductor 
and the square of the current. Assuming that the resistance of the 
iron remains constant, the eddy current loss will vary as the square 
of the eddy currents. The electromotive forces which cause the 
eddy currents to flow will be directly proportional to the frequency 
and the magnetic density, therefore, the eddy current losses will 
vary as the square of the current, and will be directly proportional 
to the square of the frequency, and the square of the magnetic 
density. Recent efforts have been made to produce a quality of 
Sheet steel which has a high electrical resistance, together with a 
low hysteresis, which would tend to reduce the total loss. 

Just as a piece of soft iron can be readily bent and straightened 
with a small expenditure of energy, as compared with a piece of hard 
iron, soa piece of soft iron can be rapidly magnetized and demag- 
netized with a small expenditure of energy as compared with 
harder metal. For this reason, it is desirable to obtain iron which 
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is nearly pure, and it is almost universally used in an annealed 
state. ; 

The hysteretic constant is usually defined as the loss in ergs 
per cubic centimeter per cycle, and depends both upon the chemi- 
cal composition of the steel and the physical treatment which it 
receives. The only physical property of the iron which affects the 
eddy current loss is its electrical resistance. The hysteretic © 
properties of solid metals are of little practical interest, since solid 
metal is never used where the iron is subjected to an alternating 
magnetism. There are two ways of producing hysteresis and eddy 
current losses in iron, both very much alike, and yet somewhat 
different. One consists in magnetizing the iron by means of a 
coil of wire in which an alternating current is flowing, as in the case 
of the core of a transformer. The other consists in rotating the 
iron in the presence of magnetic fields produced by poles of opposite 
polarity, as in the case of dynamo or motor. 

In testing iron for its losses, it is very difficult to separate with 
accuracy the hysteretic and eddy current losses, so these are usually 
measured in combination and termed the “core loss” or “iron 
loss.” A suitable means of determining the losses which occur ina 
sample of iron must provide a means of producing the alternating 
magnetism, of determining the frequency, the maximum magnetic 
density and the loss. The loss is usually stated in watts *per 
pound, the frequency in cycles per second, the maximum magnet- 
ization in gausses or maxwells per square inch. Tf the results of 
the test are to havea high absolute accuracy, the magnetism in 
the sample should be fairly uniformly distributed, since the 
hysteresis losses increase approximately as the 1.6 power, and 
the eddy current losses as square of the density. That is, if the 
greater part of the flux be crowded into one portion of the iron, 
the loss will be greater than if the magnetism be uniformly 
distributed over the area of the circuit. If it is desired that the 
results of the tests be applicable to the form in which the iron is to 
be used, for example, if it is desired to predetermine what the loss 
in a transformer core would be, then the form of the specimen 
should bear a fairly close resemblance to the form of the trans- 
former core. The same is true in predetermining the losses in 
armature cores. 

It was discovered some years ago that the continued heating 
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of iron, due to the losses produced by eddy currents and hysteresis, 
caused an increase in these losses, which was termed ageing. At 
that time it was not uncommon to find transformers which, dur- 


_ ing the first year or two of their operation, showed a very large 


percentage increase in their iron loss, with the consequent higher 
temperature rise, and decreased efficiency. By improving the 
quality of the iron and lowering the initial operating temperature, 
manufacturers are now able to obtain electrical sheets which show 
practically no increase in core loss at the standard temperatures of 
operation, and one of the requirements of iron for use in trans- 
formers is that it be non-ageing. 

In the manufacture of steel for permanent magnets, high 
permeability is of no importance, but what is required in this case 
is that the iron, when once magnetized to a high density, will retain 
permanently quite a large percentage of the initial flux. Such iron 


_ is therefore necessarily very hard, and is always magnetized after 


having been heated and quenched. Iron of certain chemical 
compositions and heat treatments will retain a large portion of its 
magnetism. It is not only necessary, however, that the iron retain 
a large amount of the initial density, but that it must retain it with 
a great deal of strength, that is, it must be difficult to demagnetize. 
In testing iron for permanent magnets, it is usual to determine 
the maximum density to which it is magnetized, the intensity of 
magnetism which is retained when the magnetizing force is re- 
moved, and the force necessary to remove this magnetism. 

The intensity of the permanent magnetism will depend 
greatly upon the shape of the magnet, that is, the distance between 


_the ends or the poles will affect the flux of the magnet, so that a 


method of testing a permanent magnet for absolute results, must 
eliminate the effect of the air gap between the poles. If a bar 
magnet were tested, and its intensity determined, and then the 
same magnet bent into the shape of a horseshoe, bringing its 
poles nearer together, the intensity would be increased, and the real 


_ test of the bar itself is obtained only when the reluctance of the cir- 


cuit between the poles is reduced to zero. 
Respectfully submitted on behalf of the Committee: 
J. WALTER EsTERLINE, Chairman. 


REPORT OF COMMITTEE H ON 
STANDARD TESTS FOR ROAD MATERIALS. 


Committee H has made some progress during the past year. 

A standard method for the determination of the bitumen in 
asphalt paving mixtures, refined asphalt and asphal: cement was 
reported and accepted by the Society at its last meeting. 

The details of the method as approved by the Committee will 
be found below: 


THE STANDARD METHOD FOR THE DETERMINATION OF THE 
BrrumEN IN ASPHALT Pavinc MIxTURE, REFINED 
ASPHALT, AND ASPHALT CEMENT. 


The Committee in presenting this method of analysis as a 
standard, wish it understood that they do not recommend it as the 
best for general use, as it is longer and in several cases gives no 
better results than other more expeditious methods, but only as a 
method to be used as a standard and to be resorted to in cases of 
dispute. 

It was selected after comparing the results obtained by several 
methods by a number of analysts on five standard samples of 
various bituminous paving materials sent out by the Committee, 
because it gave the most uniform results with the various materials 
and the most concordant results in the hands of inexperienced 
analysts. 


MetuHop or ANALYSIS. 


Drying the sample and preparing it for analysis.—It was 
decided, owing to the great variety of conditions met with in asphalt 
and like bitumen, that it was impossible to specify any one method 
of drying that could be at all satisfactorily applied in every case, 
it is therefore supposed that the material for analysis has been 
previously dried either in the laboratory or in the process of refin- 
ing or manufacture and that moisture, if preserved, is only hydro- 
scopic or in such a condition as to be easily removed. 

The material to be analyzed, if sufficiently hard and brittle, 
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is ground and then spread in a thin layer in a suitable dish (iron 
or nickel will do), and kept at a temperature of 125° C. for one hour. 
In the case of paving mixture, where it is not desirable to crush 


_ the sand grains, a lump may be placed in the drying oven until it 


is thoroughly heated through when it can be crumbled down into 
a thin layer with a spatula. From 2 to 12 grams (depending on 


_ its richness in bitumen) of the substance after drying is weighed 


in a large sized test-tube (8 inches long >y 1 inch in diameter), 
the tare of which has been previously ascertained. The tube is 
then tightly corked with a good sound cork, and shaken vigorously 
until no asphalt can be seen adhering to the bottom or sides, or 
if a paving mixture or like material, until the solvent has disin- 
tegrated all lumps. Care must be taken that the bottom of the 
cork should be free from any cracks or holes that might retain 
insoluble matter from the asphalt, or if not the end of the cork 
inserted in the tube must be covered with tin foil. Care should 
also be taken while shaking, to keep one finger on the cork to 
prevent it being blown out. 

The tube should then be put away, still corked loosely, in an 
upright position and not disturbed for two days, after which 
the carbon disulphide is decanted off into a second tared tube. 
As much of the solvent should be poured off as is possible 
without losing any of the residue. The first tube is again 
filled with fresh carbon disulphide and shaken as before and 
put away for two more days. The second tube is also corked 
and put away in an upright position. At the end of the two days 
the contents of these two tubes are decanted off on to a weighted 
Gooch crucible fitted with an asbestos plug filter, the contents of 
the second tube being passed through the filter first. The asbestos 
filter shall be made of ignited long fiber amphibole, packed in the 
bottom of a Gooch porcelain crucible to a depth of about one- 
eighth of an inch. The residue in the second tube is then treated 
with about 2 c.c. of carbon disulphide, care being exercised to 
disturb it as little as possible, the treatment merely being to remove 
the small portion of solvent containing bitumen. The Gooch 
crucible is then washed with clean carbon disulphide until the 


filtrate is colorless. The crucible and the two tubes are then dried 


at 225° F., and weighed. The filtrate containing the bitumen is 
evaporated and the bituminous residue burnt, and the weight of 
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the ash added to that left in the two tubes and Gooch crucible. 
The sum of these weights deducted from the weight of the sub- 
stance taken gives the weight of the bitumen extracted. — 

It is further recommended by the Committee that the above 
method be used to determine the amount of bitumen of asphalt 
paving materials soluble in naphtha. The character of the naphtha 
to be used is left to the analysts, but it is the recommendation of 
the Committee that in giving the per cent. soluble in naphtha that 
it be described by giving the temperatures between which it dis- 
tils and its specific gravity. 

In addition to this the Committee has agreed upon a method 
for sizing and separating the aggregate in asphalt paving mixtures. 
The method consists of passing the mineral aggregate through 
several sieves of the following sizes: 


Inches in diameter. 


to mesh per linear inch, size of wire ....-..-.--.- .027 
20 mesh per linear inch, size of wire ...........-. .O165 
30 mesh per linear inch, size of wire ........-.--- -01375 
40 mesh per linear inch, size of wire ..........--- .01025 
50 mesh per linear inch, size of wire ....... aes tae .009 
80 mesh per linear inch, size of wire ....-. ee aoe .00575 
roo mesh per linear inch, size of wire ...........-- .0045 
200 mesh per linear inch, size of wire ...........-- .00235 


It has further been agreed that the consistency, or penetration, 
of a bitumen, shall be the distance expressed in the 1-100ths of a 
centimeter that a No. 2 needle will penetrate into it at 25° C. 
(77° F.), under a weight of 100 grams in five seconds of time, the 
needle to penetrate direct without friction. 

The Committee also desires to state that several investigations 
relating to its work have been carried on during the past year, on 
which it hopes to report in the near future. 

Submitted on behalf of the Committee: 

LoGAN WALLER PAGE, 
ARTHUR N. JOHNSON, Chairman. 
Secretary. 
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REPORT OF COMMITTEE I ON 
REINFORCED CONCRETE. 


In pursuance with the policy adopted and reported at the last 
meeting of the Society, your Committee has not taken the initia- 
tive in the investigation of concrete and reinforced concrete, but 
has heartily cooperated in the execution of the programme agreed 
upon by the members of the special committees composing the 
Joint Committee on Concrete and Reinforced Concrete. 

The work accomplished during the present year will, for the 
sake of convenience, be grouped as follows: 

(a) Work done by the Joint Committee. 

(6) Work done by the United States Geological Survey. 

(c) Work done by other technological laboratories. 

The work accomplished by the Joint Committee is not in 
shape for presentation at this time. It consists of the collation of 
existing literature and the results of previous investigations and, 
when complete, will constitute a very valuable bibliography. 

Results of the tests made in the laboratories of the technologi- 
cal institutions during the year ending June 3oth, 190s, have been 
collated and are now being considered finally by the Sub-Committee 
on Tests of the Joint Committee on Concrete and Reinforced 
Concrete. 

In general it may be stated that these tests, while not accom- 
plishing all that had been hoped, have cleared up many important 
points, and have yielded information of considerable value. 

They have also been of inestimable value in indicating the dif- 
ficulties to be overcome in carrying on such investigations, and in 
pointing out new fields of investigations. 

The work under the direction of the United States Geological 
Survey, in co-operation with the Joint Committee, has been fairly 
inaugurated and facilities and equipment have been provided for . 
the extension of the work on a much more elaborate scale. 

It may be stated that with the two small appropriations 
provided for the fiscal year ending June 3oth, 1906, the investiga- 
tions now pending include: 


1. The examination of the materials from different parts 
of the country as to their extent and suitability for use 


in cement mortars and concretes, covering the various 
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sands, gravels, cinders, slags, etc., and tests made on 
them to determine the weight, strength, durability and 
other features which concern their adaptability for 
use in building construction. 

2. Tests of plain and reinforced concrete composed of 
different aggregates, studying the effect of number, 
form, size and position of the reinforcing bars for inter- 
vals of 30, 90, 180 and 360 days. These tests will be 
supplemented by tests of the properties of the cement, 
sand, stone and steel used. 

3. Tests of the fire-resisting properties and proper 
methods for water-proofing cement mortars and con- 
CLELES: 


The Sub-Committee on Tests of the Joint Committee has 
arranged for investigations at technological institutions as follows: 

Columbia University: Effect of heat upon the properties of 
concrete, especially as regards the compressive strength. 

Purdue University: Effect of bending rods. Effect of the 
elastic limit of stecl. 

University of Illinois: Effect of the quality of concrete. 
Effect of the position of the load. 

University of Wisconsin: Comparison of large and small 
beams. The effect of high carbon steel. Short beams. 

The Joint Committee instructed its Sub-Committee on Tests 
to formulate a definite policy to govern its work, which was reported 
to, and was approved by, the Joint Committee on December 12th, 
190s. Copy of this report is appended. ’ 

It is expected that the work of collating existing literature, 
and the results of previous investigations, will be completed by the 
end of the present year. 

The vigorous prosecution of the work by the United States 
Geological Survey will be possible with the ample funds which 
Congress has provided for the purpose. 

In conclusion, your Committee feels that it will probably be 
able to report much greater progress at the next annual meeting. 

Submitted on behalf of the Committee: ; 


RicHARD L. HUMPHREY, F. E. TURNEAURE, 
Secretary. Chairman. 


——— 
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APPENDIX I. 


REPORT OF SUB-COMMITTEE ON TESTS TO THE 
JOINT COMMITTEE ON CONCRETE AND 
REINFORCED CONCRETE. 


In compliance with the resolution adopted by the Joint 


- Committee on Concrete and Reinforced Concrete at the meeting 


held in New York on October 11, 1905, your Sub-Committee 
on Tests desires to present the following report as to the policy 
to govern the future work of the Joint Committee, together with 
a program of the investigation they propose making, with sub- 


- divisions, and the plan of execution. 


The Joint Committee on Concrete and Reinforced Concrete 
was appointed, primarily, for the purpose of providing through 
the various societies represented, definite information concern- 
ing the properties of concrete and reinforced concrete, and to 
recommend factors and formule required in the design of struc- 
tures in which this material is used. While the Joint Committee 
has thus far accomplished little toward formulating a report, 
it has, nevertheless, acquired a definite knowledge of the work 
such a report demands. 

The tests made prior to the appointment of the Committee 
were scattered and somewhat fragmentary, and while yielding 
information of considerable value, the limited scope of the work, 
lack of uniformity of conditions and methods, and failure to 
properly report details concerning tests or to complete the investi- 
gations, render the results insufficient for the formulation of a 
report. The Committee, therefore, decided that it was desirable 
to conduct tests along certain lines. Until recently the only 
channels open to the Committee for conducting such investiga- 
tions were the laboratories of the technological institutions, and, 
perhaps, a few others. 

At the meeting of the Joint Committee held during the 
International Engineering Congress at the World’s Fair, ot. 
Louis, in October, 1904, the Sub-Committee on Tests, was in- 
structed to inaugurate investigations at such technological institu- 
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tions and other laboratories possessing the requisite facilities as 
would undertake the work. Accordingly, during the last school 
year, tests were made under this Committee’s direction in the lab- 
oratories of some twelve engineering schools. The results have 
been reported to the Sub-Committee on Tests, and the com- 
pilation is nearly ready for presentation to the Joint Committee. 
The plan adopted by the Joint Committee involved direction 
and inspection of this work by the Sub-Committee on Tests. 
This the Committee was unable to do through lack of funds 
with which to pay the expenses of inspectors and other assistants. 

It might also be stated that the first year’s work would 
naturally be of a preliminary nature, which would serve to develop 
essential points to be observed and the provisions to be made 
in future tests. Naturally, the conditions under which these 
tests were made, and the personal equations of those making 
the test pieces, and the ideas of those supervising the tests, were 
widely at variance, and the results, while possessing value, are 
not fully comparable and must be studied individually. 

About March of the present year a small appropriation was 
made to the United States Geological Survey for the investiga- 
tion of structural materials. 

In the determination of the manner in which this money 
should be expended it was deemed advisable to create for the 
purpose a National Advisory Board on Fuels and Structural 
Materials. A number of the members of the Joint Committee 
were appointed members of this Advisory Board, and through 
their influence the money was devoted to the investigation of 
cement mortars and concretes. 

At the meeting of the Joint Committee in Cleveland, on 
June 21, 1905, it was decided to co-operate with the United States 
Geological Survey, and the Committee’s representatives on the 
Government Advisory Board were requested to advise as to the 
plan for this co-operation. 

At the meeting of the Committee held at Atlantic City, on 
June 30, 1905, a formal plan of co-operation was adopted by 
which the program of the Sub-Committee on Tests was to be 
carried out in the Government laboratories. These laboratories 
known as the “Structural Materials Testing Laboratories,” 
have been organized and are under the direction and supervision 
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_ of the present Chairman of the Sub-Committee on Tests. It was 


also decided to conduct investigations at such institutions as the 


_ Sub-Committee on Tests might elect, under the direction of the 
Committee and the inspection of the representative of the Gov- 
ernment laboratories. Accordingly, arrangements have been 


made for carrying on tests at the Universities of Illinois, Purdue 
and Wisconsin and, possibly, Columbia. These tests consist 
of determinations of the effect, at different ages, of varying per- 
centages of round, square and flat bars of steel of different elastic 
limit, using the same concrete; of the bond under similar con- 
ditions; of the properties of tee-beams; of the effect of loading 


beams centrally, and at 2, 4 and 8 points; of the shearing strength 


of concrete; of the tensile strength and modulus of elasticity of 
concrete in tension in length of 12 feet; of the effect of different 
methods of reinforcing a beam for diagonal tension. 


PoLicy OF COMMITTEE. 


The policy of the Joint Committee, up to the present time, 
has lacked definiteness. It is evident that, to secure efficiency 
the Committee must adopt a policy to govern its future work. 

It is apparent that it would be desirable to conduct a com- 
prehensive series of experiments in one laboratory where the 


conditions, methods and personal equations of those making the 


test pieces and the ideas of those supervising the tests are more 
hearly constant. Thus comparable results would be obtained, 
giving the uniformity and consistency necessary for the develop- 
ment of essential underlying principles, and which could not be 
expected under the conditions prevailing at different places and 
under the guidance of different persons, as would be the case 
at different technological institutions. 

The Committee would, by this means, obtain ultimately, 


‘as a basis for its report, a complete and thorough series of tests 


made by the same squad of experienced observers acting under 
the direct supervision of those having both the ability to judge of 
the thoroughness and reliability of the work and the necessary 
time to devote to its supervision. 

The wide area over which the technical schools are scattered 
renders the expense of providing uniform materials and of inspect- 
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ing the preparation of the test pieces and the execution of tests 
very great. Besides, the work cannot generally be carried on 
uniformly throughout the year, but must be concentrated into 
a few months. This is a serious difficulty in any series of tests. 


— =. 


However, in the progress of these investigations, there will © 


necessarily be considerable experimental work in opening up 
certain phases of a problem, as, for example, the study of proper 
methods to be followed, the sources of error to be guarded against, 
the probable cause of a given phenomenon, that would be of 
material help in planning the work, or in corroborating the results 
of other tests; and it would seem wise to secure the co-operation 
of the technical schools, utilizing their facilities to the extent 
indicated, in carrying on investigations. 

The entire Joint Committee has been divided into a number 
of sub-committees for the purpose of collating existing literature 
and the results of previous investigations. These results, when 
compiled, will serve, with the recommendation of each Committee, 
as a guide in formulating the future work of the Joint Committee. 
The results of the compilations of the various sub-committees 
shall be turned over to the Sub-Committee on Tests for their 
consideration and to be reported by them to the Joint Com- 
mittee. If it is found that there is a reasonable concordance 
in certain lines, it would seem undesirable for the Sub-Com- 
mittee on Tests to plan more than a few confirmatory experi- 
ments. In those lines where there is no agreement, the Com- 
mittee work must necessarily be more extensive in order to be 
conclusive. 

The following is a suggested program of the investigations 
to be made by the Joint Committee, from which a schedule is 
to be prepared as the tests progress: 


PROPOSED PROGRAM FOR THE INVESTIGATION OF CONCRETE 
AND REINFORCED CONCRETE.* 


I. Examination and Classification of Constituent Materials:— 
Sands, gravels, stones, gravel and stone screenings (4-inch screen), 
slags, cinders, etc., to be collected by a special representative of 
the Testing Laboratory sent out for that purpose. 


*Approved by National Advisory Board on Fuels and Structural 
Materials at the meeting held at Washington, D. C., March 31, 1906. 
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A. EXAMINATION OF DEPOSIT 


as to the extent and nature of the material from which 
the samples are collected. 


B. PuysicaL TEsTs IN THE LABORATORY: 


. Mineralogical examination, 

. Specific gravity, 

. Weight per cubic foot, 

. Sifting (granularmetric composition), 

. Percentage of silt and character of same, 

. Percentage of voids, 

. Character of stone as to percentage of absorption, 
porosity, permeability, compressive strength and 
behavior under treatment. 
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C. CHEMICAL ANALYSIS 
as to the character of the stone, silt, etc., used in tests. 


II. Tests and Classification of Mortars made with typical 
Portland cement and sand, gravel and stone screenings (14-inch 
screen). Proportions to be stated by weight and volume. Unit 
of volume for cement, 100 Ibs. per cubic foot. The typical 
Portland cement to be prepared by thoroughly mixing a number 
of brands, each of which must meet the following require- 
ments: 

Specific gravity, not less than 3.10. 

Fineness, residue not more than 8 per cent. on No. 100 or 
25 per cent. on No. 200 sieve. 


Time of setting: 
Initial set, not less than 30 minutes; 


Hard set, not less than 1 hour or more than 10 hours. 


Tensile strength: 


Neat, 
PEGUISMAtnOIst Ailes ote. See eS ss oo. 175 lbs. 
7 days (1 day in moist air, 6 days in water).....500 lbs. 


28 days (1 day in moist air, 27 days in water)..... 600 lbs. 
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One part cement, 3 parts standard Ottawa sand: 
7 days (1 day in moist air, 6 days in water)... . 175 lbs. 
28 days (1 day in moist air, 27 days in water)....-250 lbs. 


Constancy of volume: 


Pats of neat cement 3 inches in diameter, 4 inch thick 
at center, tapering to a thin edge, shall be kept 
in moist air for a period of 24 hours: 

A. A pat is kept in air at normal temperature and 

observed at intervals for at least 28 days. 

p. Another pat is kept in water maintained as near 
zo deg. F. as practicable and observed at intervals 
for at least 28 days. 

c. A third pat is exposed in an atmosphere of steam 
above boiling water in a loosely closed vessel 
for 5 hours. 

These pats must remain firm and hard and show 
no signs of distortion, checking, cracking or dis- 
integration. 

The cement shall not contain more than 1.75 per 
cent. anhydrous sulphuric acid or more than 
4 per cent. magnesium oxide. 

A test of the neat cement must be made with each 
mortar series for comparison of the quality of 
the typical Portland cement. 


A. PHYSICAL TESTS IN LABORATORY: 


rt. Tensile strength with one part cement to varying 
percentages of material under test, for 7, 28, 90, 
180 and 360 days; 

2. Compressive strength with one part cement to 
varying percentages of material under test, for 
7, 28, 90, 180 and 360 days; 


3. Transverse strength with one part cement to 


varying percentages of material under test, for 
7, 28, 90, 180 and 360 days; 

4. Shearing strength with one part cement to vary- 
ing percentages of material under test, for 7, 
28, 90, 180 and 360 days; 
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. Tensile strength with cement, material sieved 


to one size, for 7, 28, 90, 180 and 360 days; 


. Compressive strength with cement, material sieved 


to one size, for 7, 28, 90, 180 and 360 days; 


. Transverse strength with cement, material sieved 


to one size, for 7, 28, 90, 180 and 360 days; 


. Shearing strength with cement, material sieved 


to one size, for 7, 28, 90, 180 and 360 days; 


- Modulus of elasticity in compression of different 


mixtures as to proportion and size of the agegre- 
gate, for 30, 90, 180 and 360 days; 
Modulus of elasticity in tension of different 
mixtures as to proportion and size of aggregate, 
for 30, 90, 180 and 160 days; 
Yield in mortar; 
Porosity; 
Permeability; 
Volumetric changes in setting; 
Absorption; 
Methods of waterproofing; 
Freezing tests; 
Coefficient of expansion; 
Effect of oil: 
(a) On hardening mortar, 
(6) On hardened mortar; 
Effect of sea water. 


III. Tests and Classification of Concrete made with typical 
Portland cement and stone, stone and gravel screenings, gravel, 
sand, cinder, slags, etc. Proportions to be stated by weight 
and volume. Unit of volume for cement, roo lbs. per cubic foot. 


A. PHysicaL TEsts IN LABORATORY: 


1. Tensile strength with different mixtures as to 


proportion and size of the aggregate, for 30, 90, 
180 and 360 days; 


2. Compressive strength of different mixtures as to 


proportion and size of aggregate, for 30, 90, 
180 and 360 days; 
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_ Transverse strength of different mixtures as to 


proportion and size of aggregate, for 30, 90, 
180 and 360 days; 


. Shearing strength with different mixtures as to 
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proportion and size of aggregate, for 30, 90,@ 


180 and 360 days; 


_ Modulus of elasticity in compression of different 


mixtures as to proportion and size of the aggre- 
gate, for 30, 90, 180 and 360 days; 


. Modulus of. elasticity in tension of different 


mixtures as to proportion and size of aggregate, 
for 30, 90, 180 and 360 days; 


. Character crushed stone used: 


(a) Weight per cubic foot, 
(b) Size, 

(c) Percentage of voids, 
(d) Percentage of silt; 


. Weight per cubic foot, uncrushed; 

s Yield; 

. Absorption; 

. Porosity; 

. Permeability; 

. Methods of waterproofing; 

_ Protective influence against corrosion of metal; 
. Fire resisting qualities: 


(a) Effect of heat on hardening concrete, 
(b) Effect of heat on hardened concrete, _ 
(c) Thickness necessary for proper insulation. 


. Freezing tests; 
. Volumetric changes; 
. Effect of vibration and of applied stress (impact): 


(a) On hardening of plain and reinforced 

concrete, 

(b) On hardened plain and reinforced concrete; 
Adhesion of concrete to metal under varying 
conditions, for varying periods, up to at least 
three years: 

(a) Effect of shape, "4 

(b) Effect of embedded length, 
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(c) Effect of various kinds of loading, 

(d) Effect of chemical action, 

(e) Relative value of surface adhesive resist- 
ance and grip; 


20. Effect of oils: 


(a) On hardening concrete, 
(0) On hardened concrete; 


21. Coefficient of expansion; 
22. Effect of sea water. 


B. Fut Size TEsts: 
1. Beams of various spans, sections and compo- 


sitions; 


2. Building blocks and bricks, as to: 


(a) Compressive strength, wet and dry mix- 
tures, 

(6) Transverse strength, wet and dry mixtures, 

(c) Shearing strength, wet and dry mixtures, 

(d) Absorption, wet and dry mixtures, 

(e) Permeability, 

({) Methods of waterproofing, 

(g) Effect of accelerating the hardening of 
concrete blocks by means of live steam, 
Ei Cor 

(h) Fire resisting qualities, 

(z) Efflorescence. 


IV. Tests of Reinforced Concrete: 


A. BEAms: 

. Effect of amount of reinforcement, 

. Effect of character of reinforcement, 

. Effect of form, size, and position of reinforcing 
bars, 

Effect of initial stress in reinforcement, 

. Effect of different manners of loading, 

. Methods of providing for diagonal stresses, 
Effect of variation in section, such as trapezoidal, 
tee-shaped, etc., 
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Effect of variation in length and depth, 
Effect of restraining the ends, 
Effect of repetitive loading. 


B. COLUMNS: 


DO 


act) 


. Effect of amount of reinforcement, 
. Effect of disposition of reinforcement: 


(a) Longitudinal, 
(b) Hooped, 
(c) Combination of (a) and (6), 


Effect of form, size, and position of reinforcement, 
Effect of character and eccentricity of loading, 
. Effect of variation in section, such as square, 


round and rectangular, 


. Effect of fixing the ends. 


. Supported at two or four edges, 

. Fixed at two or four edges, 

. Use of expanded metal, wires, etc., 

. Effect of concentration of load, 

. Variation in per cent. of reinforcement, 
. Variation in span and thickness. 


D. ARCHES: 
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As regards the work in the technological institutions, it is 
recommended that there be taken up, in a limited number of 
schools possessing the proper facilities, investigations comprising, 
in parts, tests in which the methods of execution are still open 


. Continuous ring, 
. Hinged, 

. Voussoirs, 

. Shape, 

. Span and rise. 


to formulation and which involve general phenomena. 


tion to this, it is recommended that the Sub-Committee on Tests 
be authorized to offer its services in an advisory capacity to any 
laboratory conducting investigations of this character. 


following list is suggested as available at present: 


ee er 


On REINFORCED CONCRETE. 97 


. Shearing—Comparison of methods; 
- Modulus of elasticity—Comparison of methods; 
. Protective influence of concrete against corrosion; 
. Fire resisting qualities of concrete; 
. Methods of waterproofing; 
. Coefficient of expansion; 
Effect of vibration and applied stress; 
. Adhesion of concrete to metal; 
. Reinforced concrete beams; 
(a) Effect of different manners of loading, 
(6) Methods of providing for diagonal stresses, 
(c) Effect of variation in section, 
(d) Effect of restraining ends, 
(e) Amount and character of reinforcement; 
ro. Reinforced concrete columns—Method of testing. 


0 OMI Aun WN H 


The direction of all this work is to be under the Sub-Com- 
mittee on Tests, as provided in the rules of organization. 


SUMMARY OF RECOMMENDATIONS. 


The following is a summary of recommendations: 


1. A comprehensive series of tests to be conducted 
under the direction of the Sub-Committee on 
Tests at some point in co-operation with the 
United States Geological Survey. 

2. The co-operation of the technological schools in 
tentative or general experimental work under 
the direction of the Sub-Committee on Tests. 

3. The collation of existing literature and results 
of previous experiments by sub-committees of 
the Joint Committee, to be reported to the Sub- 
Committee on Tests for its consideration, and 
to be reported by them to the Joint Committee. 


The Sub-Committee on Tests has endeavored to outline a 
definite policy from which it may be reasonably expected to 
derive the requisite data for the formulation of its final report. 

Each member of the Joint Committee should be willing to 
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render all possible assistance in carrying out the program, and 
the Sub-Committee on Tests would further emphasize the fact 
that, unless the Joint Committee takes hold of the work in a 
vigorous manner and provides ample funds for the purpose, the 
Joint Committee had better be disbanded. } 

The Sub-Committee on Tests cannot emphasize too strongly 
the vital importance to the engineering profession of the results 
to be derived if the program proposed be carried out in an efficient 
manner. 

Submitted by the Sub-Committee on Tests, 


RicHArD L. HUMPHREY, 
Chairman. 

WK are 

OxarFr Horr, 

SPENCER B. NEWBERRY, 

GEORGE F. SWAIN 

A. N. TALBOT. 


REPORT OF COMMITTEE J ON 
STANDARD SPECIFICATIONS FOR COKE. 


Your Committee begs to report progress. During the past 
year a set of tentative specifications governing the sale of foundry 
coke has been prepared and circulated for comment and criticism. 
The results of this were brought before the Committee, fully dis- 
cussed, and the following decided upon: 

It seems that for several years a change has been gradually 

taking place in the coke situation of the country. A number of 
new fields are being drawn upon for coke-making purposes and in 
addition new methods of operation are being applied. The 
result is that the so-called standard 72-hour coke made in the old 
bee-hive oven is no longer descriptive of what is being shipped 
under this name, and the best looking portions of every charge are 
put aside for foundry purposes and shipped as the 72-hour article. 
As the results obtained in the foundry with 48-hour, or even 24- 
hour coke thus selected, are equal to those from the straight 72- 
hour variety, it would seem desirable to eliminate this deceptive 
provision from specifications. 

The advent of by-product coke in the foundry industry has 
further modified the existing conception of what a foundry coke 
should look like, and hence your Committee feels that in this time 
of transition it would be unwise to put forth a definite specification 
based entirely on experience with the Connellsville district, at least 
until further studies in connection with the production of coke 
have been made, thus doing justice to the maker as well as the 
consumer. 

These additional studies may be summarized as follows: 

Investigations covering the proper sampling of coke. All 
the specifications in the world will be useless unless a properly 
representative sample is obtained. 

Next the chemical analysis of coke. This is to include what 
is wanted in the examination as well as the preparation of standard 
methods for determining the separate constituents. Thus the 
question of moisture determination, the total sulphur, the sulphur 
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in the ash and the effect the latter is supposed to have on the iron 
under varying melting conditions. 

Next come the physical tests of coke. Just what is required 
along this line, and what may be omitted. Thus, a moment of 
thought will show how worthless the crushing strength of a cube, 
cut from a lump is for representing a shipment. Or for that 
matter, 100 such cubes, no two pieces of the various parts of a 
charge being alike. 

Finally a study should be made of the behavior of coke under 
what may be called service tests; that is to say the devising of 
methods showing how it would behave in descending the cupola 
or blast furnace. Also just what happens to a coke in being 
unloaded several times with a fairly high drop, etc. 

All these matters enumerated above will naturally form the 
basis of a set of specifications which will give a positive assurance 
to the purchaser that whatever he does with the coke he buys, 
good results are possible when the specifications have been met. 

Your Committee has further been promised the active co-ope- 
ration of the Government Fuel Testing Bureau in this work, and 
as the investigations will be equally valuable to blast furnace and 
smelter, we respectfully request the American Society for Testing 
Materials through its Executive Committee to enlarge the scope 
of our work by striking out the word Foundry in the title of our 
Committee, making it read: On Standard Specifications jor Coke.* 

This will enable us to include the representatives of many 
metallurgical industries in our Society, and much good must 
come to the country as a consequence. A series of coke specifica- 
tions can thus be worked out for foundry, furnace, and smelter, 
which will assist in improving methods of making this important 
article of commerce in the various coal fields, now being heavily 
drawn upon. 

Respectfully submitted on behalf of the Committee, 


C. H. ZEHNDER, 
RIcHARD MOLDENKE, Chairman. 


Secretary. 


* This change has been made by authority of the Executive Com- 
mittee.—Ep. <2 
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DISCUSSION. 


Mr. RicHarp MoLpENKE.—There is a feeling abroad in the Mr. Moldenke, 
country that the coke situation is undergoing a change. Our 
committee had a set of tentative specifications prepared as suited 
to ordinary ioundry conditions. The discussion in committee, 
however, developed the fact that to wait a little would be good 
policy. We have in this country some five thousand five hundred 
foundries using coke of some kind. Five hundred of these would 
go to the trouble of experimenting to get the best possible results 
with the coke most suitable in regard to cost, quality and reliability 
in shipments. The other five thousand would have to be educated. 
or rather handed definite results and instructions for their guidance. 
For that reason we should have some discussion on the different 
classes of coke, and their mode of manufacture. 

There was a time, during the last two years, when coke was 
very difficult to obtain. I know of cases where I was called in to 
help out, in which the sulphur content actually ran up to 3.25 per 
cent. One would come to the conclusion that owing to strikes, 
the scarcity of coal, and the consequent high price, the mines were 
being cleaned up, and everything shipped that looked black. The 
result was that the iron suffered fearfully, and the makers of the 
by-product article were enabled to come into the market and have 
their coke tried. For instance, the New England foundrymen 
took up by-product coke instead of that obtained from long dis- 
tances, and are to-day continuing its use. 

When I made the first set of coke tests at the U.S. Fuel Testing 
Plant in St. Louis, I tried Connellsville and by-product coke side 
by side in comparison with the cokes made at the plant from 
hitherto untried coals. The results were very gratifying. The 
Connellsville coke worked no better than the by-product material, 
and the other cokes showed very interesting results. A second set 
is now being run through by Mr. Belden, of the U. S. Geological 
Survey, and the indications are that the country will soon be using 
cokes properly made near at home, instead of receiving their fuel 
from long distances. 
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REPORT OF COMMITTEE K ON 
STANDARD METHODS OF TESTING. 


Some of the Sub-Committees have made considerable pro- — 


gress in their work which has been reported to the full Committee. — 
The only result which has been reduced to such form as to ~ 
warrant publication in the Proceedings of the Society is the circular — 
letter of inquiry addressed to various testing laboratories in dif- 
ferent parts of the world. These questions are presented below. ~ 
When these circular letters have been sent out and a sufficient — 


number of replies have been received, the work will progress 
more rapidly. 
Respectfully submitted on behalf of the Committee, 
GAETANO Lanza, Chairman. 


CIRCULAR LETTER oF INQUIRY. 
DEAR SIR:— 


The Committee upon Standard Methods of Testing of the 
American Society for Testing Materials, desires, as an aid to its 
work, to obtain from the various Laboratories and Works where 
materials are tested certain information regarding the methods 
pursued by them, in testing steel, wrought iron, cast iron, and 
other metals. 

The Committee consists of the following, viz:—Gaetano 
Lanza (Chairman), W. A. Bostwick, James Christie, Charles 
B. Dudley, W. K. Hatt, Henry M. Howe, A. P. Hume, Richard 
L. Humphrey, Mansfield Merriman, Richard Moldenke, E. 
D. Nelson, H. P. Talbot, Geo. E. Thackray, H. V. Wille, and 
Ira H. Woolson, all members of the American Society for Testing 
Materials. 

Will you kindly furnish this Committee with such informa- 
tion as you can, regarding the methods pursued in your Labora- 
tory, both in tte case of tests made for commercial purposes, 
and in the case of those made for purposes of investigations, 
including copies of any blanks which you are in the habit of 
using. The subjects upon which this commie desires such 
information are enumerated below. 
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I. TENSILE TEstTs. 


What are the forms, dimensions, mode of selection, and 
mode of preparation of the standard tensile test 
specimens employed by you? 

What are the kinds, and capacities of the various test- 
ing machines employed by you? In the case of 
testing machines whose readings are affected by 
piston or plunger friction, how do you make the 
suitable corrections ? 

What, if any, is your mode of calibrating your testing 
machines? With what frequency? 

What methods do you pursue in measuring elongations, 
including the kinds of extensometers employed, 
the mode of attaching them to the test specimens, 
the number and location of the points of contact 
between the extensometers, and the specimens; 
the limits of accuracy obtained in the readings, 
and in the results, when they are used for the 
determination of moduli of elasticity, elastic limit, 
yield point, etc., as well as when used for the 
determination of ultimate elongations? What is 
your method of measuring the ultimate elongations 
of the usual commercial test specimens with eight- 
inch gauged length? 

What kind of grips do you employ for holding the speci- 
mens in the testing machines, and what are the 
effects of different grips on the results? 

What is the speed of applying the load generally employed 
by you and the effects of using different speeds? 

When testing eyebars, connecting rods, or other full 
size pleces in tension, what are the methods pur- 
sued by you regarding the various matters enu- 
merated above? 

In testing cast iron in tension are the specimens pulled 
in the rough or in the turned section? What is 
the ratio between the diameter of the rough and 
the turned section? What kind of grips are 
used ? 
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II. ComMPRESSIVE TESTS. 


Has your laboratory made compressive tests of wrought 
iron and steel, and, if so, what form and size of 
specimens have you used? 


What form and size of specimens do you recommend for — 


compressive tests on wrought iron and steel? 


What form and size of specimens have you used for ~ 


compressive tests of cast iron? 

What form and size of specimens do you recommend 
for compressive tests of cast iron? 

What kind of bedding, if any, should be used for me- 
tallic specimens under compressive tests? 

At what rate should the load be applied in compressive 
tests of metals? 

What are the best methods for determining elastic limit, 


and modulus of elasticity in compressive tests of — 


metals? 


Information regarding the best methods of conducting ~ 
compressive tests of copper, brass, bronze, and — 


other metallic substances is also desired. 


What limit of deformation, or what load, do you re-_ 


gard as an index of strength of metals in compres- 
sion ? 

What form and size of compression specimens should be 
used when measurements of the lateral increase 
are to be made? 

What methods do you pursue in the testing of columns, 
connecting rods, or other full size pieces in com- 
pression ? 


III. TRANSVERSE TESTS. 


For what purposes, and in what cases do you employ any 
standard transverse test specimens? 

What are the forms, dimensions, manner of loading, 
and speed of application of the load, which you 
employ in case of such standard transverse test 
specimens ? 

What measurements of deformation do you make, and 
what are the methods pursued in making them, 
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and what is the degree of accuracy with which 
the modulus of elasticity, the elastic limit, etc., 
is obtained by your methods? 

With what degree of accuracy is the modulus of rupture, 
in the case of ductile metals, obtained by your 
methods, in transverse test specimens ? 

What methods do you employ when testing full size 
beams, or other full size transverse test specimens ? 


IV. Impact Tests. 


Has your laboratory made any tests under impact ? 

For what purposes are these tests performed ? 

What type of machine is used? (a) Weight of hammer. 
(0) Free fall. (c) Weight of anvil. (2) Method 
of guiding hammer. (e) Method of release. Gives 
anvil is supported on springs, state weight and size. 
(g) Nature of the recording device. (h) Nature 
of the foundations. 

If possible submit drawings of machines. 

What kinds of tests are performed? 

State forms, dimensions and manner of support of test 
pieces. Describe any cushion blocks employed 
in the cases of the various tests. 

Manner of conducting tests. (a) One blow, or a num- 
ber of blows. (6) Fixed height, or increasing height 
of drop. (c) Is flexure specimen turned over be- 
tween blows? (d) Is it permissible to interrupt 
tests? 

What measurements of deformation or rupture work 
are made: and what methods are pursued in 
making them? 

Has the machine in use been calibrated ? 

Are tests made at all temperatures? Are the test pieces 
warmed in winter? 


V. METALLOGRAPHIC TESTs. 


Are you making any microscopic examinations regularly, 
for the current testing of your steel, as distinguished 
from occasional tests for special purposes ? 
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What lines of microscopic examination do you find most 


practical, and profitable ? 
In determining the grain size, what reagent do you use, 


oe 
and what strength do you use, and for what length 
of time is it applied, and what magnification do 
you find most convenient ? 
4. The same questions with regard to sorbitic structure. 
5. What microscope do you find best for direct examination, 


and what for photographic purposes? 


VI. REPEATED STRESS. 


If you make tests of metals subjected to repeated, or to 
alternate stresses, kindly give an account of the methods pursued. 


Vil. 


Any suggestions on related matters not embraced in the 
above will be appreciated. 
Very respectfully, 
GAETANO LANZA, 
Massachusetts Institute of Technology, 
Boston, Mass., U.S. A.; 


Chairman of Committee on Standard Method of Tests. 


: 
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REPORT OF COMMITTEE L ON 
STANDARD SPECIFICATIONS AND TESTS FOR CLAY 
AND CEMENT SEWER PIPES. 


The Committee selected by you was organized for its first 
meeting, held September 6, 1905, at the office of the Secretary, in 
New York City, and has since had meetings almost every month. 
At these meetings the preliminaries were discussed regarding the 
scope of the work to be done and the methods of testing which were 
employed in various places in America and Europe. These dis- 
cussions had the object of determining, so far as practicable, the 
present customs, their advantages and defects, as well as the 
accuracy and reliability of the methods now in use. 

A few preliminary tests were also made by us, with the view 
to standardizing methods. A proper distinction between signifi- 
cant and insignificant defects will be made. 

It is proposed to study the published evidence and to carefully 
consider in connection herewith the work done by other committees 
and authorities who have considered the same or any allied sub- 
ject. Of special value at the present time is the result of the pre- 
_ liminary studies made by the Committee on Standard Tests for 
Clay and Cement Sewer Pipe of the International Society. 

Respectfully submitted on behalf of the Committee, 


RupboLpH HERING, 


Cuas. F. McKEnNa«, Chairman. 
Secretary. 
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REPORT OF COMMITTEE M ON 
STANDARD SPECIFICATIONS FOR STAY BOLT IROOM 


Owing to the fact that several important points affecting the 
formation of specifications for staybolts require further investiga- 
tion, your Committee does not care to submit the specifications 
proposed last year for a vote of the Society. 

It may be of interest to know, however, that several promi- 
nent makers of staybolt iron have adopted the method of piling 
proposed, and by the use of the specification during the past year, 
at the Baldwin Locomotive Works, it has been shown to be a 
logical one, and to insure an iron which gives satisfactory service. 

Submitted on behalf of the Committee, 


H: V2 Wire, 
Chairman. 
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REPORT OF COMMITEE O ON 
UNIFORM SPEED IN COMMERCIAL TESTING. 


Your Committee on Uniform Speed in Commercial Testing 
herewith takes pleasure to present for your consideration the 
_ results of its work during the past year. 

Boiler steel plates, bar steel of -I5, -31, -45 and .60 per 

cent. carbon and forgings of tire and axle steel were kindly donated 
to your Society, for use of the Committee, by Messrs. W. A. Bost- 
-wick for the Carnegie Steel Company, C. R. Stewart for the 
Cambria Steel Company, and A. A. Stevenson for the Standard 
Steel Works. This material was divided into 437 test pieces 
and tested in the physical laboratories of the American Locomo- 
tive Company, American Steel and Wire Company, Baldwin 
Locomotive Works, Carbon Steel Company, Carnegie Steel 
Company, Pennsylvania Railroad Company, Pennsylvania Steel 
Company, Purdue University, Chicago, Rock Island and Pacific 
Railway Company, University of Illinois, University of New York 
and the Westinghouse Electric Manufacturing Company, all of 
which, through the courtesy and cordial co-operation of the heads 
of the respective departments, contributed materially to the 
success of the work of your committee. The test section used 
for making these tests were those recommended by your Society 
for steel of boiler grade and forgings. Tables I, II and III give 
the average of the different classes of materials; 160 tests of 45 
per cent. and .60 per cent. carbon steel bars, made at the New 
York University, formed the basis for a graduation thesis of two 
graduates of the School of Applied Science. 

On analyzing and comparing the details of the results of 
these 437 tests, we find some difference in results of the same 
Material tested at the same, or nearly the same speed. This is 
due, apparently, to the differences in testing machines, of the 
Manner of measuring, of personal equation of the operator which 
plays such a large part in all testing, and finally of differences in 
the material itself, all of which are factors entering into commercial 
testing at one time or another, singly or collectively, and cannot be 
avoided under present conditions. The results of tensile strength 
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IIo 
TABLE Le ; 
BorLer STEEL. UNANNEALED. 
0.20 per cent. Carbon. Test Section. 14 in. wide. 
Speed per anbe alates Elastic Limit. Saat Sioieae Ree 
Minute of Plates. Lee Pounds Pex cent Per cent. 
in in. per sq. in. per sa. in. - 2 
0.50 ) 29,190 56,125 30-7 53-9 
0.750 28,310 55»740 29.8 Selig 
I.00 29,859 56,220 3220 eter 
1.50 ree 28,194 56,286 30.3 54-9 
" 2.00 Z 33,237 57,424 30-3 52.4 
3.00 | 33,657 575799 31-5 ress 
4.00 29,058 57,577 31.8 
6.00 31,990 59,220 29.8 
Total number of Tests.....--.-- 92. 
AXLE STEEL. ANNEALED. 
Test Section. 4 in. diameter. 
Speed per | Original Size Elastic Limit. eo Elongation Reduction 
Minute of Bar. Pounds ae in 2 in. of Area. 
in in. Diameter. per sq. in. persq: i Per cent. Per cent. 
0.0138 38,000 60,750 35.5 53-0 
0.457 rh in. 33,760 62,760 B27) 48.0 
4.07 36,760 64,813 30.0 47.0 
6.75 34,333 65,500 33-0 42.2 
Total ntimber of Tests... 2.2. 12. 
TirRE STEEL. ANNEALED. 
Test Section. 4 in. diameter. 
as : A ae Tensile : 
Speed per Original Size | Elastic Limit. El t Reducti 
Minute of Bar. Pounds sera es oe of eee 
in in. Diameter. per sq. in. per sq. in. Per cent. Per cent. 
0.0138 74,000 I1I5,500 20.2 iii 
0.457 1} in. 73,120 113,300 LORS 25.5 
4.07 72,810 TAT 19.2 315 
6.75 J 74,000 114,750 19.0 28.2 


Total number of Tests..... 
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Diacram I, 


Effect of Speed on Strength of Steel in Tension, 


Boiler Steel, 
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and elongation show tolerable uniformity in the twelve laboratories. 
The same cannot be said of the elastic limit which was taken 
with the dividers at slow and fast speeds. In some cases, in 
addition, the drop of the beam was also observed by a separate 
attendant, either as a check or for personal information. The 
reasons for this irregularity in results of elastic limit are easily 
explained by the very nature of the phenomenon which we call 
the elasticity of metals. Unless one is an expert not only in the 
mechanical performance of using the dividers, or micrometers, 
or watching the beams, in taking the elastic limit, and at the 
same time is familar with the structure and behavior, under stress, 
of the class of metal he is testing, there is liability of errors, large 
and small, and the result is nothing but guess work. In boiler 
steel the highest limit was 31,700 pounds per square inch at a one- 
inch speed and 29,700 pounds at a four-inch speed. At one 
laboratory the elastic limit was 300 pounds lower at a half-inch 
speed than at another laboratory at a six-inch speed. There is 
a surprising uniformity in the results of elongation at all speeds 
and all laboratories. The rate of flow, as expressed in per cent. 
of elongation, seems to be the same at all speeds, proportionate 
to the degree of hardness of the metal. 

The main and only object for which this committee was 
originally created was to present some tangible conclusions as a 
basis for the establishment of a safe maximum speed in commer- 
cial testing, without restricting any one to use whatever speed he 
may choose, that is a speed at the maximum and below which the 
American Society of Testing Materials is willing to say to the 
engineer that the results of testing at that speed may safely be 
accepted as a criterion of the quality of the material tested. 

Thus far the objection to using faster speeds in commercial 
testing than has been customary, has been based upon the assump- 
tion that at faster speeds the metal is artificially hardened while 
stretching, to the extent of increasing the strength way beyond the 
original quality in the material. Upon the same reasoning it 
was assumed that the elongation, as an exponent of ductility, 
would decrease the same as we find it to decrease in steel heated 
and quenched. This assumption has been based upon the 
application of the theory of an allotropic change in the steel 
taking place while disruption of the test piece takes place in the 
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testing machine. In order to sustain the assumption of an allc- 


tropic change, with its supposed hardening effects, we have to 


‘assume a change in carbon and iron in the test piece, correspond- 
ing to critical points Acr and Ac2 producing martensite under 


cold working, as claimed by LeChatelier and not a new constituent 
as claimed by Carpenter. Thus it is claimed that the effects of 


A 


Me 


pressure, exerted upon the particles by their sliding over each 
other while the test pieces is being elongated and the metal flows 
under the stress applied are equal to the effects of hammer hard- 
ening when percussive forces are at work to compress the metal 
into a smaller space and greater density, permitting flow of the 
metal only after maximum density has been reached, proportion- 
ate to the extraneous pressure exerted, evolving at the same time 
a\considerable degree of heat, especially under hammering. Now 
the theory of an allotropic change in steel, due to cold working, 
has received the earnest attention of LeChatelier, Osmond, Howe, 
Arnold, Roberts-Austin and others, and while some agreement 
has been reached along that line of investigation, due to heating 
and quenching, there is an inclination to leave the effects of cold 
working on steel open for discussion, claiming that the effects are 


simply those due to condensation without change of carbon. The 


chairman of your Committee, at one time, furnished an inves- 
tigator with numerous specimens of hard and soft steel, hammer 
hardened to all stages of density, but no distinct change of carbon 
was discovered. But even if we admit all that has ever been 
claimed concerning an allotropic change in steel, due to cold 
working, the results of the tests made by your Committee do not 
show that gradual increase in strength and decrease in ductility 
which we observe as a natural accompaniment of changes of 
carbon due to heating and quenching. The metal in a test piece 
while being disrupted by the static force exerted by the testing 
machine is not subject to percussive forces, is not condensed more 
than the natural flow of the metal produces, hence is heated but 
slightly and never to a degree that would change the carbon in 
the short space of time similar to the carbon changes when the 
steel is heated to red heat. Moreover, what heat is produced, 
due to internal friction of the sliding of the particles, is freely 
dissipated as fast as it is created. Therefore, the engineer may 
dismiss from his mind the theory of hardening of the test piece 
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TaBLe II. 
Rounp Bar STEEL. UNANNEALED. 
o.1s per cent. Carbon. Tested in Full Size. - 
, . aan Tensile El ti Red: tion 
Speed per | Diameter | Plage cj | Strength. | “inSain. | of Area 
in in. 5 per sq. in. per sq. i. Per cent. Per cent. 
eueton AU ise |) co dtac 62,853 28.5 
6.00 } a ee 28s ge 64,035 28.1 auene 
0.81 ] 39,675 61,930 27-1 51-3 
0.875 26,075 61,370 27-5 51.2 
3.00 S 2 41,2605 65,485 27.0 ier 
Bows 42,380 62,915 28.0 54-1 
6.31 41,240 62,975 28.7 Sn5 
0.75 | 31,345 54,750 34-1 64.4 
1.00 35,585 55,910 34-5 66.1 
1.30 eae 355540 55,985 35-5 66.2 
1.88 35.690 56,180 34.0 66.3 
2.50 32,817 55,927 34-1 65.5 
3.00 J 37,180 56,305 Bue 66.0 
0.875 335342 55,067 36.6 51.0 
1.00 29,960 55,146 36.3 67.0 
3.00 1} 42,450 57,840 34.0 Sccihesc 
6.00 | 41,730 59,100 32.0 neat 
8.00 37,786 56,430 34-5 65.3 
1.00 \ Pet 32,035 54,630 38.7 65.9 
8.00 36,638 56,326 38.7 64.5 
Motalenumbenmorel eStcer merrier 74. 
0.31 per cent. Carbon. Tested in Full Size. 
3.00 Peet all Se xoncconid 71,928 24.2 oe 
6.00 } ee ea 72,900 23.6 segtes 
0.81 42,290 67,535 26.0 44.3 
0.875 43,417 68,940 25.5 55-3 
3.00 t 41,770 66,060 23.5 49.0 
3-75 43,430 72,333 28.0 44.4 
6.31 43,762 70,600 25.6 52.1 
0.750 40,050 64,000 2007) 55-6 
t.20 41,010 65,500 30.5 59.0 
1.36 2 39,560 65,120 29.0 Sone 
Po 41,910 66,170 30.0 56.0 
2.50 42,600 64,799 30.1 57.8 
3.00 41,580 64,540 21.0 5227 
0.875 ) 38,557 64,600 Bere 57-5 
1.00 | Bry RT 64,973 Bons 52.8 
3.00 1} 50,100 68,560 24.0 ote 
6.00 | 49,870 70,300 25.0 renee 
8.00 44,543 66,576 32-5 54-7 
I.00 \ ik 35,600 63,146 2258 5208 
8.00 40,650 64,370 B3nr 51.9 
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Diacram JI, 


Effect of Speed on Strength of Steel in Tension. 
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Tas_e III. 
Bar STEEL. UNANNEALED. 
0.45 per cent. Carbon. Test Section. 4 in. diameter. 
5 soaps te Tensile : : 7 
igi E Limit. El t: Reduction — 
Speed per | Ovging! Size | Blagic Limit.| surength. | PIE” | Tt Ace 
in in. Diameter. per sq. in. per sq. in. Per cent. Per cent. 
0.18 ‘| 65,7890 97,500 24.6 42.2 
1.375 63,240 99,480 Zieh 43.2 
3.00 sists 9 dame os 96,920 25.8 aaa 
4.875 65,680 104,240 26.1 43-0 
6.00 Ye sete 98,660 26.2 see 
0.267 57,060 96,435 19.3 42.1 
DGS me ol | pratensis 99,978 20.8 45-4 
nen a = yile eer Bee: 99,700 SNe 
0.267 555930 97,220 
SE OP Re ee) nee Rorceerc 98,370 Sioez Se 
1.84 ee econ 98,300 19 42.8 
als | Seavees 97,420 2033 46.1 
Reale aay |, Migs er 98,350 19-5 43-5 
Total number of Dests....--=--- 03. 
0.60 per cent. Carbon. Test Section. 4 in. diameter. 
0.267 80,100 137,470 
1.84 Sane AN acne 144,510 
Meare Wa) Ne sia oe 139,320 
0.267 76,780 134,850 
iP ee coc 132,500 
TCAs 1 ee tecnciemer: 132,610 
ey |B SS Wy etek 132,500 ists ae 
0.207 7 67,640 131,410 10.6 22.2 
soe Me SAR Goo 133,200 ie = aoe 
1.84 Te 73,470 Teg 2822.0 9.6 23% 
aise Ml eee) eS oc 133,250 10.3 23.6 
(nee Be I etic sos 142,670 10.8 19.5 
Total number of iT ectea <M one 80. 


AVERAGES OF ALL THE ABOVE TESTS. 
Pounds per square inch. 


Speed per Carbon Carbon 

Minute. 0.45 per cent. | 0.60 per cent. 
0.18 HigsoO, | eecoe ae 
0.267 96,820 T3352 
Tie) 98,370 132,850 
Tess 99,480 | --.--- 
1.84 98,300 132,422 
2.75 98,690 134,760 
3.00 96,920 | ...+--- 
4.12 99,050 142,675 
4.875 ine ley | So ooo & 
6.00 ©; 00ONN: Nie rr 
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Diacram III. 


Effect of Speed on Strength of Steel in Tension, 
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with increase of speed due to the change of chemical elements. 
What really does take place, therefore, is simply a slight conden- 
sation of the metal in a purely mechanical way without impair- 
ment of ability to flow. This slight condensation of the metal, 
due to the sliding over each other of the particles, produces a 
slight increase of strength without diminishing of ductility, this 
slight increase of strength being the last stage of the metal before 
rupture takes place. The correctness of the above reasoning is 
demonstrated by the results of tests. With .60 per cent. carbon 
steel bars we have an average tensile strength of 134,850 pounds 
with a quarter-inch speed and a tensile strength of 132,500 pounds 
with a four-inch speed in the same bar. With .45 per cent. carbon 
steel we have in one series a tensile strength of 97,500 pounds 
per square inch at a speed of .18 of an inch and 24.6 per cent. 
elongation and 96,920 pounds and 25.8 per cent. elongation at a 
speed of 3 inches per minute. The average of 93 tests of .45 
per cent. steel is 97,500 pounds at a speed of .18 of an inch and 


98,660 pounds at a 6-inch speed, or only 1,100 pounds more, 


while at a 3-inch speed it is actually less. With the .15 per cent. 
carbon steel we have, with the ?-inch bar, 61,900 pounds with the 


.8-inch speed and 62,900 pounds, or only 1,000 pounds more, ~ 


with the 6-inch speed and 1.6 per cent. elongation more with the 
fast than with the slow speed. With the r}inch bar of .15 per 
cent. carbon, tested at full size, we have an increase of 1,400 
pounds from a 4-inch to an 8-inch speed with a decrease in elon- 
gation of 2 per cent. while with the 14 inch, .15 per cent. carbon 
bar, tested in full size, we have-1,700 pounds difference between 
1 and 8 inches and no difference at all in elongation. With the 
.31 per cent. carbon bars we have the same phenomenon, a 
slightly increased strength at the eight-inch speed, and in three 
instances, a higher elongation at the fastest speeds. In the hard 
tire steel we have 115,500 pounds and .20 per cent. elongation 
at a speed of .0138 of an inch and 114,750 pounds or less by 800 
pounds and .1g per cent. elongation at a speed of 62 inches. 
Taking all these facts and the non-applicability of the allotropic 
theory into consideration your Committee on Uniform Speed in 
Commercial Testing recommends the adoption, by the Society, 
of a maximum speed of three inches per minute for steel of the 
forging grade, where a 2-inch section is used, and a maximum 
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speed of six inches for steel of the boiler grade where an 8-inch 


~ section is used. 


The Committee feels justified in saying that within these 
limits the results of tests are safe and reliable at the present stage 
of the steel making. 

Concerning the taking of the elastic limit the committee is 
of the opinion that there should be an agreement that in commer- 
cial testing the elastic limit should be taken with the dividers 
at a slow speed to secure approximate reliability and uniformity 
of results. The thanks of the Society are due to the authorities 
of the steel works and universities who, with a highly appreciable 
courtesy and cordiality assisted your Chairman and the Committee 
to enable the presentation of this report. 

Submitted on behalf of the Committee, 


PAUL KREUZPOINTNER, 
H. V. WILLE, Chairman. 
Secretary. 


Mr. Lanza, 


Mr. Kreuzpoint- 
ner. 


Mr, Snow. 


DISCUSSION. 


Mr. GaETano Lanza.—I notice that Mr. Kreuzpointner 
says in the report that in determining the elastic limit, in order to 
secure uniformity, we should use a slow speed. I should like to 
ask what he finds as the upper limit of that slow speed, whether 
the committee fixed on any definite speed that should not be ex- 
ceeded, in determining the elastic limit. 

Mr. PauL KREUZPOINTNER.—From the deductions I am 
able to make from the work of the twelve laboratories, I would 
say that a 4 or ¢ inch speed should be the maximum in taking the 
elastic limit. A faster speed is liable to lead to error. However, 
the committee 1s not prepared to offer any conclusive evidence or 
definite suggestion on that point. 

Mr. J. P. SNow.—In view of the records shown by the com- 
mittee on the diagrams, especially for the o.15 and 0.31 carbon 
steels, and in view of the great irregularity of the elastic limit 
observed for any speed which is reasonable for commercial testing, 
it would seem to me that it is entirely useless to determine that 
feature of the material. It may be remembered that with the 
specification for material adopted by the Railway Engineering and 
Maintenance of Way Association, the clause is inserted “The 
yield point shall be recorded.” There is no specification for 
elastic limit or yield point—which a good many claim to be the 
same thing—because we deem it useless to record something that 
is not true. We did say that it shall be recorded, but that was a 
concession to those who still believe that the elastic limit ought to 
be found. But my contention is that it does not determine any- 
thing; and it seems to me that the experiments on record here, and 
these diagrams, go to prove that. You have got something, but 
what is it? It varies, it is not reliable, and it seems to me we are 
simply deceiving ourselves by pretending to know what the elastic 
limit is when it is determined in the ordinary way in commercial 
testing. The speed which Mr. Kreuzpointner recognized as 
fairly safe for really determining the elastic limit, } or 3 inch speed 
per minute, is probably altogether too slow for ordinary commercial 
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testing. In fact, he recommends, as I understand his TEpoOrt wa 
speed of 3 inches, which is all right for elongation and ultimate 
strength. Now it seems to me that it would be in the line of 
reason and good practice to eliminate the record of the elastic 
limit from our ordinary commercial testing of structural steel. I 
won’t say anything about the higher carbon steels. 

Mr. KReEvzPoInrNER.—In confirmation of what the pre- 
vious speaker has said, in our observation during the past twenty- 
five years, as well as those of other laboratories, I was always 
impressed with the unreliability of the drop of the beam as a 
determination of the elastic limit. I personally cannot recom- 
mend it, since I do not consider it in any way reliable. The 
dividers are more reliable if the test is made at a slow speed. 

Mr. Epcar Marsurc.—It seems to me that it would be 
rather a radical step to abolish the finding of the yield point 
altogether. It is undoubtedly true of structural steel as now made, 
in which the range of ultimate tensile strength is quite moderate, 
that under a specification which provides that the yield point shall 
be at least half the ultimate strength; that requirement is easily 
met, for the yield point is almost invariably higher. Again, 
while a speed of 4 or ? inch per minute is very low for commercial 
testing, in general, it is to be borne in mind that the total deforma- 
tion, below the yield point is so exceedingly small, amounting to 
about 0.01 in. ina gage length of 8 inches, and that even after mak- 
ing due allowance for the slipping of the grips, it is a question of 
only a very short space of time. And if a change be made to a 
higher speed, beyond the yield point, it does not seem that it will 
retard the operation greatly to determine the yield point. But to 
omit finding the yield point is a sort of tacit admission that the 
elastic limit or yield point is not the life limit of the material. 
It should surely be found for the higher carbon steels and special 
steels, where the relation between the elastic limit and ultimate 
strength is not as definite as in the case of structural steel. But 
even in the case of the latter the objection on the ground of the 
addition of time in testing seems to me amounts to very little, in 
view of the fact that the proposition is to use that speed only up to 
the yield point. 
~ Mr. Lanza.—In the report, I think the word “elastic limit” 
is used almost exclusively. I should like to ask whether the 
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remarks as to speed were meant to apply simply to the elastic 
limit, or equally to the yield point, or if any distinction was made ° 
between the two. 

Mr. KREvUzZPOINTNER.—I recognize very well that the neces- 
sity for rapid work has increased to such an extent that we have 
to waive accuracy in one way or another; and if the engineer is 
satisfied, then of course the manufacturer ought to be satisfied. 
The engineer should never deceive himself, however, by thinking 
that he gets what he wants by the drop of the beam. I have 
made hundreds of tests in that way, with the drop of the beam and 
the dividers. There is always an increase, or rather an excess 
error, Of 4,000 to 6,000 Or 10,000 pounds for the drop of the beam. 
Commercial considerations, and the engineer’s calculations, may 
permit of such a variation, but speaking from a scientific stand- 
point the elastic limit taken by the drop of the beam is not to be 
recommended. 

Mr. Mansrietp MERriman.—In recent years the demand ~ 
for rapidity in testing has sometimes resulted in omitting the record — 
of elastic limit or yield point. This appears to be a step that is 
decidedly in the wrong direction, in fact, in a dangerous direction. — 
The reasons assigned for this practice seem to be that it is difficult — 
to obtain the elastic limit by means of dividers, and that there iS 
more or less uncertainty in the determination of the yield point by | 
means of the drop of the beam. But we should not lose sight of | 
the fact that both of these things are matters of importance, and also 
of the fact that elastic limit and yield point are different things, ~ 
so that the record of the latter does not give decisive information 
regarding the former. It is certainly to be desired that the record 
of a tensile test should include all information possible to be ~ 
derived from it regarding the material. This result cannot be | 
secured unless an automatic-autographic apparatus is attached to 
the machine, whereby a diagram may be drawn for each specimen. 
A fully reliable and convenient apparatus of this kind, requiring 
little skill in its operation, has not yet been devised. It is hoped — 
that efforts in this direction may be made, at least for steel speci- 
mens, the object kept in view being to draw a diagram on a card 
for each tensile test which shall furnish a complete record regard-_ 
ing modulus of elasticity, elastic limit, yield point, elongation, » 
ultimate strength, and the work expended in the rupture. 
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Mr. W. C. Du Comps, Jr.—Representing a manufacturer of 
testing machines, I would say that the difficulties of obtaining an 
apparatus which can be placed on every test piece seem to be 
insurmountable. The time occupied in fastening the autographic 
device to the specimen prohibits its use for practical testing. 
Many machines used in technical schools are provided with an 
autographic or diagram apparatus, and a number of tests are made 
using this apparatus; but it seems impossible to obtain an instru- 
ment with which the yield point can be definitely taken and auto- 
graphically recorded for commercial testing. In fact it seems to me 
that Committee O is asking too much of the steel manufacturers 
to require a pair of dividers to be used to determine the yield point 
of every specimen. 

An important question is that of standard speeds on testing 
machines. It would be desirable for testing machine manufac- 
turers to have an expression of opinion from this Society as to the 
speeds for which a testing machine should be desired. Committee 
O recommends a maximum speed of 6 inches per minute at the 
present time. Evidently this is one speed; now if such other 
speeds as are required are given, the manufacturers can build all 
commercial testing machines with the speeds specified and a 
uniformity of speeds on commercial machines will be obtained. 
If a faster speed than 6 inch per minute is to be required in the 
near future, it would be desirable to specify the same so that 
commercial machines can be made accordingly. 

At the present time few testing machines have been built which 
will pull to the capacity of the machine at 6 inches per minute. 
There are some machines that will pull to 20,000 pounds and pos- 
sibly 30,000 pounds at 6 inches a minute, and to 50,000 pounds 
and 60,000 pounds at 3 inches a minute. 

T should like to ask if Committee O has made any tests of 
wrought iron bars showing the effect of different speeds in testing 
such bars. 

Mr. KREUZPOINTNER.—During the next year the Committee 
intends to take up the question of the influence of speed on wrought 
iron, especially staybolt iron and the finer grades of iron as used 
now. However, from the experience your Chairman had in testing 
hundreds of thousands of tons of iron during the last twenty-five 
years, the question as to the influence of speed has come up several 
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times, and it is really not very much. From what I know on the 
subject, I am of the opinion that it is not any more important, if as 
important, as the influence of speed of testing in the case of steel. 
But the Committee hopes to present something more definite at the 
next annual meeting. 

I may add that in investigating such questions, I have found, 
personally speaking, that we have to consider change of physical 
qualities rather than the chemistry of steel in this question of speed. 
The heat evolved while a test piece is being broken, I have never 
found so great that I could not hold the broken piece in my fingers 
without causing pain. I do not think there is an engineer at this 
meeting, or in the country, who would be willing to assert that such 
a low degree of heat, effective during such a short interval of time, 
as is necessary to pull a test piece, will change the chemical elements 
of the steel to a degree as to harden the material to any appreciable 
extent. Consequently, waiving this point, we have to fall back upon 
the increase in density, caused by the sliding of the crystals over 
each other, as the source of increase of strength, of what little in- 
crease there is, due to testing at the highest speed used by the com- 
mittee. Considering the structure of steel we can readily see that 
in this question we have to deal with a physical condition and 
not with a chemical change. 

If the crystals, of which steel is composed, are soft, individually, — 
and the matrix, or so-called homogen iron, in which the crystals 
are imbedded, is also soft, we have a “mushy” steel of low strength 
and high ductility and no increase of strength at high speed of 
testing, because of lack of resistance and density while the metal 
is forced to flow. 

If the crystals are hard and the matrix soft, the crystals will 
interlock, when sliding upon each other, but will not readily crush 
upon each other, but rather pass each other for lack of a supporting 
medium. 

But if both the crystals and the matrix are of comparative 
hardness, then there will be maximum resistance with consequent 
maximum density and increase of strength of steel under pull. 

Thus we find in the varying structures of steel an explanation 
of the slight increase of strength with harder steels, and no increase 
with softer steel, at high speeds. While it is admitted that we can 
destroy the temper of a razor by continued heat, lower than boiling 
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water, yet in ordinary testing we are neither dealing with such fine, 
nor tempered material, nor long intervals of time. 

Moreover, at the present day nearly all structural steel is of 
the basic kind and I believe it has been admitted that the structure 
of basic steel is more open than the structure of acid steel, hence 
will not become so dense while it is being tested, and therefore is 
less liable to attain higher strength with high speed of testing. 
Hence, if we ignore the question of heat producing chemical 
changes, and consider the question of increase of strength, due to 
high speed, merely from the physical standpoint, we come nearer 
to the solution of the problem. 

Mr. Du Coms.—I should like to move that the Executive 
Committee be requested to consider the desirability of instructing 
Committee O to recommend standard speeds for testing machines. 

Testing machine manufacturers can change their machines to 
obtain such speeds as may be recommended without any trouble, 
the only change required being in the gears. It appears to me that 
it would be better to take this matter up now than later on, so 
that in the near future an inspector can go into a testing laboratory 
and say, “I have pulled material of this kind at such a speed, and 
therefore I want to use that speed now.” Why not fix a standard 
of speeds as soon as possible instead of delaying till more machines 
are in use, all having different pulling speeds. 


Mr. Kreuzpoint- 
ner. 
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REPORT OF COMMITTEE P ON 
FIREPROOFING MATERIALS. 


In accordance with the outline proposed at the last Con- 
vention, your Committee has collated all the available informa- 
tion regarding fire tests on floor constructions both in this 
country and in England. 

Altogether sixty-three tests have been made in this country, 
of which we have more or less complete record. The detailed 
information regarding these tests is presented in the tables 
accompanying this report. This information is as complete as 
is possible to secure at present, and is obtained from the most 
authentic sources. 

It will be noted that in several instances no information is 
given except the time and place of the test. In these cases no 
recorded information was obtainable. These tables represent 
the sixty-three fire tests made in this country, and seventeen in 
England. 

The tests in America were all made under the super- 
vision of the building authorities in New York City, though some 
of them were made in conjunction with the building authorities 
of Philadelphia. The English tests were all made under the 
immediate direction of the British Fire Prevention Committee. 

From a careful study of this data, the Committee would 
suggest the following outline of a standard test for fireproof floor 
constructions, with the hope that the same will bring out criticism 
and discussion in regard to these several provisions, so that at the 
next Convention the Committee may be prepared to submit a 
specification. 

The test structure may be located at any place convenient to 
the applicant, where all the necessary facilities for properly con- 
ducting the test are provided. 

The test structure may be constructed of walls of any 
material not less than twelve inches thick, properly buttressed 
on all sides. 

The floor construction to be tested shall form the roof of the 
test structure. 
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At a height of not less than 2 ft.6 in., nor more than 3 ft. 
above the ground level, a metal grate, properly supported, shall 
be provided, covering the whole inside area of the building. 

In the walls below this grate level, draught openings shall 
be provided, as many as possible, furnishing openings with an 
aggregate area of not less than one square foot for every ten square 
feet of grate surface. Means for temporarily closing these open- 
ings should be provided. 

In the wall, immediately above the grate level, a firing door, 
3 ft. 6 in. by 5 ft. high, must be provided in the side of the build- 
ing at right angles to the floor beams. A second door must be 
added when the span of the floor slab under test exceeds ten feet. 

Flues should be supplied at each of the corners, and oftener 
in case of a test structure exceeding 250 square feet of grate sur- 
face, with sufficient opening to insure a proper draught, securely 
supported and disposed at the sides of the structure in such 
manner as not to rest on the floor under test. In no case should 
a flue area be less than 180 square inches. 

The horizontal dimensions of the test structure will depend 
upon the number and the span of the systems under considera- 
tion. The clear span of the floor beams is to be 14 ft. The 
distance between floor beams, or span of slab, may be varied 
according to the design of the system to be tested, and should be 
as near as possible to usual practice. The underside of the con- 
struction under test must be not less than 9 ft. 6 in. nor more 
than ro ft. above the grate level. 

The construction to be tested should be designed for a work- 
ing load of one hundred and fifty pounds per square foot, and no 
more. This load to be uniformly distributed without arching 
effect, and to be carried on the floor during the fire test. 

The floor may be tested as soon after construction as de- 
sired, but within forty days. Artificial drying will be allowed 
if desired. 

The floor is to be subjected to the continuous heat’ of a wood 
fire, averaging not less than 1700° F. for four hours. 

The heat obtained shall be measured by means of standard 
pyrometers, under the direction of an experienced person. The 
type of pyrometer is immaterial so long as its accuracy is secured 
by proper standardization. The heat should be measured at not 
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less than two points when the main floor span is not more than ten 
feet, and one additional point when it exceeds ten feet. ‘Tempera- 
ture readings at each point are to be taken every three minutes. 
The heat determination shall be made at points directly beneath 
the floor so as to secure a fair average. 

At the end of the heat test a stream of water shall be directed 
against the underside of the floor, discharged through a one and 
one-eighth inch nozzle, under sixty pounds nozzle pressure, for 
ten minutes. 

After the floor has sufficiently cooled the load on the same 
shall be increased to six hundred pounds per square foot, uni- 
formly distributed. 

The test shall not be regarded as successful unless the follow- 
ing conditions are met: No fire or smoke shall pass through the 
floor during the fire test; the floor must safely sustain the loads 
prescribed; the permanent deflection must not exceed one-eighth 
inch for each foot of span in either slab or beam. 

Respectfully submitted on behalf of the Committee, 


Ira H. WooLson, 
Re Pa MILLER, Chairman. 
Secretary. 
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Sept. — | 
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r | | \ are ereiateders ange of one beam ” 
gears cement construc- | June | | CoE sq. ft. exposed. crete “lightly Ns ree 
Stone concrete. ie Ae 6" leewecoe washed; otherwise in good 

is lees |rstreeeleeeeeeeelenes on'all pee aae si ao Meneare emesis crisiere' oth shape, 
CoLuMBIAN | | | | \" 3 wieleyolaigie'e| (aisistesiataions x 
Sheneen eta | July | | ; | : PO I rn ee . SOS one nninnnnriry se eeeeeeee .-| No action. 
| rs’ | ‘a4! 14’ Brick. , < | 
1903. | | | | 10 I 6 | 16’x16” 6’ Brick, 150 a 
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9 | 14 | 14’ | gal “ , | : 
1903. | | 10 I 4 | 16’x16" 6’ cs 150 | 
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Cinder concrete. | July | | | | | | | | Sq. ft ee *” ~ 
: 3%, | 34! o | we | ay | a ‘ | at 
1903.| | Ce acgeeiice stalaivatlnil\eisinia/etaieis 2 hrs. 
Witte. | | | 30 days] 5 min.| t7x5° A “ ae @ WY Collapsed. 
Cinder concrete | Aug. | | | | | sq. ft oa None. esseoef 0 8 i seees Failure. 
Slab and lintels, | 0, | 34? | 3/-6" | 24’ r ie far! | | | ni ; 
: 1903 | | = ORGES EL O eC, San 4 | X53h0 |... css «|Concreta.|ss d | 150 | 
INTERNATIONAL, | | | =taa rss days) 4 ots. /'x770° 2 i Peal bBaeeor 55 rh” | oe | Plaster nearly all gone. Con- 
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Canuutan. | By YS| ¢ min, | 2720! 7 “ pera eee Ga “aye See: Cogerste piece Senaan gone. 
lovetailed sheet metal ct. sf | | sq. ft | ae crete washed, but no metal |....... uu 
i 10, 16" ’ ‘ a sq. ft. fabri 
Slag concrete. | ae 14 a/-6' 14 6" 9/6” 7 fal stxre” lems ee “ on ae i56 ic exposed. 
Reinforced cement construc- | Nov. 1 Rati i sa. ft i Maman 
no ; : ees 2 [ 
Stone concrete. | fe o 16-8" | 4-4" | 20° 3/ ie 9-6” - BT eee" ; re | Failure. 
2 reinforced co: + | Fy ne ee ae I) ME | edema |) NR he Bees oe ; 8 days! TS. + Iso Q 
Steel bar reinieene en dere, | NBs vaepresstan | IS 2 Per> leases aah rc | 14” pee Sates Rocgreta Pitted, exposing some 
re | | sq. ft. | | sq. ft. eS hei quae Rods ex-'|.......| Approved. 
Bea ne flat arch, | pias 6 . | | . shel 
einforced with : Riieratstae she 14 1a’ “ 16" | 1590 | 
peat woven wire, | 1903. | Cea Nercscal|. 4 25 sonal ae “ i! res erry P Here tBricks| eee eee | £08 Bae Plaster nearly all gone, Tile. 
| | | | 3 sq. ft. Dol aed | 9 covering of beams off. L . 
Ciiw | | | sq. ft. part of two til paket Coon 
Cinder psa: | Dec. | | | les gone, 
Steel wire reinfo. WEA eter inl) Se hai cenc 14’-2” cI 
tel wire reinforcement. | 1993. + cesses] & IW fielwicnvicn}a senna “40 days) see lxyxae| i | 150 : ll wae. Plaster entice! Co | 
| | | | in, per Pig. 60 1} ese entirely gone. merete 
| | per Pig. | 
ag st pl concrete. | Dec. | | es sy | | sa. ft | - someon het nae 3” ¥ 
Steel wire reinforcement, Teck | 14/—2" (CQ orpasse ere “ , 3 A ’ | | | | | | | 
agit | 4 eejenvie|! | XOMMPMEM |) o\ees arelera aeeecee a od | 2 | 150 | | 
all | 4 a 4hrs.| 1783° A ‘ Serene 60 Were eee a eae all gone, and concrete | 
see a | | | a cbt, "| aie aly" ko sorting 
' | , ” j | ise ii ep os 
Dovetailed metal centering. | So 14’ | [2’-6' KA Ol" * 9/-6" I 4 | 15x15” |oee sees 1 is:days| 4 bre. at 150 | } Bergan Soca contin: 
Expanded metal. 5 min, | 777° 2 | oper Hive] 60: ere B00 Plaster all off, exposing metal, 
Tap concrete. June} > ike ‘ | sq. ft. | 7 som, |'171'| Floor cracked along beams. §| 1,4” ah 
Expanded steel reinforcement, | coph (ie oo | eee - ont. | may wag 28 days) 4 brs. | 1739° 5 be 5 as 
; | ‘ 150 | 
EXcELsIor per | Pj 6 | sa" 600 Large crack in ceili 
Ci 0 July Ke ea” oO |) at per Pig. ceiling. Ex- 
inder concrete, 14, | 14! o 14/ se * aoa | sq. ft. pees metal hanging. Test | sys” | Failure. 
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Taste I.—FIRE TESTS MADE BY THE BRITISH FIRE 


Kind of Floor 


3 steel joists and coke breeze concrete. 


4 parallel steel joists, filled in with concrete on 
corrugated iron; with a suspended ceiling. 


Concrete floor supported by 3 steel I beams and 
expanded metal with suspended expanded 
metal ceiling. 


Concrete floor laid on 4 I beams and terra 
cotta wired lathing, with suspended ceiling of 
the latter. 


Same as above. Ceiling replastered. 


Reinforced concrete floor with 2 steel joists. 


Concrete floor reinforced by 2 I beams, with a 
suspended ceiling of metal lathing. 


(3 blast furnace slag. 
| 2 clean sand. 
1 cement, 


3 broken brick. 
2 clean sand. 
I cement. 


3 broken granite. 
2 clean sand. 
| xricement, 


5 burnt bailast. 


Cement concrete I cement. 


floor, made in 7 
bays with various 
mixture of con- 


crete. 5 coke breeze. 


I cement. 


3 furnace cinder. 
2 clean sand. 
I cement. 


3 Thames ballast. 
|? clean sand. 
ee! cement. 


# steel I beams and coke breeze concrete. 


a broad flanged beams and Thames baliast con- 
crete, reinforced by light steel joists. 


# broad flanged beams and clinker and coke 
breeze concrete, reinforced by light steel 
joists. 


Floor Construction. 


Test Structure. 


Span 
Beam. 


Span 
Slab. 


Area 
Sq. Ft. 


Length. 


Width. 


Walls. 


Thick- 


ness, | Material. 


Height 
Floor. 


Firing 
Doors. 


Draught 
Holes. 


Age. 


seectoe 


10’ 


ro” 


10’ 


RSG 


2/-6" 


eee ccee 


ee eccee 


3/-4" 


100 


100 


100 


100 


Io0o 


I0o 


222 


seeoeesls 


77 


334 


10’ 


10/ 


10’ 


10’ 


22/3” 


22/~-4” 


eoeeeel> 


eee ceeolere 


10’ 


10’ 


10’ 


10/—2” |, 


(a 


ole eeccee 


Stock brick, 
lime and 
mortar. 


ecco eee 


eeeceee 


i 


8’ 


7/-6" 


ie 


y/-5" 


8’—0” 


7-11" |, 


8/3" 


se ecoeele 


eoeceee 


9/-6” 


8’-1” 


None. 


eee eeee 


ee cess 


eee ccoe 


ee eeccee 


24 


24 


24 


24 


24 


24 


48 


22 


eeeecceeels 


eeceeceels 


30 


6 wks, 


3 Mos, 


6 wks. 


10 day 


2 mos. 


2 mos. 


40 day: 


EVENTION COMMITTEE ON CONCRETE FLOORS. 


PLATE |. 

Proc. Am. Soc. TEST. MATS. 
VOLUME VI. 

Report OF COMMITTEE P. 


Fire Test. 
ura- | Temp Spas ae ese tes Water | Size |Time of Results. 
on op Fuel. Pres- | Nozzie.| APpli- 
ire. “ |No.| Location. Am’t.| Kind. | Area. | sure. cation. 
; Pounds i: Pounds 2 

Through 168 : Two outer bays collapsed, so test 
hr. meee Aulewallsihee ll Gace per | Bricks.| 9/x9’ 20 4” | 2 min. was stopped. Badly deflected. 
Sete] ee neath floor. Saas 

168 Suspended ceiling fell down. Fire 
hr. SI) “ ao per es 9/x9’ 20 4” | 3 min. did not go through floor. 
min.| 2010 Bante: 

140 : Suspended ceiling fell. Floor 
hr. ST hs U3 fs per |Pigiron| 9/x9’ |40 to 20 4” | 3 min. slightly disintegrated on lower 
min.| 2400 sq. ft. side. : 

6 150 : Plaster off suspended ceiling. 
hr. 00 | 5 “ “ per |Bricks.| 9/xo’ 25 4” | 2 min, Floor uninjured. 
min 2000 sq. ft. 

150 c Plaster off suspended ceiling. 

es 400 | « ra “ mee “ 9/xo’ 25 $” =| 2 min. Floor uninjured. 
1950 sq. ft. 

168 ‘ Two-thirds plaster off. [Floor 

ibeaS 500 | ¢ “ zs per as 9’x9’ |25 to30 % 3) mn. uninjured. 
2300 sq. ft. 

200 c ._ | Few cracks; floor otherwise in 

ie 500 | o “ ss per ss 24/x8! 20 } 2 min. in good shape. 
Ore! Sq. ct» 
224 5 E Practically flat underneath; 
hrs SOCaITO a “ per “ A cosa Og ¥ 3 min. cracked across top in two 
ere) sq. ft places. 
Curved downward. Cracked 
Salle aoSond| OOo Anosade afer suzisteta\| (otatete an Visatere|| steer sis/er across top in three places. 
Curved downward about 4}. 
oat Bielllceteters SOO) . sia teece sial|taleleieis,e¥allte:, © epaterere| eve About 1” washed off surface 
5 in one part, and more or less 
all over. Three cracks on top. 
Curved downward about }” on 
eetsiltaeaucte atoll reveretes crete S08 syelsiece ei|| ee b see ve bottom. About 3” washed off |- 
surface in one part, and more 
or less all over. 
Flat underneath. About 1” 
Wieiteis |e ec sc06 || 010 eile 4 lo sse.eis6)s]| 6 esis © ailmiieceia(eil (alate a[alelsilsel oe wieiaishellislene ° ee washed off surface. No cracks 
ontop. Top not curved. 
Flat underneath. 
Curved downward about 1}. 
soe Ce cce el evel eccccccsocle secs : os oe a obisee elciee ese siete oe en etaikers Several bad cracks. Surface 
very badly damaged all over. 
Through ._ | Concrete disintegrated for about 
| hrs, 500 | 5 | walls be-| Gas. | None. |.......|....06./15 to 20 4” | 2 min. three-fourths = an inch. Oth- 
neath floor. erwise sound. 
80 i 
60 ; 2 . | About one-third of floor fell. 
hrs, fies 5 ° ss DES) | |BLICKE! oy ereierncs lelerera siete 279s mins Lower flanges of beams ex- 
sq. ft. posed. Floor badly damaged. 
280 Few small cracks. Floor other- 
oo “co “ o ¢. * 5 ¥ 
| hrs, ae 5 per : seseecsleceesee| 4" | 5 min.| Wise in good shape. 


sq. ft. 


Deflections. 
Begin- |At End After 
ning of of Water 

Fire. | Fire. 
R+1}"| 10.5” | 12.” 
M-+1"| 6.25” | 22.75” 
Oe oe a es 12.25” 
I+27” 
1143" 23" eee eewe 
Lo 
ak A OOOO rr ine 
Ri” 
APO REEA Oa OO IG rh! 


ees oe as 


wee eew ele eeeree 


ee eesecleeereoe 


sere soclese esos 


see etee 


wee oree 


eee eooe 


eee ceee 


REPORT OF COMMITTEE Q ON 
STANDARD SPECIFICATIONS FOR THE GRADING 
OF STRUCTURAL TIMBER. 


The following is submitted as a progress report of Com- 
mittee Q on the Standard Specifications for Grading of Struc- 
tural Timber: 

In view of the large scope of the work entrusted to this Com- 
mittee it was agreed that the Committee confine its work for the 
present year to a collection and illustration of standard defects 
occurring in structural timber, with particular reference to yellow 
pine and Douglas fir, with a description of these defects, and a 
study of the present knowledge concerning influence which 
these defects have on the strength of timber. The work of the 
Committee has furthermore been directed towards the con- 
‘sideration of what shall be considered structural timbers. The 
following is submitted as a progress report for the purpose of 
discussion: 


I. 
DEFINITION OF STRUCTURAL TIMBER. 


By the term ‘Structural Timber” the Committee under- 
stands all such products of wood in which the strength of the 
timber is the controlling element in their selection and use. The 
following is a list of products which are recommended for con- 
sideration as structural timbers: 

Trestle Timbers.—Stringers, caps, posts, mud sills, bracing, 
bridge ties, guard rails. 

Car Timbers.—Car framing, including upper framing; 
car sills. 

Framing jor Buildings.—Posts, mud sills, girders, framing, 
joists. 

Ship Timbers.—Ship timbers, ship decking. 

Cross Arms for Poles. 

It was recommended to omit for the present the following 
products: Railway ties, poles, piling, car flooring, mine props. 

Acknowledgment is made to the Engineering Record for the cuts used 
in this paper.—Ebp. 
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The following products were not considered to come within 
the work of the committee: Vehicle woods, tank stock, packing 
box material. 


Il. 


STANDARD DEFECTS. 


The standard defects included in the following list are mostly 
such as may be termed natural defects, as distinguished from 
defects of manufacture. The latter have usually been omitted, 
because the defects of manufacture are of very minor signifi- 
cance in the grading of structural timber: 

1. Sound Knot.—A sound knot is one ehh is solid across | 
its face and which is as hard as the wood surrounding it; it may 
be either red or black, and is so fixed by growth or position that 
it will retain its place in the piece. 5 

2. Loose Knot.—A loose knot is one not firmly held in place ~ 
by growth or position. 

3. Pith Knot.—A pith knot is a sound knot with a pith hole 
not more than } inch in diameter* in the center. 

4. eee Knot.—An encased knot is one which is sur-_ 
rounded wholly or in part by bark or pitch. Where the encase- i 
ment is less than 4+ of an inch in width on both sides, not ex- i 
ceeding one-half the circumference of the knot, it shall be con- 
sidered a sound knot. : 

5. Rot.en Knot.—A rotten knot is one not as hard as the™ 
wood it is in. 

6. Pin Knot.—A pin knot is a sound knot not over 4 inch” 
in diameter. 

7. Standard Knot.—A standard knot is a sound knot not 
over 14 inches in diameter. 

8. Large Knot. A large knot is a sound knot, more than- 
14 inches in diameter. 

9g. Round Knot.—A round knot is one which is oval or Cit- 
cular in form, 

10. 5 bike Knot.—A spike knot is one sawn in a lengthwise 
direction; the mean or average diameter shall be considered in 
measuring these knots. 


* Measurements which refer to the diameter of knots or holes should 
be considered as referring to the mean or average diameter. 
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11. Pitch Pockets.—Pitch pockets are openings between 


_ the grain of the wood containing more or less pitch or bark. 


These shall be classified as small, standard and large pitch pockets. 

(a) Small Pitch Pocket. A small pitch pocket is one not 
over } of an inch wide. 

(6) Standard Pitch Pocket. A standard pitch: pocket is 
one not over 3 of an inch wide, or 3 inches in length. 

(c) Large Pitch Pocket. A large pitch pocket is one over 
g of an inch wide, or over 3 inches in length. 

12. Pitch Streak.—A pitch streak is a well-defined accumu- 
lation of pitch at one point in the piece. When not sufficient 
to develop a well-defined streak, or where the fiber between 
grains, that is, the coarse-grained fiber, usually termed ‘Spring 
wood,” is not saturated.with pitch, it shall not be considered a 
defect. 

13. Wane.—Wane is bark, or the lack of wood from any 
cause, on edges of timbers. 

14. Shakes.—Shakes are splits or checks in timbers which 
usually cause a separation of the wood between annual rings. 

15. Rot, Dote and Red Heart.—Any form of decay which 
may be evident either as a dark red discoloration not found in 
the sound wood, or the presence of white or red rotten spots, 
shall be considered as a defect. 


Tir. 


STANDARD NAMES FOR STRUCTURAL TIMBERS. 


As indicated in the report of the Committee for 1905, one 
of the most important matters for consideration will be the adop- 
tion of a series of common names which shall be regarded as 
standard for structural timbers. The rapid introduction into 
the Eastern States of Pacific coast woods with names similar 
to those hitherto used by architects and engineers from eastern 
sources has brought about much confusion. In considering 
this subject the Committee has endeavored to select names which 
shall be as nearly as possible in accordance with the trade names 
most universally employed. Attention is called to the fact, 
however, that it has been the object of the Committee to give dis- 


132 Report oF CoMMITTEE Q 


tinctive names to woods which have distinctive characteristics. 
The term “White Pine’ may be taken as an example. White 


pine as ordinarily used in the lumber markets, up to within a_ 


few years, meant a soft white pine which for half a century or 
more came from Maine, Michigan, Wisconsin and Minnesota. 
White pine, to the majority of manufacturers and users, of the 
Mississippi valley and eastward, still means this timber. Of 
late years a form of pine has come from Idaho, which is sold under 
the name ‘White Pine; and another kind of timber has come 
from California which is likewise sold as white pine. The 
three timbers are distinct forms of wood, and the same name 
given to all three has given rise to much confusion. The follow- 
ing list is presented as a preliminary one by the Committee. In 
it are included such timbers as are believed to be structural 
timbers: 

1. Southern Yellow Pine.—Under this heading two classes 
of timber are used, (a) Longleaf Pine, (0) Shortleaf Pine. 


It is understood that these two terms are descriptive of 


quality, rather than of botanical species. Thus, shortleaf pine 
would cover such species as are now known as North Carolina 
pine, loblolly pine, and shortleaf pine. “Longleaf Pine’ is 
descriptive of quality, and if shortleaf or loblolly pine is grown 
under such conditions that it produces a large percentage of hard 
summer wood, so as to be equivalent to the wood produced by 
the true longleaf, it would be covered by the term “Longleaf 
Pine.” 

2. Douglas Fir—The term “Douglas Fir” to cover the 
timber known likewise as yellow fir, red fir, western fir, Wash- 
ington fir, Oregon or Puget Sound fir, norwest and west coast fir. 

3. Norway Pine, to cover what is known also as “Red 
Pines’ 


4. Hemlock, to cover Southern or Eastern hemlock; that . 


is, hemlock from all States east of and including Minnesota. 

5. Western Hemlock, to cover hemlock from the Pacific 
coast. 

6. Spruce, to cover Eastern spruce; that is, the spruce 
timber coming from points east of Minnesota. 

7. Western Spruce, to, cover the spruce timber from the 
Pacific coast. 
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Fic. 1.—Loose Knot. Fic. 2.—Pith Knot. 


Fic. 3—Encased Knot. 


Fic. 4.—Rotten Knot. 
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Fic, 5.—Pin Knot. 


Fic. 6.—Standard Knot. 


Fic. 7.—Large Knot. Fic. 8.—Spike Knot. 
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Fic. 9.—Pitch Pocket. 


Fic. 10.—Pitch Streak. 
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8. White Pine, to cover the timber which has hitherto been 
known as white pine, from Maine, Michigan, Wisconsin and 
Minnesota. 

9. Idaho White Pine, the variety of white pine from western 
Montana, northern Idaho, and eastern Washington. 

10. Western White Pine, to cover the timber sold as white 
pine coming from Arizona, California, New Mexico, Colorado, 
Oregon and Washington. This is the timber sometimes known 
as “Western Yellow Pine,” or ‘Ponderosa Pine,” or California 
White Pine.” 

11. Western Larch, to cover the species of larch or tam- 
arack from the Rocky Mountain and Pacific coast regions. 

12. Tamarack, to cover the timber known as “Tamarack,” 
or ‘Eastern Tamarack,” from States east of and including Min- 
nesota. 

13. Kedwood, to include the California wood usually known 
by that name. 

Respectfully submitted on behalf of the committee, 

HERMANN VON SCHRENK, 
Wo) Kee Harr, Chairman 
Secretary. 


Mr. Kellogg. 


Mr. Quimby. 


DISCUSSION. 


Mr. R. S. Kettrocc.—I might say a word in addition. 
The standard defects listed are word for word the standard 
defects now in force in the grading rules of the Yellow Pine Manu- 
facturers’ Association, headquarters, St. Louis, a large asso- 
ciation, which manufactures both short-leaf and long-leaf pine. 
It seems to me that this list of defects can be enlarged a little. 
The Georgia Interstate Saw-mill Association, which is a very 
influential association, in addition to the defects recognized by 
the Yellow Pine Manufacturers’ Association, also recognizes 
hollow knots and knot holes, which are important defects. The 
definition of shakes, as given in the progress report, covers only 
round shakes, and not through shakes. A through shake is a 
split or check which extends from side to side, edge to edge, or 
side to edge of the timber. Shakes and splits of that character, 
it seems to me, should also be recognized. 

In reference to the nomenclature of the species mentioned, 
while I like the term ‘Norway Pine,” it may be somewhat difficult 
to use it practically, since the white and the Norway pine of the 
Lake States are very largely graded and sold without distinction 
under the name “Northern pine.” I would suggest that the 
names applied to the two species of hemlock be Eastern hemlock 
and Western hemlock. I very much prefer to call Pinus ponde- 
rosa Western pine instead of Western white pine. This species, 
of course, is botanically very distinct from the true white pines, 
and I do not think the Society in this instance should aid the 
attempt of the trade to put it on the market under a name which 
does not rightfully belong to it. We also have ample justifica- 
tion for the other term, “Western Pine,” since that is the one 
under which it is marketed by the Association which most largely 
handles it, that is, the Western Pine Manufacturers’ Association, 
with headquarters at Spokane, Wash. 

Mr. H. H. Quiwpy.—Mr. Chairman, is it intended that the 
standard specifications shall prescribe the grades or say what 
the merchantable grade is, and define it in terms of defects ? 
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Mr. Ketiocc.—It would be a very desirable thing, and it 
seems to me it will be possible for this Committee to do so if it 
cooperates with the manufacturers. Before we can determine 
accurately what our grades shall be, we shall have to have a great 
many mechanical tests of timber. We need sufficient laboratory 
tests upon commercial timbers to give reliable data upon the 
influence of various classes of defects, the rate of growth, the 
portion of the tree used, and other factors. 

Mr. Quimpy.—It seems to me that no tests would be 
required, simply an agreement, just as we have an agreement on 
standard specifications of steel for certain purposes, which the 
manufacturers and consumers can take and agree on grades, 
specifying what prime grade and merchantable grade is; so that 
any one reading the specifications for a structure can refer to the 
grade that he wants to use, and then there is a definition of the 
grade. It only requires an agreement as to what the grades shall 
cover. The Committee is not serving its proper function unless 
it does finally come to the adoption of such standards, and it 
ought to be practicable to do something like that. We have in 
some cases now eight different grades of large-size timbers 
recognized by one association; and the same classes of timber, 
perhaps, in another association will be thrown into only two or 
three grades; and it might, perhaps, be arranged to get, say, two 
or three grades that all the associations will agree to use. 


Mr. Kellogg, 


Mr. Quimby. 


REPORT OF COMMITTEE R ON 
UNIFORM SPECIFICATIONS FOR BOILERS. 


A year ago I had the honor to report to you on progress 
made, or rather on work done, in the matter of a thorough revision 
of the regulations of the steamboat inspection service so far as 
they refer to boilers and boiler material. The importance of a 
scientifically correct and thoroughly practical law governing these 
matters in the steamboat inspection service, goes far beyond its 
legal limitations to vessels plying on the navigable waters of the 
United States. For it is a matter of experience that cities and 
counties whose inhabitants are largely interested in this water trans- 
port, naturally adopt as their own, ordinances and regulations which 
have been found of value in marine practice. If, therefore, the 
steamboat inspection law is properly drawn and founded on the 
best present practice as to materials and methods of construction, 
it obtains in this manner the same force and general application 
as it would have if constitutional limitations did not prevent its 
statutory application to land boilers, as well as to those on the 
navigable waters of the United States. For this reason the Ameri- 
can Boiler Manufacturers’ Association has been actively agitating 
the matter with the hearty co-operation of the Association of 
American Steel Manufacturers, on specifications for boiler steel. 

On July 11, 1905, I addressed the Secretary of the Associa- 
tion of American Steel Manufacturers, suggesting that an agree- 
ment might be reached by the adoption of their specifications as 
to tensile strength, elongation and elastic limit, by the American 
Boiler Manufacturers’ Association and that they should in turn 
agree to the American Boiler Manufacturers’ Association’s 
specifications of 1889 as to sulphur and phosphorus. ‘The later 
specifications of the American Boiler Manufacturers’ Association 
in regard to these metalloids were strenuously objected to by the 
Association of American Steel Manufacturers as being too severe. 
On July 19, 1905, Mr. A. L. Colby, Secretary of the Association 
of American Steel Manufacturers, replied that they could not 
agree to lower their sulphur limit from the present maximum of 
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-040 per cent.; I reported this state of affairs to the convention 
of the American Boiler Manufacturers’ Association at Toronto 
on July 25, 1905, and several members of the Association of 
American Steel Manufacturers being present, by invitation, the 
question was very thoroughly debated, but without leading to 
an agreement. 

After considerable correspondence on this subject with the 
officials of the Association of American Steel Manufacturers a 
joint meeting of the two committees, representing the two associa- 
tions, was arranged for December 1 5, 1905, and after a very 
interesting discussion a memorandum of agreement was drawn 
up as follows: 


Memorandum of Agreement between Committee from Association of 
American Steel Manufacturers and Committee from American Boiler 
Manufacturers’ Association regarding Steel Specifications. 


Tensile Strength. 


ounds. 
sPlange or boiler steel... ..< . sn. «0s 55,000 to 65,000 
“When it is stipulated that the plates 
are to be flanged, the physical prop- 
erties shall be the same as required 
for fire box steel.”’ 
RiresDOxastecle se Seer ae Ne. ney 52,000 to 62,000 
Batra soit steel is. ...6t sso ees 45,000 “ 55,000 
Elongation 
in 8 inches. 
Per cent. 
MASCOT OUNCE SEC! oovscg vu jvc cm etc: ove ue lake. 25 
"BHRS UBKOE MSS OB Shi Re el 26 
BPR BES SOUS WS oA eae a 28 


Elastic limit to be one-half of the ultimate tensile strength. 


Chemical Requirements. 


Sulphur. Phosphorus. 
Per cent. Per cent. 
Plange'or boiler steel _+.......:.... .04 .06 for acid. 
.04 for basic. 
NITEM OxS StCel yt memenesre ters annie Gesik 3 .035 .035 
Bxtie SOL SEEM cool lac tater en a Ae, oo.5 .035 -035 


We, the undersigned members of the Committee, are satisfied that 
this is a fair, safe and perfectly satisfactory agreement, and Wipes out all 
differences between the American Boiler Manufacturers’ Association and 
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the Association of American Steel Manufacturers. We recommend its 
adoption to the Association, to take effect as soon as notified that the 
Association of American Steel Manufacturers has agreed to this action 
of their committee. 


This agreement was referred to the full Committee on “Uni- 
form Boiler Specifications” of the American Boiler Manufac- 
turers’ Association and unanimously agreed to, and published to 
the membership of that association in a circular dated December 
22, 1905. 

The difference between the American Boiler Manufacturers’ 
Association specifications of 1898 and those of the Association 
of American Steel Manufacturers of 1903 are mainly on the per- 
centage of phosphorus and sulphur, the former fixing sulphur at 
.025 per cent. and phosphorus at .03 per cent. for fire box plates, 
and both at .o35 per cent. for shell plates; while latter’s speci- 
fications fix both at .oq per cent. for fire box steel, and sulphur 
at .o4 per cent. and phosphorus at .o6 per cent. for flange or 
boiler steel. 

In the course of the argument I presented results of 599 
tests made during the preceding year on boiler plate for the Heine 
Safety Boiler Company, in which the highest phosphorus was 
.031 per cent., the lowest .co7 per cent. and the average .o16 
per cent., while the sulphur ran from .o36 per cent. down to 
.013 per cent. with an average of .024 per cent. 

Under these circumstances I could not agree that the American 
Boiler Manufacturers’ Association specifications were unneces- 
sarily severe. But to harmonize conflicting opinions the members 
of the committee of that association expressed themselves as 
willing to raise the chemical requirements to those mentioned 
in the memorandum above quoted. 

On April 9, 1906, the Association of American Steel Manu- 
facturers met at Pittsburg, and passed the following resolutions: 


Resolved, That the Association of American Steel Manufacturers 
agrees with the Specifications of the American Boiler Manufacturers’ 
Association as modified at the joint meeting of a committee of The Asso- 
ciation of American Steel Manufacturers and the American Boiler Manu- 
facturers’ Association in New York on December 15, 1905, and as sub- 
mitted to the Association of American Steel Manufacturers by Colonel 
E. D. Meier on January 18, 1906, but it is also 
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Resolved, That the Association of American Steel Manufacturers 
deems it desirable to still maintain the Standard Specifications of the 
Association of American Steel Manufacturers as revised February 6, 1903, 
as the basis for the general trade. 


This, then, fixes a substantial agreement on the subject 
between these two associations. 

Knowing the great difficulty to bring conflicting interests 
together on this question, and believing that any reasonable 
agreement is preferable to the insistance by each interest on its 
own preferences, I respectfully suggest a concurrence by our 
Society in this compromise. 

I visited Washington in December, 1905, to urge upon the 
Department of Commerce and Labor the necessity of creating 
a commission to thoroughly discuss and revise the existing steam- 
boat inspection law. I found that after a careful study of the 
subject, the Department had concluded that the appointment of 
such an expert commission on the general lines as first suggested 
by the American Boiler Manufacturers’ Association in 1902, 
was the best practical solution of this matter, and had introduced 
a bill differing only in details from that originally proposed by 


the American Boiler Manufacturers’ Association. I fear, how- 


ever, that there is no possibility of passing this bill at the present 
_ session of Congress, since the rate bill and various pure food 


bills are engrossing the attention of our legislators to such an 


extent that this matter is allowed to slumber in committee. We 


must content ourselves, for the present, with the knowledge that 


the ventilation which this matter has received from this and other 


societies, has forced it upon the attention of the executive branch 


of our government, and that there is reason to hope that in due 


time the legislative branch may take it up in earnest. 

A meeting was held on February 1, 1906, by a committee 
from the Association of American Steel Manufacturers, at which 
I was present by invitation, as representing the American Boiler 
Manufacturers’ Association. We met the Board of Supervising 
Inspectors by appointment, and the subject of boiler materials 
was thoroughly discussed before them, and the statements made 
by the steel plate men received most considerate and intelligent 
attention. Several points in the regulations which created undue 
hardships for plate manufacturers as well as boiler manufacturers, 
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were in consequence modified by the Board of Supervising Inspec- 
tors. 

This hearing convinced me that this Board is giving these 
matters more careful consideration and study than ever before, 
and I believe that their hearty co-operation in a general and sweep- 
ing improvement in the present steamboat inspection law can 
be obtained. Their duties and labors fit them especially for a 
critical examination of any such proposed legislation, and they _ 
should certainly be drawn into the discussion when this board 
of revision is finally created. 


Very respectfully submitted, 
E. D. MEIER, 


Chairman. 


REPORT OF COMMITTEE S ON 
WATERPROOFING. 


This report, which can only be one showing progress and 
attempted formulation of possible methods of procedure is pre- 
sented merely as information. Committee S was not organized 
until October 27, 1905, when its first meeting was held. At that 
time it was determined to institute two sub-committees, A and Bs 
the former to have charge of all matters pertaining to that class of 
Materials added to cement when mixed into concrete or used neat 
for the purpose of imparting thereto a waterproof condition, the 


latter to have charge of all other materials of a bituminous or 


kindred character, superficially applied directly or through any 
medium to the surface or structures for the purpose of water- 


proofing same. Chairmen of these sub-committees were appointed 


and instructions given to attempt tentatively the formulation of 


program and method of testing to determine primarily the dura- 


bility of each class of material. 


Subsequent to organization, two fairly well attended meetings 
of the whole Committee were held at intervals of about two months. 


At the second meeting in New York on February 28, 1906, one 
day was devoted to the examination of waterproofing methods of 


several different kinds on actual construction work. Also it was 


determined through the technical press and by circular letter to 


attempt to get all possible information as well as samples from 
every manufacturer of waterproofing material of either class. 
Unfortunately, though the object and views of the Committee 
were prominently advertised by the technical papers and a large 
number of circular letters sent directly to manufacturers, com- 
paratively no response was obtained, and it seems that the Com- 
mittee will be obliged to purchase samples in the open market. 

At the last meeting of the Committee, May 29, reports were 
presented from the chairmen of the sub-committees and some 
demonstrations of preliminary investigations made in their labora- 
tories leading up to possible conclusions, from which might be 
deduced methods of test, but it was the consensus of opinion, that 
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sn the matter of the most desirable test, one showing the durability 
of material under some accelerated method as against the test of 
time or service, no satisfactory conclusions as yet could be deduced. 
This matter is receiving the earnest attention of the Committee, 
and it is hoped that every member of the Society, vitally and 
directly interested in the subject of waterproofing, will at once put 
themselves in communication with the Committee through its 
chairman or secretary, with suggestions of any kind, no matter 
how apparently trivial, with the view that out of many councils, 


light may be thrown upon a subject which is the most important 


before this Committee, the formulation of an accelerated test 


method for waterproofing materials or processes. 
Respectfully submitted on behalf of the Committee, 
W. A. AIKEN, 


Chairman. 


A. W. Dow, 
Secretary. 


REPORT OF COMMITTEE T ON 
THE TEMPERING AND TESTING OF STEEL SPRINGS 
AND STANDARD SPECIFICATIONS F OR 
SPRING STEEL. 


On account of the delay in getting material for the work on 
tempering, only a report of progress can be offered at this time. 
The work will be handled under three sub-committees, one on 
manufacture of the bar to determine proper material and limit of 
Size, one on tempering, and the third on design. 

The particular reason for a standard specification for springs 
is the difference in height of an elliptic spring under an applied 
and released load. I submit curve of three semi-elliptic driving 
springs, the ordinates being applied load and the abscisae, the 
resulting deflection. These springs are of 13,090 pounds, 12,600 


_ pounds, and 16,150 pounds working load with calculated fiber 
Stress of 80,000 pounds. This is indicated by horizontal dotted 
line. The specified height is indicated by the vertical dotted line. 


The first spring was tested to 20,000, 22,000, 24,000, and 26,180 
pounds, and released each time to zero. It is seen that under an 
applied load, the spring deflects uniformly. When, however, the 
load is released from any of these points, there is no movement of 


the spring for the first 6,000 to 8,000 pounds, then we get a regu- 
lar curve, and then a uniform deflection to zero. These springs 
will balance at any point on the specified load line within the 
curve. This variation is from % to 3 of an inch. 

When 75 inch is allowed either way from specified heights, 
it is apparent that the spring maker has an allowance of 1 inch to 
1¥ inch instead of 2 inch as intended. The drop of 6,000 to 8,000 
pounds, under released load is due to the friction between the 
leaves. 

In the second curve, this friction was plotted by hammering 


the leaves from point of support to band: The upper dotted line 


in the curve resulted from hammering the spring under an applied 
load, the lower dotted line resulted from hammering spring when 
under released load. It was found possible to reverse this in 
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either case by hammering the ends of the springs beyond points 
of support. 

In the third curve the action of a spring under an applied 
load after a partial release, was determined; 24,000 pounds was 
applied and reading taken every 1,000 pounds down to specified 
working load and returning. It is’seen that the action of the 
spring is the same when a load is applied from any point on the 
release load line as when a load is released from any point on 
applied load line, as might be expected. 

From this third curve it is evident that where a spring, tested 
under an applied load, is put in service at the minimum limit, 35 
inch low, upon the application of a few excess loads resulting from 
turn-table or frog points, it may then be 4 to 2 inch too low. In 
case of an end spring, cross equalized only, the end of the engine 
would be too low and necessitate replacing the springs. 

From records of broken springs, it appears that some of the 
failures are due to excessive load per inch deflection or stiff springs, 
sudden shocks not being properly distributed, throwing most of 
the strain on certain plates which fail early. Two instances have 
been presented, one a spring, showing 20,000 pounds per inch 
deflection and the other 18,000 pounds. These failed continually in 
service and were replaced with springs of 3,000 pounds less capacity 
which gave 12,000 and 13,000 pounds per inch deflection and are 
giving perfect service. This leads to the conclusion that a maxi- 
mum limit per inch deflection should be established from records of 
defective springs. It may also be found advisable to establish a 
minimum limit per inch deflection. 

The fourth point shows the effect of varying the length center 
to center in a spring of ro plates 4 by 2 in., and varying the thickness 
in a 30-inch spring of 10 plates 4 inches wide. By changing the 
thickness, width, and number of plates, the load per inch deflec- 
tion may be varied at will. The figures given are calculated loads 
and deflection per Henderson’s tables, published by American 
Society of Mechanical Engineers. 

The Committee has not plotted results of surging tests on a 
long lever machine. The great increase in tonnage has made the 
short beam, quick acting machine a necessity with spring makers. 

Respectfully submitted on behalf of the Committee, 

J. A. Kinxeap, 
Chairman. 


DISCUSSION: 


Mr. H. DEH. Bricut.—! should like to ask if the com- 
mittee will make any recommendation as to the best method of 
testing springs, namely, the straight line test as against the surg- 
ing test, inasmuch as so great a difference exists between the 
application of the load, when the load is applied on the up-run, 
and when it is applied on the down-run. 

Mr. J. A. KinKeap.—The object of the committec is to 
get a specification in which we can use the rigid motion. The 
swaying motion has gone out of use, on account of the time it 
takes in making the test. The exigencies of shop conditions 
have made a great increase of speed necessary. I believe none 
of the springs now in use are tested on swaying beam machines, 
the rigid beam being used instead. Some railroads are at present 
testing springs at one and a half times, some at twice the load, 
then taking the height at specified loads returning, and allowing 
7s inch each way. The American Locomotive Company take one 
and a half times the specified load, and allow 2 inch below, but 
nothing above the specified height. A spring tested in this way 
will always stand higher than test heights in service. 
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Mr. Bright. 


Mr. Kinkead. 


THE CORROSION OF STRUCTURAL STEEL AS 7 


AFFECTED BY ITS CHEMICAL COMPOSITION. 
By J. P. Snow. 


It is probably not necessary to present proof that ingot steel 
corrodes much more rapidly than wrought or cast iron. Recent 
experiences with structures built some twelve to fourteen years 
ago, when wrought iron bridge material was going out of use, 
has brought the matter to the writer’s attention with such force, 
however, that it seems worth while to present the salient features 
briefly, and to try to get this Society to investigate the subject 
and possibly develop a remedy. 

The structures referred to were built partly of steel and 
partly of wrought iron. One class is signal bridges in which 
wrought iron and steel were allowed indiscriminately. After 
a dozen years of service with rather indifferent care as to painting, 
it was found that some parts were entirely gone, other parts 
reduced to lacework and other parts uninjured by corrosion. 
A pair of lateral brace angles, for instance, crossing each other 
would present the astonishing spectacle of one angle completely 
rusted through and the other only slightly specked. The paint- 
ing and all conditions of exposure and protection were exactly 
alike for both; and it was surmised that the well-preserved parts 
might be iron and the others steel. Examination of fractured 
specimens proved this to be the case. Innumerable examples 
might be given from American and European practice to show 
that steel made by the boiling process rusts much more readily 
than puddled iron; but the fact will probably be admitted with- 
out contest. Signal engineers find it necessary to use wrought 
ion pipe in place of steel for connecting rods and roadmasters 
and farmers complain bitterly about the rottenness of fence wire. 

Now what is the cause of this difference? It cannot be 
wholly due to structure, to the fact that wrought iron is com- 
posed of fibers of iron encased in slag envelopes, for cast iron 
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has no such protection and it does not corrode so freely, even, 
as wrought iron. 

The difference must arise from the chemical composition 
of the metals. There is some evidence to show that manganese 
is the guilty element; also that phosphorus retards corrosion. 
I am not prepared to say with positiveness just what causes 
the trouble or what the remedy is; but I feel that this Society 
should make it the duty of some committee to study the problem 
and report its findings. 

It must certainly be easy to determine experimentally, what 
accelerates and what retards corrosion, provided samples of 
ferric metals of different compositions can be obtained. The 
formulation and enforcement of a remedy may not be so easy. 

Manganese is used by manufacturers as a convenient alter- 
ative. Its use cures certain difficulties in the manufacture 
of steel, but if it leads to such excessive corrosion as we some- 
times meet with, it will be profitable to use metal free from this 
element, in certain situations, even if?it costs considerably more 
per ton. 

If low phosphorus opens the way for corrosion, our basic 
steel will need attention. Some ingredient must be found that 
will prevent oxidation and preserve toughness at the same time. 

With this short introduction of the subject I leave it to those 
who are better posted than I am, for discussion and_ possible 
solution 


THE ELECTROLYTIC CORROSION OF STRUCTURAL 
STEEL. 


By MAXIMILIAN TOcH. 


Engineers have commented publicly on the electrolytic cor- 
rosion of structural steel, particularly those parts known as “Gril- 
lage Beams,’ supporting columns and base posts, which are 
either in the ground or surrounded by concrete and partly above 
the ground, with a view of determining beyond question at which 
of the poles corrosion occurs, and whether one pole is more active 
than the other. A series of experiments were started since the 
last meeting and definite results have been obtained. 

The first experiment was performed, as in Fig. 1, by 
taking two sheets of high grade watch spring steel, which is 
extremely susceptible to corrosion, and connecting them with the 


ordinary bluestone telegraphic cell. A volt ammeter was placed 


in the circuit and the two pieces of steel buried up to 5 in. in sand. 
Careful observation was made every day to see that the current 
was uniform, and the sand was first moistened with salt water 
and then continually moistened with distilled water so that the 
same strength of salt solution was maintained. This experiment 
was conducted for 100 days, and assuming that the current travels 
from plus to minus, or from anode to cathode, the anode being 
connected with the copper and the cathode being connected with 
the zinc, corrosion was noticed almost immediately at the anode, 
and the plates showed violent corrosion at the anode and prac- 
tically no corrosion at the cathode. These plates shown in the 
illustration indicated some slight corrosion on the cathode, which, 
however, was principally chemical corrosion. 

The strength of the current was .o5 of a volt and the distance 
between the plates, varying in the damp sand, was 14 inches, 
and the amperage varied from .02 to .os. 

The current was measured by a “Pignolet,” direct reading, 
continuous current volt-ammeter, and the amount of current, 
which produced this corrosion was exceptionally small. 
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The next experiment was tried exactly in the same manner, 
for a shorter period of time, but instead of using two plates, three 
plates were used, the third one being designated as the “free” 
plate, in which chemical corrosion had full sway. At the end 
of six days these plates were removed, the anode, as shown in 
Fig. 2, showed marked corrosion, the cathode plate showing 
practically no corrosion at all, and the “free” plate showed 
a fair average between the cathode and the anode, and it can 
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be deduced that the difference between the cathode and the 
anode corrosion is equal to the “free” corrosion. In other words, 
there is many times more corrosion on the anode than there is on 
the “free” plate, and no corrosion on the cathode plate. 

The plates were very carefully varnished all over, in order to 
preserve them after the experiments were completed. The rust 
first produced was the green ferrous oxide, Fe (OH),, which, 
being a very unstable product, was quickly converted in the air 
into Fe,O,, N(H,O). 

The current was .1 of a volt and .1 of an ampere which 
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produced this result. The salt solution was four times as strong 
as that produced in the first experiment. 

The third experiment shown in Fig. 3, was, however, of 
the greatest importance, owing to the fact that the author 
attempted to imitate the conditions exactly as they existed in build- 
ings. The same kind of steel was ‘taken and bedded in various 
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mixtures of concrete, starting from neat cement and going up to 
1, 3,5. There is a well-known law in physical chemistry that 
reactions which take place with an increase of pressure are re- 
tarded by an increase of pressure, and the question has come up 
as to whether it is possible for steel to corrode when surrounded 
by concrete, many engineers holding that the alkaline nature of 
the cement will prevent the corrosion, and others holding that 
in conjunction with this condition the pressure exerted by the 
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concrete prevents chemical decomposition. The author is glad 
to be able to throw some light on this subject, and the following 
experiment was carried out: 

In the first place cement was taken of known composition, 
agreeing practically with the definition as quoted in the Journal 
of the American Chemical Society, 1903, Vol. XXV, No. 7, July, 
when the question of the permanent protection of iron and steel 
by means of cement was thoroughly gone into. The cement for 
these experiments was what might be termed the tri-calcic silicate 
and calcium aluminate. This is in contra-distinction to the 
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general classes of Portland cements, containing dicalcium ferrite 
_ as a part of their composition and free calcium sulphate in excess. 
A cement of the calcium aluminate class, free from iron and free 


from calcium sulphate, is a well known protector of steel and 
iron against corrosion, and this class of cement was used in these 
experiments. ‘The pieces of steel were connected up with six 
elementary cells of sufficiently high voltage and amperage, and 
it was impossible to get a direct reading from the volt-ammeter, 
the instrument being too sensitive. The seven parts of cement, 
containing the steel strips (see Fig. 3), were then put into the 
circuit and wet every few hours with solutions of 5 per cent. sodium 
chloride and 1 per cent. nitric acid, and water, in order to increase 


their conductivity and produce corrosion as rapidly as possible. 


The volt-ammeter then gave the following reading: 
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The average strength of the current was .05 volts and .05 
amperes throughout the entire experiment. Corrosion was im- 
mediately noticed at the anode pole, and the pat of neat cement 
which should have protected the steel most perfectly against all 
kinds of corrosion, showed a hair line split, colored with rust at 
the end of the third day, which demonstrated that the chemical 
reaction of rusting had taken place at the anode; that the molec- 
ular increase had likewise taken place, and the pressure caused 
by the molecular increase had split the block. The steel in each 
alternate pat was painted half the length, which was embedded 
in the cement with an insulating paint of known composition, 
having a voltage resistance of 625 volts per millimeter. The 
results obtained after these various briquettes were broken open 
demonstrated that electrolytic corrosion takes place most vio- 
lently at the anode unless the steel be coated with an insulating 
medium. Cement, concrete, or even neat cement, is therefore 
no protection against electrolytic corrosion, unless the steel be 
insulated as heretofore mentioned, and there was absolutely no 
corrosion where coated with insulating material. It must be 
noted that the cathode in all these experiments was perfectly free 
from any signs of oxidation. 

The result of this entire series of experiments is to prove 
conclusively that electrolytic corrosion of structural steel em- 
bedded in concrete or sand takes place only at the anode and 
there with great violence; and furthermore, that the cathode is 
protected by the electrical current. The popular impression 
that cement is a protector against all kinds of corrosion is falla- 
cious, and that the anode does not only rust very violently but a 
molecular increase of volume may take place which will split 
the concrete shell. 

Another conclusion arrived at is that the electrolytic rusting 
of “Grillage Beams’? of buildings need not be feared if the struc- 
tural steel be protected by a good insulating material, but the 
insulating medium should form a bond with concrete. 


THE RELATIVE CORROSION OF WROUGHT 
TRONT AND” STEEL. 


By Henry M. Howe. 


On one hand we have the very general public opinion that steel 
corrodes not only faster but very much faster than wrought iron, 
an opinion held so widely and so strongly that it cannot be ignored. 
Smoke does not prove that fire exists; but such strong smoke bids 
: us look carefully for fire. On the other hand, we have the results 
| of direct experiments by a great many observers, in different 
countries and under widely differing conditions; and these results 
certainly tend to show that this popular belief is completely wrong, 
_and that on the whole there is no very great difference between the 
corrosion of steel and wrought iron. Under certain sets of con- 
ditions steel seems to rust a little faster than wrought iron, and 
-under others wrought iron seems to rust a little faster than steel. 
Thus taking the tests in unconfined sea water as a whole, wrought 
iron does constantly a little better than steel; and its advantage 

seems to be still greater in the case of boiling sea water. In the 
few tests in alkaline water wrought iron seems to have the advan- 
tage over steel; whereas in acidulated water steel seems to rust 
more slowly than wrought iron. 

We, as technical and scientific men, naturally attach greater 
weight to the numerical results of careful direct comparative tests 
than to rumor and popular belief. When ultra conservative 
engineers used to cry out against steel boilers, it seemed to us like 
the old cry “Great is Diana of the Ephesians”. Those who 
raised the cry, cried what they firmly believed was true, and what 
they thought every sensible man knew to be true. But they were 
wrong; and I need not tell this Society that such cries and popular 
beliefs, even when widely and firmly held, often prove wrong. 
Compared with the results of direct comparative tests such beliefs 
have the great disadvantage of lacking all precise and definite 
foundation; they are easily spread from man to man. The fact 
that steel has come into wide use simultaneously with a great 

increase in the sulphurous acid in our city air and of strong electric 
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currents in our city ground, may well lead the practical man, be 
he hasty or cautious, into inferring that the rapid corrosion of 
to-day is certainly due to the new material of to-day, steel, whereas in 


fact it may be wholly due to the newconditions of to-day, sulphurous ~ 


acid and electrolysis. 
At the same time, while popular belief has the disadvantage 


of lacking direct numerical comparative data, it has the very great — 


advantage of being based on the actual conditions of use, more 


closely, and often far more closely, than our direct comparative — 


tests are, unless these are planned with very great care. 


In view of this great discrepancy between popular belief and | 


the results of our direct tests, it behooves us who have relied 
chiefly on these latter to examine their conditions carefully, to see 
whether they really have represented fairly the conditions of actual 
industrial use and service, in such a way that, if there is a real 
difference between the corrosion of steel and that of wrought iron, 
such a difference would become manifest. In short, have our 
direct comparative tests been trustworthy ? 

Now, when I review our conditions in the light of this apparent 
contradiction between popular belief and the results of our direct 
tests, Iam forced to admit that most of our results are not trust- 


worthy in two very important and simple. respects which are — 


easily overlooked. 
The first is that we have been determining the loss of weight by 
rusting, in ounces or grammes per unit of surface. We have gone 


like sheep over a.fence. We have generally taken no account of the © 


chief alleged defect of steel, its pitting. It may be perfectly true 


that steel rusts more slowly than wrought iron, if we measure the | 


rusting by the loss of weight measured over the whole surface of 
the specimens tested; and at the same time it may be true that, 


though steel thus rusts less, steel may rust worse, if its rusting — 


takes place in important part by pitting. It seems to me that 
most of our direct experiments have not taken sufficient account 


of this difference; and indeed exact comparative data as to pit- 


ting are not easily arrived at. 

But if steel pits more than wrought iron, this will probably 
prove to be a defect, not of steel as a whole, but of certain defective 
steel, viz: steel with surface and subcutaneous blowholes, or with 
imperfectly distributed manganese. 
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The second respect in which most of our results are untrust- 
worthy is that they are based on too short exposure to rusting. In 
many cases they represent only a few months: in very few cases 
do they represent years. They really ought to be pushed to 
destruction, that is to say, until either the steel or the wrought iron 
has rusted through, or so deeply as to be unserviceable. 

The reason for this is easily seen when we come to ask, 
“What are the differences between steel and wrought iron which 
ought to cause a difference in their rapidity of rusting?” 

There are three prominent differences: (1) blowholes, (2) 
manganese, and (3) the presence of cementite in the steel and of 

, cinder in the wrought iron. Let us take these up in order, and 
see why it is that they require that direct tests should be very 
prolonged or pushed to destruction. 
First:—Blowholes exist in steel but not in wrought iron. 
| But blowholes, at least blowholes which do not weld up and thus 
cease to exist, are not necessary. Yet they are to be prevented only 
_ by care and skill. Hence, get your steel only from careful and 
_ trustworthy makers. 

Second:—Steel always and almost necessarily contains more 
_ manganese than wrought iron. This may or may not hasten its 
rusting. If it does, then its effects ought to be made manifest 
even in short time tests. From the fact that such tests do not 
show that steel rusts materially faster than wrought iron, I infer 
that this manganese is probably not a serious cause of rusting. 

Third:—Steel is generally richer than wrought iron in cemen- 
tite, the iron carbide Fe,C; wrought iron always contains very 
much more cinder than steel. Each of these substances, the 
cementite of the steel and the cinder of the wrought iron, may 
have a double influence on corrosion, hastening it through dif- 
ference of potential and retarding it by acting as a mechanical 
barrier like so much paint, to exclude the oxygen of the air or 
water. It is not clear that the influence of difference of potential 
ought to change materially as corrosion proceeds, but it is clear 
that the mechanical protection given by the plates of cementite 
and of cinder ought to increase as corrosion proceeds. When a 
piece of wrought iron, for instance, is first exposed to corrosion, 
only the outcrops, so to speak, of the sheets of cinder come to the 
surface: its mechanical protection is very small. But as corrosion 
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proceeds, and more of the metal which at first overlay the sheets ~ 
of cinder is eaten away, the remaining cinder forms a larger and 
larger proportion of the outer surface, and therefore protects a — 
constantly increasing proportion of the underlying metal from 
corrosion. In short the mechanical protection afforded by the — 
cinder ought to increase as corrosion proceeds. 

Here then is a cause which, as corrosion proceeds, should 
continuously tend to retard the corrosion of wrought iron, and to 
make it compare more and more favorably with steel. But in ~ 
like manner, as steel is gradually corroded away more and more | 
of its surface should come to be composed of cementite, and this © 
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gS of cinder in wrought iron and of cementite (Fe,C) in 
steel. 

I. Initia StTaTE.—a-a is the surface. The plates of cinder 
give but little protection. 

Il. Later STATE.—a-~a is the position of surface before corro- 
sion, and b-b after corrosion. Through the removal of the 
initially overlying metal, much of the surface consists of plates 
of cinder which thus effectively protect the underlying metal 
from corrosion. The thickness of the plates of cinder is very 
greatly exaggerated, in order to explain the principle. 


fact should tend to retard the corrosion of steel, because cementite 
too should protect the underlying free iron or ferrite. 

These causes may in time reverse the initial relative rapidity 
of rusting of steel and wrought iron. Steel which in the first few | 
months may rust faster than wrought iron may, on greatly pro- 
longing the experiments, or pushing ‘them to destruction, actually 
rust more slowly: and vice versa. 

Now of the two, the cinder of wrought iron ought to gain more 
than the cementite of the steel, in its value as a mechanical retarder | 
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of corrosion, as time goes on and more and more of the metal is 
eaten away. ‘The reason for this is that the cementite is in such 
extremely minute microscopic plates that the eating away of a 
very small quantity of the iron from above them ought to bring 
very nearly the full proportion of this cementite to the surface ; 
whereas the much larger and more distantly scattered plates of 
cinder in wrought iron would not constitute their full share of the 
surface until a much thicker layer of initially overlying metal had 
been eaten away. 

This, then, may be the true explanation. The reason why 
steel does not rust faster than wrought iron in our direct tests, 


_ though it does in actual use, is that our direct tests are too short to 


bring out the full protective action of the cinder of the wrought 
iron. Or the reverse may be true. As time goes on, the harmful 
effect of the difference of potential of the cinder may grow more 
than its protective action. 

Let us therefore henceforth push our tests to destruction. 

Two other points: Sheet steel roofing may rust faster than 
iron because it does not hold the paint so well, and yet steel in 
other forms, like tubing, may rust no faster than wrought iron. 

Again let me emphasize the difference between different 
steels. Carelessly made steel containing blowholes may rust 


faster than wrought iron, yet carefully made steel free from blow- 


holes may rust more slowly. Recognize that any difference 
between the two may be due, not to the inherent and intrinsic 
nature of the material, but to defects to which it is subject if care- 


_lessly made. Care in manufacture, and special steps to lessen the 


tendency to rust might well make steel less corrodible than wrought 


iron, even if steel carelessly made should really prove more corro- 


dible than wrought iron, 


Mr. Howe. 


Mr. Cushman. 


THE CORROSION OF IRON AND STEEL. 


GENERAL DISCUSSION. 


Tue CHAIRMAN (Mr. H. M. Howe).—Gentlemen, steel has 
the misfortune to be called steel, whatever its cornposition; and 
we must not forget that there is less difference between wrought 
iron and the steel which is used for tubing, such as boiler tubes, 
etc., there is less difference between them than between that stee 
and the steel that is used for high carbon knife and spring steels, 


of which we have just heard. We must discriminate, therefore, ~ 
between steels. Not all steels are alike. 

The effect of zinc, of course, is a very protective thing. The ; 
danger, however, of relying on small scale experiments for our 
belief in respect to zinc, is that we have to fear that that protec-— 
tion would be very local, because experience alone could tell how 
far we could depend on it; and while it is distinctly effective for a— 
short distance, I think it has not been shown that it would be ; 
effective for any long distance. Of course we might place pieces of - 
zinc at very short distances along the beams and joists, but after 
the zinc had oxidized it would be of no effect. But it seems to™ 
me any impermeable coating of asphalt or whatever it might be,” 
a mechanical coating, ought to last forever. 

Dr. ALLERTON S. CusHman.—Mr. Chairman, I would like” 
to go on record as stating that I believe that the cinder in wrought | 
iron has a good deal to do with the protection of that metal from- 
corrosion. I am going to begin by discussing the effect of elec- 
trolysis on the corrosion of iron and steel. When I was an under-_ 
graduate student I made what I thought was a discovery; I soon 
found, however, that it was not. I found that by taking two steel 
needles from the same package and attaching them to wires which 
led to a galvanometer and then inserting the needles in a solution 
of an electrolyte, that the galvanometer showed a deflection, prov- 
ing that there was a difference of potential established between 

two steel needles taken from the same package. If the needles 
were physically and chemically exactly alike, there should be no } 
difference in potential. The trouble is, no two needles are exactly | 
alike. If that is so, how much more must the difference be in large: 
(160) 
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steel structures that are made up of a number of separate units. I 
mean by that, a building of steel construction and the consideration 
of protection from oxidation of the structure that would be estab- 
lished by erecting zinc anodes in the neighborhood of the building. 
I am perfectly willing to believe that the zinc anodes would be 
very rapidly oxidized, but it seems to me that very little effect upon 
the building as a whole would be obtained, because it stands to 
_ reason that in a structure of that sort there must be local differences 
in potential. I believe that differences in potential in what might 
be called a physically homogeneous piece of steel or iron, like a 
strand of wire, are continually being established, when it is wetted 
with an electrolyte, if the wire is not chemically homogeneous in 
structure. I admit that the differences of potential are extremely 
minute, but if they are long continued there must be continually 
formed points of attack where the chemical action takes place and 
oxidation begins. Thus weak points are formed where oxidation 
goes on rapidly and leads to pitting. 

This may sound speculative, but it can be shown that there 
are differences of potential established in wires, that are stretched 
or bent and wetted with electrolytes. Electrolytic corrosion is 
due simply to local disturbances of equilibrium; and I do not see 
how we are going to get any protective effects by considering a 
structure like a building as a cathode. It seems to me to be per- 
fectly impossible. 

Now to go on to the subject of the relative corrosion of iron 
and steel, I confess that I have very little to say. Iam nota friend 
of steel as against wrought iron, nor a friend of wrought iron as 
against steel. The question that undoubtedly interests every 
metallurgist, is the underlying reason for the great differences that 
are observed in service. There can be very little question, I 
think, that no two kinds of steel will be equally resistant to corro- 
_sion whether the test is in the open or in the laboratory. I have 
in my laboratory two samples of wire made by the same concern. 
They are both Bessemer steel wires. Yet these two wires will 
show great differences, in short time tests, in the relative rate of 
corrosion. It is, however, quite true that it is not necessarily the 
rate of oxidation but the kind of oxidation which is of the utmost 
importance. One metal may soon become covered with a pro- 
tecting coat of oxide, while another may become pitted to the point 
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of destruction. In my opinion there is no subject thatis more 
important to-day to the practical metallurgist, as well as the man 
who is interested in it purely as a scientific problem, than the cor- 
rosion of iron and steel. And I do not think really that any of us, 
either in this country or abroad, know a great deal about it yet. 
I think it is a subject that has got to be systematically investigated 
and without bias. I do not think it is a subject that ought to be 
investigated in order to show that wrought iron is superior to steel, 
nor do I think it ought to be gone into for the purpose of demon- 
strating that steel is superior to wrought iron. Those are ques- 
tions that must be determined by the facts in the case as we go 
along. Why is it that two steels—leaving wrought iron out of the 
question for a minute—differ so diametrically in the way that they 
rust and in the rate of their rusting? I have been led to believe 
that the impurities that exist in all steel, or nearly all steel, have 
a good deal to do with the question. Manganese is well known to 
affect the electrical conductivity of steel to a considerable degree. 
If the manganese is not evenly distributed throughout a long piece 
of metal it is possible that differences of potential will be estab- 
lished, if the metal is subjected to the action of water. If there are 
differences of electric potential, naturally currents will flow at the 
expense of something, and it must be at the expense of the metal 
which is corroded thereby. 

Mr. JAmMes Curistie.—I shall confine my remarks to the 
subject of corrosion of sheet metal, and while I have no recorded 
data of experiments, I can refer to the frequent complaint, so 
widely expressed, that the sheet metals so extensively used for 
roofing and sheathing do not now, when steel is used, give as 
satisfactory endurance as when sheets were rolled from puddled 
iron. It is quite true, as Professor Howe has stated, that we can- 
not rely entirely on popular belief which may be based on insuff- 
cient or unsatisfactory evidence, nevertheless, when this belief finds 
widespread expression, and is sustained by numerous observa- 
tions, we must give credence to popular assertion, or else disprove 
it. Within my own field of observation I can point to roofs 
covered with sheet iron which have been in existence for periods of 
twenty to thirty years, with a promise of further longevity, while 
under apparently similar conditions, steel sheets have become so cor- 
roded as to be unfit for service, in half the period. This is not only 
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the case with the black or uncoated sheet, but appears to apply also 
to tinned and zinc-coated metal. In fact, it is now generally 
considered as useless to apply the uncoated metal for roofing pur- 
poses, whereas in past times the use of black sheet metal was quite 
common. Believing these to be facts so far as sheet metal is 
concerned, yet we are not sure that the same conditions exist 
when metals of greater thickness are used, and this might appear 
to be anomalous or inconsistent. 

Some experiments have sustained the view that initial corro- 
sion is more apparent with steel than with puddled iron, but after 
superficial corrosion has occurred, some degree of protection is 
afforded to the underlying metal, which tends to confer equality be- 
tween iron and steel. 

This, if correct, would account for the anomaly, if it exists, 
as a superficial corrosion would destroy very thin sheets, which 
would have comparatively little effect on thicker material. 

It would appear probable that the cinder contained in puddled 
iron would protect the metal from corrosion to some extent, con- 
sidering that this cinder is largely metallic oxide, and ordinarily 
occupies from 1 to 2 per cent. of the total bulk. 

Another illustration is afforded in the susceptibility of the 
metal to oxidation at high temperatures. When iron was highly 
refined, that is, subjected to repeated heating and rolling, and 
much of the cinder contained in the original puddled bars expelled, 
the welding property of the metal was impaired, or, as the old-time 
blacksmith said, it became too dry, and burnt readily at the 
welding heat. The smith had then to use a protecting flux of 
sand or borax, and when much welding was required, highly 
refined metal was objectionable. 

The constant loss involved in the corrosion of iron, and the 
expense incurred in the frequent application of protective coatings, 
form the principal objections to the use of the metal for many 
purposes to which it is otherwise well adapted. 

It would appear to be a promising and not impossible quest, 
for the metallurgist, to seek for material which if combined with 
iron will confer some protection from corrosion without impairing 
the physical properties of the metal or unduly enhancing the cost 
of its production. 

Mr. Maximitian Tocu.—In reference to the criticism that 
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has been made on the making of the zinc anode in the case of 
electrolysis in a building, I simply want to add that the experiment 
is feasible. I do not contend that it is practicable; and as I have 
stated in my remarks, it is not original with me, but original with 
Mr. Hering, President of the Electro-Chemical Society, and in an 
experimental way it proved a perfect success. And, therefore, 
both Mr. Hering and I have the advantage over those who have 
not made the experiment. If a building should show electrolytic 
corrosion, the question is whether a few tons of zinc should not be 
employed to save it in preference to permitting the steel to dis- 
integrate. 

I wish also to add, Mr. Chairman, on the question of the 
difference between cast iron and steel, I should be very glad to hear 
an expression from some chemist who is connected with a steel 
works, or some engineer who has a practical and theoretical 
experience on the subject, what his information is on the coating, 
the natural skin, on cast iron, as compared to steel. In all the 
sections which I have made of cast iron, and in all the analyses, 
I have found that on the outer surface of cast iron a sub-oxide or a 
silicate of iron is formed that completely prevented corrosion. I 
recall that quite a number of years ago—perhaps twelve or fifteen— 
when I first was interested in this peculiar difference, that the cast 
iron bases of the columns that support the Sixth Avenue Elevated 
Railway in New York, in the section between Seventy-second and 
Eighty-second streets, were remarkably free from corrosion; and 
any amount of paint that was put on was either washed off or 
abraded by passing vehicles. It was almost impossible to protect 
those bases by paint from corrosion; yet they never corroded. 
I chipped a small piece from one of those bases and the percentage 
of iron (Fe.) that we got out of it showed that there was a pro- 
portion of silica and oxygen on cast iron that does not exist on 
steel. It is my personal opinion—merely an opinion—that that 
is the reason why cast iron is very much better protected against 
corrosion than steel. 

Tue CHAIRMAN.—The results of experiments on that point 
are pretty conclusive that the cast iron which resists corrosion so 
very well in its natural state does not resist it particularly well, 
any better than wrought iron, after the natural skin is taken off. 
The reason is very evident. This coating which the metal spon- 
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taneously forms when it is poured into a mould of sand, is natur- 
ally incorrodible. 

Mr. J. P. SNow.—So far as I have observed, the difference in 
the corrosion of puddled iron and steel varies under different con- 
ditions somewhat as stated by Mr. Howe. 

When steel and puddled iron are subjected to the action of 
sea water, it seems to me, from what rough observations I have been 
able to make, that steel resists corrosion about as well as wrought 
iron. 

It is in those structures which are exposed to locomotive 
engine gases that the difference is most pronounced. There is no 
question in my mind but that steel corrodes very much more 
rapidly than iron in that position. 

Innumerable examples of all sorts have presented themselves 
to me, that prove it seemingly conclusively. Two bridges within 
500 feet of each other, over the same lines of track, subjected to 
exactly the same conditions, one of wrought iron, built twenty odd 
years ago, another of steel, built fourteen or fifteen years ago, show 
very clearly that the steel bridge rusts much more rapidly; and 
parts of that particular bridge which happen to be of wrought 
iron, being loop welded rods, are not affected at all; whereas 
the steel members are half gone, some of them. It is over the 
center of the tracks, where the smokestacks discharge, that the 
action 1s the worst. It does not seem to me that it can be due to 
electrolysis, unless those conditions of engine and smokestack 
produce electrolysis. I am not an electrician, and I do not know 
exactly what electrolysis may cover; but I know that steel rusts 
very rapidly under that action and in that condition, while puddled 
iron resists much better. 

Mr. F. N. SPELLER.—It seems to me very unsafe to draw 
general conclusions from the popular opinions which prevail on 
the relative corrosion of iron and steel. Popular opinions based 
on general observations unsupported by real comparisons of the 
two materails are just as likely to be in error as correct, or more so. 
In the case of tubes and pipe, in which I am more particularly 
interested, the majority find no difference in life and many of the 
large consumers who have investigated the matter thoroughly are 
now buying steel. It would be more conclusive to compare the 
two materials under the particular conditions for which they were 
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made, not pipe with corrugated roofing or structural material as 
is too often done. The steel which is used nowadays in the 
manufacture of welded pipe is not the steel put into structural 
material or wire, or of which corrugated roofing is made; nor is 
the iron rolled into roofing sheets comparable with that put into 
pipe. 

The subject has been approached by some with interesting 
theories as to why wrought iron should outlast steel when exact 
data to substantiate this carefully fostered and apparently errcn- 
eous impression is conspicuously lacking. Laboratory tests are 
indicative but not final. They should be followed up by carefully 
conducted observations under service conditions. However, 
laboratory tests have taught us that apparent slight changes in 
conditions have a marked effect on results; hence, in making field 
observations we should take every care to have conditions the same. 

If a man finds that pipe does not last as long to-day as it did 
twenty years ago he is apt to associate the change with the intro- 
duction of steel pipe. A little further thought would show the 
great change in conditions due principally to electrolysis and sul- 
phurous air and water near our large centers which have, as Mr. 
Howe has already pointed out, come in simultaneously with the 
introduction of steel pipe. 

The National Tube Co. has already completed a number of 
service tests covering some years. So far no material difference 
between iron and steel can be seen even when the test is carried 
to destruction. Both in field and laboratory tests the wrought 
iron has been found to pit as badly as the steel and in some cases 
more so. In pipe lines it has been our experience that where for 
any reason the pipe has been pitted that the coupling, made of 
wrought iron, is equally affected. 

We frequently find iron and steel pipe intermixed in a line and 
have never yet seen the case where adjoining pipes showed any 
appreciable difference in corrosion. Only a general reference has 
been made to these investigations; details would take up too much 
time. Our object is to arrive at the facts under each condition 
where tubes or pipe are used and to encourage others to do the 
same. Similar investigations have led large users of pipe to see 
the error of this prejudice against steel and has led them to abandon 
iron in favor of a safer and cheaper article. 
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Most of our tests have been made on steel made over a year 
ago. Since then the National Tube Co. has adopted a process of 
treating the steel with the object of increasing its resisting power 
and oe any tendency to pit. In comparison with standard 
genuine wrought iron this steel has shown a loss of 15 per cent. less 
than the iron in hot salt water, which agrees very well with the 
results cited by Professor Howe on this steel from tests made in 
his laboratory. Salt water was chosen for these tests as there is 
enough data to show that it attacks ordinary steel somewhat faster 
than wrought iron. Service tests of this steel in mine water and 
other situations have shown it to be superior to wrought iron, show- 
ing more uniform corrosion and a longer life. 

Mr. GEORGE SCHUHMANN.—I wish to add only a few words 
as to actual experience on the corrosion of iron and steel. 

A few days ago we received a letter from one of our customers 
stating that in a certain oil field, where the oil has given out, the 
operators are pulling out the casing, as they are abandoning the 
wells. They found that after seven years’ use the wrought iron 

casing came out of the wells in such excellent condition that in 

several cases even the stencil marks were still easily discernible, 
and that all of the iron casing was fit to be used again, while the 
steel casing withdrawn from the wells in the same field showed 
marked signs of deterioration. 

In reference to the tests made by Mr. Howe with samples of 
“Spellerized” steel and charcoal iron boiler tubes: It would be 
interesting to know what “Spellerizing”’ consists of and how much 
of the difference in corrosion is due to the quality of the steel and 
how much to the “Spellerizing.”” In other words, how much 
would the steel have corroded before it was ‘‘Spellerized”’ com- 
pared with the corrosion after it was “‘Spellerized?” In addition 
thereto we must not lose sight of the fact that the uniformity of 
corrosion is a very important factor, as has already been pointed 
out by the Chairman. That is, as to whether the corrosion is 
spread evenly over the whole surface, or concentrated in a few 
spots. It does not matter how heavy the pipe and casing is, after 
1 hole has formed, it has lost its usefulness. In order to bring this 
point out more fully I may have to give away a little trade secret. 
Some years ago when there were more freak boilers in the market 
han there are now, some customers wanted many odd sizes of 
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boiler tubes, such as 3}”, 32” and 4}” in diameter, and some of 
them 24 feet long. We would usually overrun the order so as to 
prevent changing rolls between turns, and we put the surplus of the 


tubes in stock. As our warehouse capacity was very limited in © 


those days, many of the tubes were stored outdoors. After given 
periods we would have a kind of housecleaning in turning the old 
stock piles over, and if the tubes had corroded so as to affect their 
appearance we would “warm them up”, i. e., give them another 
run through the furnace without changing the size, the object 
being to just freshen up their appearance. If the corrosion had 
progressed somewhat farther, we would “draw them down”’, 1. e., 
make tubes of smaller diameter and thinner gauges out of them. 
Soon after that time we began to manufacture steel tubes also, 
and treated them the same way as the charcoal iron tubes, and 
when housecleaning time came around we were surprised to find 
that the steel tubes presented a better appearance than the iron 
tubes. Large parts of the surfaces were nice and blue, without 
any rust specks, while the corrosion seemed to be confined to certain 
spots only, and we were then under the impression that steel would 
resist corrosion better than iron. The mill superintendent gave 
orders to ““warm them up”’, but after they had been run through 
the furnace the furnace foreman reported that the rust spots 
would not come out. He was then ordered to “draw them down”’, 
but these spots were so deep after drawing down that many of the 
tubes had to be sent to the scrap heap. Now, these tubes had not 
been weighed before and after exposure to the weather, but I am 
inclined to believe that if they had been weighed the steel tubes 
would probably have shown less loss of weight than the iron tubes, 
and still the corrosion did not prevent the iron tubes from being 
used again and converted into tubes which to all intents and pur- 
poses were as good as new, while the majority of the steel tubes had 
become worthless. 

Mr. EpcGar S. Coox.—I wish to mention our experience with 
corrugated roofing. Mr. Christie has referred in considerable 
detail to the difference in life of roofing of the present manufacture, 
as compared with the roofing made some years ago, when it was 
exclusively of wrought iron. The Chairman has suggested that 
possibly the increased percentage of sulphurous acid gas in the 
atmosphere of the cities, due to the increased use of bituminous 
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coal, may have some connection with the decreased life of the 
roofing materials now so generally used. 

So far as blast furnaces are concerned the conditions as to 
sulphurous gas have not materially changed during the past 
twenty-five years or more that I have had charge of the Warwick 
Iron and Steel Co. In 1880 we placed over our cinder bed ad- 
joining the furnace, a corrugated roof, in order to protect the cin- 
der men from the weather, both as regards exposure to the sun and 
also to the rain. The structure was erected by the Phoenix Iron 
Co.; the corrugated sheets for the roof were made by the Alan Wood 
Iron Co., of Conshohocken. That roof is still there, and it would be 
in first-class condition provided we had taken proper care of it. 
The corrugated sheets were rolled from muck bars made of pud- 
dled pig iron. We have not had this roof painted for possibly five 
years, or maybe longer, having but little use for the protection 
afforded by the roof since substituting ladles for handling liquid 
slag. This roof is in far better condition to-day than another 
corrugated roof far removed from the sulphurous acid gas that 
issues from the furnace when slag is running. This roof has not 
been in use over five years. It is all pitted, absolutely good for 
nothing, and will have to be removed. This last roofing material 
was sold to me as iron; but it was not iron, it was steel, aS was 
_ proven after we had paid for it. 

It is the bad iron, compared with good steel, that has thrown 
iron into disgrace. Low prices for skelp iron and for sheets, 
brought about by competition, has been instrumental in increasing 
_ the product of so-called iron made by the busheling process, where 
a lot of miscellaneous scrap of all kinds, largely steel scrap, for the 
last several years are stuck together and sold in the market under 
the name of iron. This product will not compare with the skelp 
iron or roofing material made out of pig iron which has been well 
- puddled. 

Busheled iron undoubtedly has its uses, but where durability 
is required under conditions facilitating the rusting, as exposure to 
weather, etc., pipe or corrugated sheets should be made from 
puddle bars, and these puddle bars should be made from good 
gray forge pig. Of course, good selected wrought iron scrap 
_ would undoubtedly be used in connection with the muck bars thus 
described. 
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We have another roof over a set of boilers erected in 1883. 
The conditions are precisely the same as pertain to another set of 
boilers that was erected in 1899, and surrounded with structural 
work and covered with corrugated sheets. The 1883 roof on one 
side is perfectly good; on the other side it shows considerable 
rusting. A large portion of the 1899 roof is rusted so badly as to 
be perfectly worthless. In 1883 the best quality corrugated 
sheets were no doubt made of puddled pig iron, care being taken 
to select a good brand of pig iron, and, of course, all the sheets were 
exclusively wrought iron. 

The sheets of the 1899 roof were undoubtedly made of steel or 
busheled iron, in which the scrap used consisted chiefly of steel. 

Mr. Cuartes L. Huston.—I want to corroborate what the 
previous speaker said about the use of scrap, inferior scrap. Ina 
roof I have been examining with some interest lately, or the entire 
sheeting of a building, in fact, which has been going down for some. 
time, one-half of it was built about 1891, which is perfectly good 
still, the other half was built about two years later, and the sheath- 
ing has all gone to pieces. We had to have the roof removed and 
replaced three times, and finally we put on wooden sheathing and 
composition roofing. On examining the fractured edge of the 
material with a magnifying glass, we could not see very much 
difference between the two. They looked as if they were both iron. 
But upon analysis we found quite a difference. It is evident that 
the later material was made by the busheling process, using 
largely of steel scrap, as indicated by the manganese it contained, 
so that it gave less satisfactory service than solid steel probably 
would have given. The sheeting on the original building, built 
two years before, shows by the fracture four or five successive 
layers, indicating that it has been made from puddled bar pile. 
It is in excellent condition and seems likely to continue for a num- 
ber of years yet. 

Mr. R. W. How.—The influence of mill scale seems to be 
quite remarkable on a job on which I am engaged. The subway 
roof material was to be surrounded by concrete and was shipped 
from the shops without painting, without any covering whatever. 
There is a lot of 42-inch girders, about 5 feet apart, which are in 
in the roof now, having been erected five or six months. Some of 
the webs of these girders are absolutely perfect, the blue scale is still 


DISCUSSION ON CORROSION OF IRON AND STEEL. op 


there. Other webs right alongside of them are badly rusted, in 
fact, entirely covered with a red rust. They had the same treat- 
ment, as far as we know, but there might have been some difference 
in the handling that knocked the scale off, and possibly increased 
the rusting. The effect of the scale seems to have been largely 
protective. 

Mr. S. S. VoorHErs.—I think the protective action of the 
silicate of iron on cast iron is rather clearly shown on cast iron car 
wheels. Those of us who have had the inspection of car wheels 
to look after have noticed that the chilled tread where the metal 
is cast against an iron surface is far more rapidly corroded and 
oxidized than the web and flange of the wheel where it is brought 
in contact with the sand of the mold. 

THe CHarrMAN.—Gentlemen, have you said all you want to 
upon this very interesting and important subject? It seems as if 
the steel makers had still to convince the community that steel can 
_ be made that is not particularly susceptible to rusting. I think 
they can point to the fact that there is badly made wrought iron 
that can rust badly. I suppose they will be willing to admit that 
badly made steel also will rust badly; but it seems as if the burden 
_ of proof was on them to convince the users that they can make a 
steel which will not rust. 

Mr. SPELLER.—Mr. Cushman has referred to irregularities 
in steel causing differences in potential. He omitted to say 
whether he has made any similar tests on wrought iron. If local 
galvanic action has much to do with pitting the cinder in wrought 
iron, which has a difference in potential of about 0.2 of a volt with 
the iron, might be expected to have a serious effect in this way, 
offsetting any protecting influence it may have in breaking the 
bath of corrosion. 

I noticed some time ago in making laboratory tests that mill 
cinder had a decided effect in starting pits, whereas plates pre- 
viously freed from surface cinder oxidized much more uniformly. 
The cinder which is an essential ingredient in wrought iron would 
be expected to have more effect in causing local galvanic action than 
such variations as might arise in composition of steel from the 
same ingot. 

It has been our aim to settle this question by introducing 
improvements, which will increase the resisting power of pipe steel 
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so as to leave no doubt as to its comparative durability,—its superi- 
ority in other respects being already granted. 

Mr. CusHMAN.—I should like to add one or two remarks. 
The question that interests farmers is, why is it impossible to buy | 
a wire fence that will last? The progressive farmer does not 
want to buy a fence that will be all rusted in two years. Now, 
investigation will prove that the wires in a woven wire fence, 
horizontal wires, which come from the same furnace, made by 
the same process, do not last for the same length of time. That 
was the first observation I made when I began to look at wire 
fences. Ona wire fence that has been up, say four years, it may 
frequently be observed that one strand is very rusty from begin- 
ning to end, while the other strands may be perfectly good, just 
as good, in fact, as the day they were put up. Why is it that one 
of the wires is bad and the other wires are good? We have heard 
about the segregation of impurities in the ingot from which the 
wire is rolled. The top may be different from the bottom of the 
ingot. It is a matter of observation in wire fences that the lower 
wires, close to the ground, kept wet nearly all the time by weeds 
in the summer-time and the snow in the winter, invariably last, 
whereas the upper wires are the ones that go to pieces. This 
observation is not founded entirely upon what I have seen myself 
in the field. I have a great mass of documentary evidence, letters — 
written to me by big stock farmers who have miles and miles of 
wire, stating that the bottom wires remain in good shape and it is 
usually the upper wires that go to pieces. It may be, as I have 
suggested elsewhere, that electrolysis is at work, and that the 
wires that are continually grounded all along the line by wet weeds: 
or by melting snows are earthed and are not subject to the differ- 
ences of potential that may establish themselves around the 
loops in the upper part of the fence. 

So without returning to the discussion of the relative merits 
of wrought iron and steel, the fact remains that one wire differs 
in its resistance to corrosion from another wire of essentially the 
same metal, made in the same mill. 

Mr. Tocu.—Mr. Chairman, I have to suggest for the 
furtherance of any knowledge on this subject that if any instru- 
ment I have is of any value I will be very glad to loan it to the 
department, to determine whether it is the reason or not. If the 
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bottom wires can be entirely cleaned and the upper part corrodes, 

and a contact made between them and the upper wires, it would 

be very easy to determine by the potential difference whether 

_ there is any electrolysis going on, and if it is, that being the 
diagnosis, the prognosis would be very simple. 

Mr. CusamMan.—I have spent a summer in the field with 
all the necessary instruments, trying to make just such measure- 
ments. I found it a difficult problem. The difference of potential 
established at the junctions which must be made are of a higher 
order than the differences that exist in the wires themselves. 

It is probable that these potential differences are extremely 
minute and are constantly shifting and changing. I have reached 
the conclusion that little or no information can be obtained in 
this way. 

THe CHAIRMAN.—This observation that the upper wires 
rust more rapidly than the lower wires is an exceedingly interest- 
ing one, and the possible explanation is that when the wire is 
drawn it leaves the wire die with a certain amount of coating, with 
the soap or whatever it is on the wire. Now it may be possible 
that the upper wire, being exposed to more wind and dust, has that 

protective soap coating rubbed off more quickly by the action of 
the dust going by than the lower wires, and therefore is sooner 
left bare than the lower wires. 

Mr. Epcar Marsurc.—In view of the importance of this 

‘subject and the lack of knowledge concerning the same, it would 
seem to me eminently proper for the Society to appoint a standing 
‘committee on the general subject of the corrosion of iron and 
steel. I move that the Executive Committee be requested to 
consider the desirability of appointing such a committee. (This 
motion was carried.) 

Mr. Wn. A. Noyrs.—There has been very much said about 
electrolysis, but it seems to me that the distinction between 
electrolysis which is caused by considerable differences of potential 
occasioned by currents of street railways and the like, and elec- 
trolysis which is occasioned by differences of potential between 
portions of the steel that are in immediate contact, has not been 
sufficiently clearly emphasized. I think it extremely doubtful, 
for instance, in the case of fence wire, whether there can ever 
be a difference of potential between the top and bottom wires 


Mr. Toch. 


Mr. Cushman. 


The Chairman, 


Mr. Marburg. 


Mr. Noyes. 


Mr. Noyes. 


174.  DIscUssION ON CORROSION OF IRON AND STEEL. 


which will affect those wires en masse. We all know that if two 
wires are in contact the difference of potential must reach a certain 
limit of value, which is usually more than one volt, before any — 
permanent electrolysis will continue. For otherwise there is — 
simply a polarization which balances the tendency to electrolysis. 
It is only when we get a difference of potential that goes beyond 
that that the whole mass, the whole wire, for instance, will be 
rusted or affected by the electrolysis. On the other hand, we 
have local currents produced by differences in the homogeneity 
of the material that affect the wire locally, and it is these latter 
effects that are undoubtedly very much the most important in the 
actual rusting of steel. I think it has been well pointed out that 
it is probably the lack of homogeneity in steel which causes it to 
rust so much more rapidly than iron. 


STANDARD SPECIFICATIONS FOR SHIP MATERIAL. 


GENERAL DISCUSSION. 


Mr. E. Pratt Stratron.—The rules for ship construction, Mr. Stratton. 
under the American Bureau of Shipping, which is the leading 
American Ship Classification Society of this country, were adopted 
in 1900, the original rules of this Society for ship construction 
having been originally adopted in 1868. 

The standard specifications for ship material in steel plates, 
angles and shapes, require a tensile strength of from 58,000 
pounds to 68,000 pounds per square inch of section, an elastic 
limit of one-half the ultimate tensile strength, a reduction of area 
at point of fracture of at least 4o per cent. and an elongation of 
22 per cent. in 8 in. for plates 18 pounds thick and over, and 18 
per cent. for plates under 18 pounds thick. Material of greater 
ultimate tensile strength than 68,000 pounds per square inch and 
_ hot above 70,000 pounds per square inch may be accepted, pro- 
vided the elongation and reduction are as specified and the bending 
tests meet the requirements of the rules. Shapes and angles in 
excess of 68,000 pounds tensile strength per square inch, must also 
_ be capable of being efficiently welded. Bending specimens for all 
material must stand bending through 180° on a radius of half its 
thickness, without fracture on convex side, either cold or after 
_ being heated to cherry red, and quenched in water at 80° Fahren- 
heit. A sufficient number of tests must be furnished the inspector 
_to properly represent the material. The number of tests required 
and the method of selection will be left to the judgment of the 
inspector, but in no case shall there be less than one test from each 
heat. Short specimens of angle bar to be flattened out cold and 
afterwards doubled up so that the ends of the angle bar meet with- 
out showing signs of crack or fracturee. 

In order to further test the quality of steel angle bars, samples, 
after being heated a medium bright red, to be turned to form a 
quarter circle, the inside radius of which is not to exceed three and 
one-half times the width of the narrow flange of the bar, and the 
flanges are to be flattened out, or doubled in, until the edges meet 
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without showing signs of cracks or fractures, otherwise the material 
from which the samples were taken to be rejected. 

The efficiency of steel rivets to be tested by having samples of 
short rivets flattened into their heads, and long rivets doubled 
over until the point touches the neck. If the samples fail to under- 
go these tests satisfactorily cold, the lots from which they were 
taken to be rejected. 

In this connection, I would state that it is now a matter for 
the future consideration by the Bureau of adopting rules for the 
test of rivet bars, prior to their being manufactured into rivets or 
stays. 

Makers of steel castings are required to submit for test two 
pieces prepared by them from the pouring of each casting, one of 
which should show a tensile strength from 60,000 to 75,000 
pounds per square inch of section, and an elongation of at least 15 
per cent. in 8 in. the other piece to be submitted to a cold bending 
test to an angle of go° without fracture, each piece of stem, stern 
frame, rudder frame or other casting to be hoisted up and sub- 
jected to a shock due to a fall of 15 feet on hard ground, proper 
discretion being observed by the inspector according to the shape 
and weight of the different castings, so as not to subject any unnec- 
essary or concentrated strain on any light or particular part. 
All castings to be subsequently suspended and subjected to a sur- 
face examination, and hammer test, the size of the hammer to be 
proportioned to that of the casting, but in no case to exceed 
twenty pounds in weight, in order that the surveyor may satisfy 
himself that the castings are without flaw and perfectly sound 
throughout. Steel forgings for hull construction shall have a 
tensile strength of not less than 55,ooo pounds nor more than 
65,000 pounds per square inch of section, and an elongation of at 
least 20 per cent. in 8 in. 

All the rules of this Bureau alike apply to both steel and iron 
vessels in all that relate to methods of construction, the scantlings 
of the iron vessels being about 20 per cent. heavier than those of 
steel vessels. 

All plates of iron are required to be of the best brand, 
tough, malleable and stamped with the maker’s name; the sur- 
faces to be free from flaws and blisters, and the punchings free 
from cracks on the convex side; brittle or a coarse crystalline 
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iron must not be used. The absolute mean breaking strength 
to be not less than 48,000 pounds per square inch and all plates to 
bend cold to the following angle: 

Under 7sths of an inch, with the grain roo degrees, across the 
grain 40 degrees. 

From 7eths to zsths, with the grain 75 degrees, across the 
grain 30 degrees. 

ieths to 7%sths, with the grain so degrees, across the grain 
20 degrees. 

7sths to t¢ths, with the grain 35 degrees, across the grain 
15 degrees. 

teths to 4%ths, with the grain 25 degrees, across the grain 
11 degrees. 

7éths to iéths, with the grain 15 degrees, across the grain 
Brceerees. ~~ 6 

7eths to i¢ths, with the grain 10 degrees, across the grain 
6 degrees. 

Angle bars to be free from veins and cracks or laminations. 
Iron forgings for hull construction shall have a tensile strength of 
not less than 45,000 pounds, nor more than 55,000 pounds per 
square inch of section, and an elongation of 20 per cent. in 8 in. | 

Steel to be used in construction of marine boilers is required 
to fulfil the following conditions: 

Process, open hearth. 


Shell :— 
Phosphorus, not more than .o4 of one per cent. 
Sulphur, not more than .o4 of one per cent. 


Fire box:— 
Phosphorus, not more than .035 of one per cent. 
Sulphur, not more than .035 of one per cent. 


Tensile strength :— 
Rivet steel, 45,000 to 55,000 pounds per square inch. 
Fire box, 52,000 to 62,000 pounds per square inch. 
Shell steel, 55,000 to 73,000 pounds per square inch. 
Brace and stays, 55,000 to 65,000 pounds per square inch. 
Tubes, 52,000 to 62,000 pounds per square inch. - 
All other steel of 52,000 to 62,000 pounds per square inch. 
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Elongation :— oe 
Rivet steel, 28 per cent. in 8 in. 
Plates 3ths in. and under, 20 per cent. in 8 in. 
Plates 2ths to #ths, 22 per cent. in 8 in. 
Plates 3ths and over, 25 per cent. in 8 in. 


Cold Bending and Quenching Tests.—Rivet steel must bend 
180° flat on itself, without fracture, on outside or bent portion. 
All steels of 52,000 to 62,000 pounds of tensile strength, half inch 
thick and under must bend 180° flat on itself without fracture on 
outside or bent portion. Over a half inch thick, must bend 180° 
around a mangrel one and a half times the thickness of the test 
piece without fracture on outside of bent portion. 

Boiler Tubes.—Hydrostatic test to be applied to all tubes by 
maker. Subjected to internal pressure of 500 pounds per square 
inch and when under pressure to be lightly hammered, especially 
on weld (if welded tubes are used). Cold test to be applied to 
not less than one tube in fifty in the judgment of the inspector. 
End of tube must allow of being expanded cold by conical drift 
to Io per cent. excess on outside diameter. Lengths of four 
inches to be flattened till sides are close, with weld (if the tube is 
welded) at the turn of the fold, and without showing fracture. 
End of tube must allow of being flanged at right angles to the 
tube, width of flange 7sths in. from barrel of tube, and without 
showing fracture. Invoices must indicate the kind of material 
from which tubes are made. 

Iron.—Iron may be used in place of steel in the construction 
of marine boilers, for tubes and for screw stays. In such case, 
iron must show with the fiber a tensile strength of not less than 
44,000 pounds per square inch, and elongation in 8 in. of not less 
than 12 per cent.; and across the fiber a tensile strength of not 
less than 40,000 pounds per square inch of section, and an elonga- 
tion in 8 in. of not less than 8 per cent. The hydrostatic and 
cold test for tubes and stays of iron are the same as those of 
steel. 

All material in order to be considered in conformity with the 
rules of this Bureau must be offically stamped ‘‘A. B.S.” in loca- 
tion where it is not liable to be obliterated or removed. 

Forged carbon steel for shafts must fulfil the following tests: 
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Tensile strength :— 
Not less than 60,000, not more than 70,000 pounds per square 
inch. 
Elongation :— 
Not less than 20 per cent. in 8 in., 24 per cent. in 4 in., or 
28 per cent. in 2 in. 


Bending Tests:— 
Bar } in. square to bend through 180° around a mandrel 1 
in. in diameter without fracture on outside of bent portion. 


If it is desired to employ nickel steel or other special steels 
the case should be submitted to the Bureau for consideration. 
Where cast steel is used for propeller bosses and blades, bed- 
plates, engine framing, brackets, levers, cylinder covers, bearing 
caps, bushes, eccentric straps, pistons, crossheads, etc., the castings 
must be thoroughly annealed and are to be subjected to such 
hammer and drop tests as may be practicable. 
Drop tests shall be made from a height not less than ro feet 
on a hard road or floor. 
Where cast steel is used for shaft webs, coupling flanges or 
other purposes usually requiring forgings, the material employed 
must also be subjected to tensile and bending tests as follows: 


Tensile Strength :— 
Not less than 60,000 pounds per square inch. 


Elongation :— 
Not less than 15 per cent. in a length of 8 in. 


Bending Tests :— 

For moving parts a bar 1 in. square shall bend cold through 
an angle of 120° over a radius not exceeding 14 in., and 
without showing cracks or flaws. For other castings the 
test may be the same except that the angle may be reduced 
to go degrees. 


Cast Iron:— 

) All cast iron employed in the construction of marine ma- 
chinery shall be of standard quality, and the castings 
must be free from blowholes, shrinkage, cracks or other 
imperfections which might in any way reduce the strength 
of material for the purpose intended. 


Mr. Stratton. 


Mr. Stratton. 


Mr. Howe. 
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On behalf of the American Bureau of Shipping, I appeared 
before Committee A at Philadelphia and submitted for its con- 
sideration, the rules of this Bureau relating to ship-building, 
resulting from those adopted when it was established in 1868, 
which have been re-written and re-adopted in 1900. These rules 
have, therefore, been fully operative since 1900, and I submit such 
portion of them as relates to ship-building material for publication 
in the proceedings of this Association. In behalf of this Bureau, 
after six years experience with these rules, I suggest their adoption 
or approval by this Society, they being, we think, the most desir- 
able our organization is able to formulate in the interests of the 
ship-owner, ship-builder, manufacturer of material and under- 
writer, they having been generally received favorably throughout 
the country by all interests concerned. Most of the American 
material manufactured in this country for ship construction since 
their adoption has been produced under tests and in accordance 
with their requirements. What gentlemen representing the man- 
ufacturers of material may have to say on this subject, we shall 
listen to with great interest and respond to in the course of the 
proceedings. 

Mr. H. M. Howe.—I should like to make one suggestion as to 
these specifications. It is in regard to the matter of segregation, 
the importance of providing that segregation shall be sought for 
by taking drillings in the part most liable to segregation; that is, 
the part that represents the axis of the ingot. In important cases 
especially, where the upper part of the ingot is used, check drill- 
ings should be taken from that part of the material which repre- 
sents the upper part of the axis of the ingot, to determine what the 
percentage of phosphorus and sulphur and carbon is there. You 
should have first, certain limits of composition specified for the 
steel as a whole, for the ladle test; and of course the majority of 
steel will come pretty near those limits. Then you should have, 
beyond that, provision for check drillings which shall intentionally, 
directly and avowedly seek the most segregated and worst part of 
the material, and then you should have limits for phosphorus 
sulphur and carbon beyond which that worst part must not go. 
My proposition is that we should stipulate a degree of badness 
which we will tolerate for that bad part, and certain limits that 
we will tolerate for carbon phosphorus and sulphur. 
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Mr. W. A. Bostwick.—On this question of ship material, 
if the Society is considering the formulation of specifications for 
ship material, it seems to me it would be far better to follow along 
American lines. The American Bureau of Shipping in this 
country is a recognized registry. Lloyds is essentially a British 
registry. If this Society is considering the formulation of a hull 
material specification, I think considerable attention should be 
paid to adopting something that is strictly American. There are 
a good many features about the Lloyds specifications that are 
adapted to British practice, but are not well adapted to American 
practice. One thing alone, which may possibly seem a small 
matter is the method of figuring tensile strengths in the unfamiliar 
figures, 28 to 32 gross tons, instead of the familiar ones of 58,000 
to 68,000 pounds. 


Mr. Bostwick. 


EXPERIMENTS ON THE SEGREGATION OF STEEL 
INGOTS IN ITS RELATION TO PLATE 
SPECIFICATIONS. 


By CuHas. L. Huston. 


Ingot No. 1,9 x 12 In., 
Weight goo Pounds.— 
Tests Were Not Made 
from This Ingot. 


Manufacturers of steel are generally 
aware of the character of segregation in 
steel ingots and the part it plays in their 
various lines of product, but I think 
users of steel are not generally so well 
informed, and even many engineers do 
not understand very clearly just how this 
segregation lies in the ingots. 

The charts give the results of tensile 
tests and carbon analyses from plates, 
showing how the steel varies through- 
out the different parts of the ingots; also 
showing that under the present standard 
practice and known methods of manu- 
facture it is difficult or nearly impossible 
to secure steel that even in one moderate 
sized plate will have anything like the 
uniformity generally supposed to exist, 
because the tensile strength, in almost 
any one plate of a ton weight or over, 
will vary 5,000 lbs. or more in tests taken 
from different parts. 

The tests here presented are appli- 
cable only to mild or soft open hearth 
steel, as my experience has been very 
limited with any other kind, so that these 
results can be applied only to that class 
of material. 

The photographs were taken from 
ingots after they had been planed down 
to their center line and show the char- 


Norr.—Acknowledgment is made to the Iron Age for the cuts used in 


this paper. Ep, 
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acter of the interior of the metal. I think this throws some 
light upon the results shown in the tests hereafter explained. 
These ingots are of different shape and weight, purposely 


TEST NO.2 
TOP 


T.S. 57000 64410 64140 64770 6230} T.S, 
Ca 14 23 22 -21 -14] C. 


T.S. 55400 


T.S. 56120 57720 58400 58140 56900 T.S 
Cc «13 13 16 16 140 


BOTTOM 
Chart 2.—Ladle Test Carbon, 0.18. 


Ingot No. 2, 16 x 18 In., Weight Plate Rolled 370 In. Long, 76 In. Wide 
‘2800 Pounds. and 75 In. Thick. 


so selected in order to show the difference in the character and 
extent of the segregation in the different sizes and shapes, yet 
they show certain general characteristics common to all. 
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Number r photograph is from an ingot 9 in. thick by 12 in. 
wide, about 36 in. high, weight about 900 pounds, being about the 
smallest section we use for direct rolling. By some misunder- 
standing the duplicate of this failed to be rolled for test. 


= 


Ingot No. 3, 12 x 26 In., Weight 2850 Pounds. 


Number 2 photograph and chart are from duplicate ingots 
16 in. thick by 18 in. wide, about 36 in. high, weight about 2,800 
pounds each; a size.similar to those used in other lines of product 
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besides plates, such as structural steel, etc. Plate rolled 370 in. 


Jong, 76 in. wide and 75 in. thick. 


Number 3 photograph and 


Ladle test carbon 0.18. 
chart are from duplicate ingots 


12 in. thick by 26 in. wide, about 36 in. high, weight about 2,850 


TEST NO.3 
TOP 


5. 54190” 
y 13 


538660 
17 


58430 
18 


Ps. BOTTOM , 
hart 3.—Ladle Test Carbon, 0.18. 

@ Rolled 330 In. Long, 75 In. Wide 

qe In. Thick. 


59830 
18 


55130 T.S 
13°C 


TEST NO.4 ~ 
OP 
T.S.}60300 64120 64900 63250 61510] TS, 
C |.20 +24 23, +22 21] O 
T.S.|57860 62820 63010 61980 58840] T.9, 
C |.15 +22 23. 22 20} C 
T.8.]58670 62450 
C |.19 +22 
T.S.]56520 60250 
C |.16 21 
T.S, 55180 57590 59210 58160 55740 T.S, 
C ud 17 18 18 140 


BOTTOM 
Chart 4.— Ladle Test Corbon, 0.18.— 
Plate Rolled 350 Jn. Long, 76 In. Wide 
and 7s In. Thick. 


pounds each; a size we make large use of both for sheared and 
universal plates. Plate rolled 330 in. long, 75 in. wide and 7g in. 


thick, Ladle test carbon o.18. 
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Number 4 photograph and chart are from duplicate ingots 
8 in. thick by 38 in. wide, about 36 in. high, weight about 2,950 
pounds each; an unusual size, very thin in proportion to the width, | 
but one we find advantageous in certain classes of work. Plate — 


Ingot No. 4, 8x38 In., Weight 2950 Pounds, 


rolled 350 in. long, 76 in. wide and 7 in. thick. Ladle test carbon 
0.18. 

These four tests are from different shaped ingots, bottom 
poured from the same melt of steel upon one stool plate, one ingot 
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of each size being planed for photographic test, and its duplicate 
(excepting Number 1), rolled into a plate for tensile and chemical 


test. 


TEST NO.5 
TOP 


68270|T.S. 


© |.30 33 38 +35 28) C 
T.S.)67570 70140 69050 69560  65310/T.S. 
C }.29 2 2 EP 36 -21/ C 


T.S.|66390 67420 67620 67850 — 64580/T.S. 
23 27 29 28 18) C 


T.S, 65980 65920 65240 64400 65860 T.S. 
C .28 24 23 22 22 © 
BOTTOM 


Chart 5.—Ladle Test Carbon, 0.23.— 
Ingot No. 5, 15x22 In., Weight Plate Rolled 378 In. Long, 78 In. Wide 


3775 Pounds. and # In. Thick. 


Number 5 ingot, 15 in. thick by 22 in. wide, about 33 in. 

high, weight, 3,775 pounds, is, like the 12 in. by 26 in., a size 

- largely used. One-half of it was cut away by planer for the 
photograph and the remaining half then rolled into a plate 378 
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in. long, 78 in. wide and 3 in. thick for tensile and chemical test, 
as given in the chart. Ladle test carbon 0.23. 

Number 6 (no photograph of ingot section) was rolled from 
a large ingot 20 in. thick by 48 in. wide by 50 in. high, weighing 


TEST NO.6 
TOP 


T.S. 59600 65850 65800 64700 59500 T.S. 
C .2 27 26 25 20 0 
BOTTOM THE IRON AGE 


Chart 6.—Ladle Test Carbon, 0.26.— 
Plate Rolled 335 In. Long, 94 In. Wide 
and #3 In. Thick. 


11,000 pounds and of quality about such as is used in making 
large plates of heavy gauge for the outside shells of marine boilers 
where 60,000 pounds tensile strength is desired. This plate was 
rolled 335 in. long, 94 in. wide and $3 in. thick. Ladle test carbon 
0.20. 
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"Number 7 (no photograph of ingot 
section) was rolled from a large ingot 
30 in. thick by 34 in. wide, about 72 in. 
high, weighing about 18,000 pounds, 
first slabbed down to 29 in. wide by 
3 in. thick, cut into eight slabs, and 
these reheated and rolled into plates 
$ in. thick, all of one size, for physical 
and chemical test; the location of the 
slabs, as they were cut, being carefully 
noted and traced so as to properly 
group the tests of the plates in the chart. 
Ladle test carbon o.19. 


i?) 
a 
<x 
=i 
oO 
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Chart 7a.—Slabs from which Plates were 
Rolled.—Tests were taken from the Plates 
as indicated.—Two Sets of Coupons from 
the Bottom Slab. 


THE IRON AGE 
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Number 8 photograph and chart are from an ingot 26 in. 
wide by 12 in. thick, about 32 in. high; one quarter planed out 
longitudinally for photograph, then the other quarter cut away, — 
samples taken from the planed face of the remaining half for ~ 


a i ee wee 


Ingot No. 8, 12 x 26 In., Weight 2800 Pounds. 


chemical analyses and finally this half heated and rolled into a 
plate $ in. thick for physical test, these tests being located so as 
to correspond as closely as possible with the location of chemical 
analyses taken from the center plane of the ingot. Ladle test — 
carbon 0.19. 


2 
. 
; 
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TEST NO.8 
TOP 


T.S. 56380 66440 57940 56050 55900 T.S. 
C 17 16 18 15 16 C 


BOTTOM 


Chart 8.—Ingot No. 8, Ladle Test Car- 
bon, o.r9.— Rolled into }-in. Gauge after 
being Planed Down to $-in. Thickness — 
Carbon Test taken from Center Plane of 
Ingot. 


Number 9 shows the carbon analyses only, from a 15 in. 
thick slab rolled from a still larger ingot, 30 in. thick by 50 in. 
wide, about 6 feet high, 30,600 pounds weight; the drillings being 
taken from the cut ends of the slabs and from the center plane of 


Ladle test carbon 0.23. 


These last two differ from the others in that their carbon 
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analyses were taken from the center plane of the metal and hence 
show greater segregation, while all carbons given in the other 
TEST NO.9 


TOP 


BOTTOM THE IRON AGE 


Chart 9.—Slabs from Ingot, 
30 x 50 In., Weight 30,600 
Pounds. No Photograph of In- 
got Section. Ladle Test Carbon, 
0.23.—Slabs Rolled 15 In. Thick 
and 50 In. Wide.—Test Taken 
from Drillings through the Center 
of each Cut. 
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charts were obtained 
trom drillings taken 
entirely through the 
plate samples and 
thus show the chemi- 
cal test from the same 
body of metal as used 
in the tensile tests. 

Number to shows 
carbon tests taken 
radially across the 
planed face of the 
16 in. by 18 in. ingot 
shown in photograph 
Number 2, verifying 
the above theory and 
in addition showing 

_ where the greater seg- 
regation lies, viz., just 
in or inside the zone 
of gas holes, with very 
slight differences all 

_ the way into the center 
as further explained 

below. 

Segregation by 
agreement, I think, of 
allauthorities upon the 
subject, occurs from 

two main causes :— 
One is from expulsion 

-by “selective freez- 
ing” of the steel; the 
steadily accumulating 
wall of solidified steel 
at the outer portion 

-near the mold con- 
stantly expelling into 
the liquid portion the 
hardening elements or 
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Chart 10.—Diagram of Gas Holes —In- 
got No. 2, 16x 18 In,, Cut through the 
Center and Drilled for Carbon Analyses. 
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metalloids, such as carbide of iron, etc., and these elements as the 
result of this steadily increasing in percentage in the liquid metal. 


The other is from a tendency in these metalloids to float toward — 
the top by reason of the difference in specific gravity, these metal- ~ 
loids being lighter than the pure iron, and consequently they — 


seek the top. 

It will be noticed that the thinner ingots show greater differ- 
ence in hardness between top and bottom near the outer edges 
than the thicker and heavier ones; evidently caused by the quick 
chilling of the metal catching the hardening elements just as they 
were situated, and thus preventing them from separating out and 
floating into the unsound discard portion at the top. 

It will also be noticed that in all sizes the outer skin of the 
metal as it chills first against the mold, is very nearly uniform 
in its character, so that samples taken from all points equally 
distant from the outside surface will show practically the same 
physical and chemical properties, with the exception of the slight 
difference between the upper and lower portion as explained. 


Steel with higher carbon, such as is used in rails, and steel — 


treated with ferro-silicon and other similar materials such as is 
used for steel castings, have a different character and seem to 
incline more to run to a pipe in the center, owing to the different 
behavior of the metal in the mold in process of cooling. These 
steels, as stated before, I am not sufficiently familiar with to say 
very much about and consequently have not brought them into 
this article: these general characteristics may or may not apply 
to them. . 

The steel when poured is very fluid, and is in constant motion 


and circulation in the mold; this movement thoroughly mixing — 


the metal and causing a continued generation of gases which 
pass off through the molten steel and escape, at the same 
time there is forming against the mold a steadily increasing 
coating or wall of solidified steel. As the temperature falls, 
however, the molten steel becomes steadily less fluid until a 


stage is reached where the bubbles fail to pass off through | 


it because of its increasing thickness of consistency, and are 
caught just at the one point as shown. This thickening of 
consistency also operates to prevent the further circulation of 


the steel, and consequently the further generation of gases; that 
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portion lying inside of this zone of holes first becoming of a pasty 
nature and then solidifying practically all in one mass. Although 
these different photographs are from a number of different sizes 
and weights of ingots, yet they all show the same general charac- 
teristics as to the formation of the little holes or gas bubbles, all 
being some distance in from the outer surface of the metal. 

This is aimed at as the best average condition for producing 
the best results we can secure in making plates, because under 
certain conditions if care is not exercised the bubbles will form 
immediately under the surface, taking the shape of honeycomb . 
cells at right angles to the surface of the ingots; these in the after 
heating and rolling, will develop into a very rough or pitted sur- 
face which makes the plates unfit for the market; under other 
conditions the gases will concentrate in large holes in the body of 
the metal. Conditions of temperature of pouring and consistency 
of the steel, judged by experience, bring about these results, and 
can be very largely controlled by the steel melters. 

The question would naturally arise as to the holes shown in 
the photos causing unsoundness in the plate, but it is quite evident 
that they all or nearly all close up if they are clean and free 
from oxides and dirt. The temperature at which the steel is 
heated for rolling being sufficient to bring about the practical 
union of the surfaces when they are pressed down into contact. 

This was strikingly manifest in some of the ingots which 
were planed down to half thickness and subsequently rolled. 
They were heated with the planed side down and thus the cinder 
did not run into the holes, leaving them free to close up under 
_ the pressure of the rolls, the plates coming out with as clean a 
surface on that side as the other. If they had been heated with 
the holes on the top side, the cinder would have run down into 
them and could not have been eliminated in the rolling. 

The experiments seem to show that the portion of the ingot 
lying inside of this zone of holes (which might be called the core 
of the ingot), is practically all of one character with the slight 
_ excess in the tensile strength and hardness at the top as compared 
with the bottom, caused by the hardening elements floating 
toward the top as before explained; also show that the larger the 
ingot and the greater the mass of metal, and the consequent 
greater length of time taken in solidification, the greater is the 
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extent of this segregation, so that though a large ingot may be 
rolled out and cut up into separate slabs as shown in chart 
Number 7 (from an ingot weighing about 18,000 Ibs. and cut 
into eight slabs), there is still a very marked difference between 
the outside edges and the center of each slab, and a discard of 
even a large percentage from the top part of the ingot will not 
materially lessen this condition. 

Now in the practice of rolling and shearing it is generally not 
practicable to secure test pieces from any portion other than the 
sides of the plate as rolled, and hence it is obviously necessary to so 
roll the ingot or slab that the sides of the plate will represent as 
nearly as possible the outer skin of the ingot; otherwise there 
would be no uniformity of results and consequently no satisfac- 
tory record of tests to report. It will be evident from this that in 
general mill practice, while we can report practically uniform 


tests from plates of the same size, rolled from the same melt of © 


steel, yet there is metal in all these plates higher than the records 
show, and this, in the case of steel specified to be of high tensile 
strength, runs up very close to the danger line, often times seeming 
to us, aS manufacturers, to be over the danger line: take for 
instance plates 1 in. or thicker, for marine boilers and specified 
to be 60,000 Ibs. (or more) minimum tensile strength; this requires 
a hard steel at the best in order to secure this tensile in such 
thick steel, and where test pieces have to be taken from 
opposite diagonal corners of the plate as is now required by 
the United States Board of Supervising Inspectors of Steam 
Vessels, necessitates bringing up the softest part of the steel to 
the minimum requirement, so that the hard core or center which 
necessarily remains in the plate even after discarding a large 
proportion of the upper part, goes into the boiler, and is liable 
later on to cause cracking and trouble, if not danger. 

Metal which if tested in moderate thickness, say % in. would 
show 75,000 lbs. tensile strength would be considered too hard 
to use, yet the same steel is continually required to make plates of 
r4 in. thickness or thereabouts, in order to produce 60,000 Ibs. 
to 65,000 Ibs. tensile strength, and considered quite acceptable, 
while as a matter of fact it is much safer in the 3 in. thickness 
than in the 1} in. thickness because of the refining effect of the 
rolling action. 
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I believe statistics will show that troubles attributable to 
the steel in boilers and structural work have arisen from steel 
being too hard, and seldom from being too soft; hardness being 
needed mainly to withstand abrasion or wear and in itself being 
of less importance for the strength of structures where a liberal 
factor of safety is provided for the working stress. 

It has long seemed to the writer that the whole manner of 
figuring strength and factors of safety, etc., is wrong and that a 
better way would be to specify the standard desired: the steel to 
be accepted if it does not fall below or above by a given allowed 
margin, and that the strength of the structure be based on the 
medium tensile strength specified. The lower strength material 
which may be found in the plate, while it has less tensile 
strength, has other elements of value such as increased ductility, 
etc., which make up for the lower tensile strength and make this 
steel worthy to be used up to the same working strain in a bridge 
_or boiler just as safely as the steel that runs up toward the upper 
margin. This would be a much simpler way of figuring and 
would result in greater satisfaction among steel makers and save 
a great deal of unnecessary friction and drawing of fine lines 
between inspectors and manufacturers as to the acceptability of 
the steel under present practice. 

It is, of course, a common saying that the strength of a 
structure is the strength of the weakest part, yet it does not seem 
to me that this fits this case. One part may appear weaker in 
point of tensile strength and yet be better because of greater 
- ductility and average value. 

The rule of the Philadelphia Department of Public Safety 
for the construction of boilers, as adopted by the City Council 
in 1882, one of the earliest specifications, and prepared after 
careful study by prominent practical experts, provides that when 
iron plates show a ductility of 15 per cent. in a given length, a 
factor of safety of 5 shall be used in figuring the pressure allowed 
in the boiler, but if the plates show a ductility of 20 per cent. and 
stand a good bending test, they may be used with a factor of 
safety of 4. This would give 10,000 lbs. working strain on iron 
of 50,000 lbs. tensile strength with the 15 per cent. ductility, or 
12,500 Ibs. on iron of the same tensile strength with 20 per cent. 
ductility. 
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I believe experience in bridge construction and also experi- 
ments on steel have demonstrated that a piece showing, say 
50,000 lbs. tensile strength, can work right along side of a piece 
60,000 lbs. or 65,000 Ibs. tensile strength and do its full share of 
the work: the coefficient of elasticity of steel within these ranges 
being practically the same; in other words, equal stresses upon the 
two pieces of steel will produce equal degree of elastic yielding 
and not strain either one of the steels or throw any undue burden 
upon the higher test steel, the soft steel standing up along side of 
it and doing its full share of the work up to the limit allowed in 
working strains, which is usually about one-fifth of the breaking 
strength of the material. 

In conclusion I would venture the prediction that a fuller 
knowledge, on the part of engineers and users of this class of 
material, of the actual conditions necessarily existing in all stand- 
ard made steel, and in view of the excellent results obtained as a 
whole heretofore from steel possessing even much greater varia- 
tions than here shown, will result in less disposition to draw fine 
lines, and restrictions, in range of both physical and chemical 
tests than heretofore, and bring about a disposition to more 
definitely trace from effect to. manifest cause in studying the 
elements of value in this and other classes of materials of 
construction, 


DIsCUSSION: 


Mr. J. P. Snow.—I was very glad to hear the author of the mr. Snow. 
paper speak in favor of low-carbon steel for general bridge work. 
If you will notice the printed report of Committee A (page 39), 
you will find an item which has been referred to the committee of 
the American Railway Engineering and Maintenance of Way 
Association for investigation. The question is as to the advisabil- 
ity of raising the desired ultimate strength of structural steel from 
60,000 to 62,000 pounds. I don’t know that it is just right to 
bring that in here, but as the author spoke about the advisability of 
low-carbon steel for general purposes, it seems that it might be 
discussed; and as a member of the committee on Iron and Steel 
Structures of the Maintenance of Way Association, I should like 
very much to hear an expression of opinion from the members here 
who are interested and who have knowledge on this subject, so 
that we may have the benefit of it in reporting to the Maintenance 
of Way Association on this question. It may not be known 
to all the members here that the specification for bridge material 
places the desired ultimate strength at 60,000 pounds, and that we 
allow a range of 5,000 pounds each way from that point, making 
the steel really from 55,000 to 65,000 pounds as possible extremes. 
Now as the author stated, a fairly high material is perhaps all 
right for thin material, but it is not all right for thick material. 
The general tendency of practice now is to use heavier and heavier 
plates and angles, and it seems to me that it is somewhat dangerous 
to increase the ultimate strength; not as between 60,000 and 62,0co 
pounds—that is all right; but if we raise the desired limit, of 
course we have got to raise the other limit, which would really 
mean an upper limit of 67,000 pounds as a possible material 
which we would be obliged to accept. In bridge work, this 
material, of course has got to be punched and sheared; and it 
seems to me it is dangerous to go so high, knowing that the material 
is to be subjected to that kind of shop usage. 

Also, reverting to the discussion on ship material, I fail to 
_ see why ship material should be of a higher grade of carbon than 
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bridge material. It is fabricated in very much the same way; 
and it seems to me that the only argument for it was a word that 
Mr. Stratton, I think it was, dropped in the discussion, namely 
that if we adopt a higher steel we can use thinner material, making 
our ships lighter, and that it is more economical. 

Now in line with the remarks of the author, it does not seem 
reasonable to use a higher stress on this higher carbon material. 
As he says, the coefficient of elasticity is practically the same for 
both, and it is really not the ultimate strength that we proportion 
for, but deformation of the material, as shown by the deflection of 
a bridge. We never build a bridge that is going to break down; 
we aim to build one that is not going to deflect too much under the 
load. If the bridge springs it is too light; no matter if it is strong 
enough to hold up ten times the load, if it springs under the strain 
it has got to be strengthened or be removed. So it is not the 
ultimate strength of the material that governs, but its action in use. 
As I said, I should be very glad to hear others, who understand 
this subject, say what they think of the proposition to raise the 
desired limit from 60,000 to 62,000 pounds. 

Mr. C. L. Huston.—Steel for marine boilers coming under 
the inspection of the United States Board of Supervising Inspec- 
tors of Steam Vessels is one of the classes of material which I had 
prominently in mind in preparing this paper. The conditions 
under which they are obliged to classify this material, under 
restrictions of enactments of the United States Congress seems 
to put them in a position that necessitates the use of very hard 
steel and having had difficulty with the steel cracking or showing 
unsatisfactory service, they have been imposing conditions to 
guard against this; but instead of bettering the matter, they 
have apparently made it worse, because they now require tests 
to be taken from the opposite diagonal corners—two tensile tests 
and two bending tests—covering in this way all four corners of the 
plate. These two tensile tests necessarily find the softest part of 
the plate and get the minimum tensile strength of the plate. This 
softest tensile strength is then used as the minimum showing from 
which to figure the pressure allowed in the boiler and because of 
finding the softest place for the minimum test, the whole tensile 
strength of the plate has to be kept up sufficiently to guard against 
rejection. In plates of 13°.” thickness, which we furnish fre- 
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quently, it has required ingots of about 24,000 pounds weight to 
make them, and with such a size ingot it is manifestly very difficult 
to avoid considerable segregation, and consequently the central 
part or core of the plate necessarily goes into use, which is very 
much harder than it should be and involves the use of material 
which seems to be dangerous and inadvisable to be used in such 
an important place. Manufacturers and boiler makers are both 
inclined to the feeling that if the United States government or any 
other body properly qualified, specify what they want and send 
their inspectors to inspect it and test the steel, and the boiler maker 
gets it worked into a boiler successfully, then we are not respon- 
sible for it any farther. That, more than anything else, has led me 
to set those figures forth here, in order that people may know what 
exists in the interior of steel, and avoid raising the tensile strength 
continually, and getting hard steel in the interior, which you cannot 
entirely detect, and which does not seem to me to be safe to use, 
or at least not wise. Even in an inch and a half thickness the ten- 
sile strength in the heart of the steel, will be 75,000 pounds and 
consequently the material will be brittle so that, as one boiler- 
maker said, if you try to shear off a couple of inches of a plate that 
is too long, with the ordinary rake of a boilermaker’s shear, it will 
break off in chunks and fly across the shop. That is the kind of 
steel that is going very largely into the boilers under government 
inspection, where they want to get high expansion and require 
thick plates to carry the steam pressure. I believe you could carry 
the same pressure with the same thickness of steel if it had 5,000 
pounds less tensile strength, because you would still have a large 
margin of safety on the softer steel and avoid that treacherousness 
and brittle nature that goes with the harder steel. 


Mr. Huston, 


AN EXPERIMENTAL DOUBLE-MUFFLE GAS HEATING 
FURNACE, FOR STUDYING THE LAWS OF 
THE HEAT-TREATMENT OF STEEL. 


By Henry M. Howe. 


General description of the furnace—The bundle of steel 
bars to be heated is set vertically in the very middle of an inner 
vertical muffle, which in turn is set in the very middle of an outer 
vertical muffle, which, finally, is set in the very middle of a vertical 
cylindrical combustion chamber. The outer muffle is heated not 
only on its sides but also on its ends, and this is true of the 
‘nner muffle and also of the steel bars themselves, which are, as 
it were, poised in the very axis of a rather large combustion cham- 
ber, and shielded from local variations of temperature by the 
diffusing action of first an outer and then an inner muffle. 

Turing to Figs. 1 to 4, the steel bars are shown at A, the 
‘nner muffle at D, the outer one at G. Surrounding this is the 
combustion chamber P, P, P, in which gas and blast, brought in 
through the burners L, L, L, L, generate the flame, the sole source 
of heat. ‘This fame whirls about the outer muffle, and the products 
of its combustion escape through the outlets M, M, M (Fig. 3), 
to be carried off by a large ventilating hood, not shown here. 

The legend to Figs. 1-3 is as follows: 


A, Steel bars under test. 

B, A cap to keep these bars truly centered. 
D, The inner muffle. 

E, Acap or plate on which it rests. 

A cap or plate for the outer muffle. 


J 
~ 


F, Openwork fireclay supports for the inner muffle. 

G, The outer muffle. 

H, Fireclay supports for the outer muffle. 

J, The walls of the furnace itself. 

K, Cover of the furnace. 

L, The tuyeres. 

M, The outlets for the products of combustion. 

N, Tube carrying the leads of the thermo-junction. 

O, Another tube carrying the leads of another thermo-junction. 
P, The combustion chamber. 
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R, A clamp for lowering the outer muffle into place. Thick pieces 
of paper are set between this clamp and the muffle, and after 
these papers have burned away, the clamp can then readily be 
detached from the muffle and removed. 


Object to be attained.—I designed this furnace with the object 
of heating steel bars with great uniformity, so as to give my officers 


LE 


Fic. 2.—Sectional Plan, Showing Arrangement of Stanchions. 


and students an efficient apparatus for studying the laws govern- 
ing the heat treatment of steel. The furnace design, then, aims 
at great uniformity of temperature, with little regard to economy 
of fuel. It is solely for investigation, and unfit for industry. 
Need of uniformity of temperature.—In studying these laws, 
we should know with great precision the temperature reached. 
If we are to study the effects of heat treatment on the tensile 
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properties, then it is desirable that our test bars should have a 
measured length of at least four inches, and this implies that the 
temperature must not only be accurately known but must be 
extremely uniform over the whole of this length, so that the whole 
of that part of the bar which is in test shall have undergone exactly 
the same treatment, to the end that, wherever the bar happens to 


Fic. 3.—Elevation of the several parts of Double Muffle Gas 
Heating Furnace. 
G.—Outer Muffle 
E.—Inside Supports. 
D.—Inner Muffle. 


break, stretch, and contract, we may know that the tensile strength 
elongation and contraction are those strictly due to heat treatment 
at the temperature observed. It is indeed better, because safer, 
that the uniform temperature shall reach far beyond the ends of 
the measured length. 

Difficulty in getting uniformity of temperature-—When very 
small test pieces are to be used, as may be done with Brinell’s 
ball test and other tests of hardness, or with the impact testing 
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machines, such as those of Fremont and Guillery, then a very 
uniform temperature can readily be had over the whole test piece. 
But to create a uniform high temperature over a considerable 
length, such as six to ten inches, is much more difficult, because 
of the very different rates at which heat escapes from different 
parts of the exterior of most furnaces. In particular the effects 
of end cooling, that is to say the escape of heat through the ends 
of the furnace, are generally very serious, and this is true whether 
the axis of the furnace is vertical or horizontal. 

The reason for using gas instead oj electric resistance heating 
is the very practical one, that, at the high temperature in view, 
approaching 1,500° C., the platinum or other metal used for resist- 
ance breaks down so quickly that its cost is prohibitory, and, 
moreover that the labor of repairs and maintenance is very serious. 
For relatively low temperatures nothing could be more con- 
venient than the electric resistance method. Dr. Harker’s experi- 
ments lead us to hope that electric resistance furnaces may be 
made applicable to these high temperatures, by using solid elec- 
trolitic resistance wires of the Nernst type.* 

Reasons for the muffle form.—If gas is to be used, it is indeed 
necessary that the bars treated should be enclosed in a muffle, so 
that they may be protected from the oxidizing action of the flame. 
Beyond this, the muffle has the very great advantage of much 
more uniform heating than is to be had in an open furnace, in 
which the flame is in the same chamber with the bars to be heated, 
with consequent great local variations of temperature, due to 
variations in the shape and volume of the flame, in its nearness to 
the bars treated, etc. These reasons led me to adopt the muffle form. 

Reason for uniformity of temperature in muffles.—The great 
uniformity of temperature in muffle furnaces comes, I take it, 
chiefly from the fact that they heat almost wholly by radiation, 
with but little transfer of heat by means of either conduction or 
convection from the heating substance, in this case the walls, to 
the substance to be heated, in this case the steel bars. 

If, for instance, for some special reason the spot d on the outside 
of the inner muffle, Fig. 1, works cooler than the rest, this of 
course tends to cool the corresponding spot @ on the inner face of 


* J. A. Harker, Proc. Royal Soc., Vol. A76; 1905, p. 235. 
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the muffle, and this in turn tends to make the spot e in the 
steel bars cooler than the rest of the bars. But this tendency to 
local cooling is strongly combated first by the tendency of the 
heat radiating from every other spot on the inner surface of the 
muffle to heat up the spot a, so as to compensate for the deficiency 
of its supply of heat from without. Heat radiates to a from h, 
j, k, and every other spot on the inner face of the muffle, obeying 
the obvious law that the transfer of heat from body to body in- 
creases with the difference in temperature between those bodies. 
The deficit of heat at a tends to cool down every spot on the face 
of the muffle, and conversely heat rushes from each of these other 
spots to heat up a. 

The tendency to local cooling is further combated by the 
tendency of heat to radiate from every spot on the inner surface 
of the muffle more rapidly to e than to the hotter parts of the 
surface of the steel bars. Because spot e tends to be cooler than 
the rest, to it does the heat rush faster than to the rest of the 
surface of the bars, because of the law just quoted. 

The defect of common muffles and its remedy.—In most muffles, 
for instance the common cupellation muffle, the uniformity of 
temperature is very seriously lessened by the fact that one end 
of the furnace, its door, not only radiates no heat into the muffle, 
but on the contrary is in effect a sieve through which heat rushes 
out very rapidly. Hence the part of the heating chamber nearest 
the door works much cooler than the rest. If our steel bars are 
set at right angles with the door, then that end of each bar which 
is nearest the door always remains cooler than the rest of the bar. 
If, on the other hand, the bars are set parallel with the door, then 
first those bars which are nearest the door remain cooler than 
those farther from it, and second that side of each bar which is 
nearer the door remains always considerably cooler than the 
opposite side. 

To remedy this very serious defect I determined that my 
muffles should be true muffles; or, in other words, that the whole of 
the muffle, door and all, should be heated alike, or as nearly alike 
asI could arrange. This I try to effect by setting the muffles com- 
pletely within a closed heating chamber, and arranging that the 
heat shall be supplied to the outer ends of the muffle in much 
the same way as to its sides. 
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To accomplish this I set the outer muffle far above the bottom 
of the combustion chamber, so that the flame can circulate freely 
under it and heat it well, and I leave a large space above its upper 
end, so that there too the flame may circulate freely and heat that 
end. 

In the same way, I provide a large free space between each 
end of the inner muffle and the corresponding end of the outer 
one, so that the both ends of the inner muffle may be well heated 
by radiation, not so much from the ends as from the sides of the 
outer muffle. Carrying this same idea farther, I provide a large 
space between the ends of the steel bars to be heated and the ends 
of the inner muffle, so that these bars, in turn may be heated 
chiefly by radiation from the sides of the inner muffle, and shall 
depend but little on its ends. Thus, throughout this design my 
aim is to work by side heating, and to restrain the tendency 
toward end cooling. $ 

The degree of uniformity actually attaine2.—As to this I am 
not prepared to report definitely. The extraordinary precautions 
which I took to secure uniformity I thought would very probably 
be effective. A direct set of tests by two of my students, Messrs. 
Edward Hess and E. M. Shipp, showed such extraordinary 
uniformity that I am unwilling to report them unless they are 
confirmed hereafter. If the temperature is really very uniform, 
it is easy to see how observational errors might lead to its being 
reported as uneven; but if the temperature is really uneven, it is 
very hard to understand how a series of observations over a 
long range of temperature should come to report it as actually 
very uniform. In other words, observational errors might con- 
stantly exaggerate the real variations in temperatures, and they 
might occasionally make the apparent variations less than the 
real ones; but that they should continuously and persistently 
cause temperatures really unlike to be reported as like, is ex- 
tremely improbable. Nevertheless I prefer not to report any 
results at present. 

Minor details.—If the tuyeres entered strictly tangentially, 
the flame would cut away the sides of the furnace very seriously. 
On this account they are directed in such a way that the flame 
travels a considerable distance before impinging on the walls of 
the furnace, as shown at S T in Fig. 2. 
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It was my intention that the supply of gas and blast to each 

_ tuyere could be varied independently of the others, so as to meet 
any tendency of the furnace to work hotter in any particular 
_ range than elsewhere. Should this prove necessary it can be 


arranged. 
The lower part of the furnace naturally tends to work cooler 
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Fic. 4,—Simplified Form of Double Muffle Furnace, 


than the upper part, because some support must be provided for 
the muffle, and these supports must necessarily both absorb heat 
obstruct the passage of the flame. In order to lessen this 
trouble these supports as shown are made hollow and open-work 
In order to make a tight joint between the muffles and their 
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respective caps, a ring of sand may be put on each cap, and the 
muffle then ground down into this sand. 

The reason for choosing the vertical position was that the 
horizontal one leads to rapid sagging of the bars. Besides, if 
the bars are horizontal, the scale which falls off from them is apt to 
attack and destroy the walls of the muffle on which it falls. With 
the vertical position, any scale which falls off is caught in the cap 
of the muffle, and this cap is both cheaper to replace and easier to 
protect than the muffle itself. It is easy to protect by means of 
a layer of sand left upon it, which will absorb the iron scale and 
prevent it from eating into the cap itself. 

The furnace was built by the American Gas Furnace Com- 
pany, of John Street, New York City, with its characteristic 
enterprise. I have to thank the company most heartily for 
working out many of the details of the plan, and for executing it 
very skilfully, thus laying the cause of technical education under 
a further heavy load of obligation. The admirable furnaces 
which this company makes are of the greatest value as instruments 
for teaching young metallurgists. 

Simplified form of jurnace.-—Fig. 4 shows a simplified form 
of this same furnace, which has been used repeatedly in my 
laboratory with good results. The bars under test are set with 
an inner muffle which consists of a large steel steam pipe, closed 
at each end with the cover of a graphite crucible. This inner 
muffle in turn is set within an outer muffle consisting of an in- 
verted graphite crucible with its original bottom sawed off. The 
whole is set inside one of the American Gas Furnace Company’s 
crucible furnaces. A fire brick should be set inside the furnace 
opposite each tuyere, to prevent the flame from impinging on the 
muffle and thus cutting it. 
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ON THE HEAT TREATMENT OF SOME HIGH-CARBON 
STEELS: 


By WriLiram CAMPBELL. 


OBJECT OF THE INVESTIGATION. 


The object of the following research is to determine the 
changes which high-carbon steels undergo when submitted to 
heat treatment. A series of steels, varying from o.7 to 2 per cent. 
carbon, were heated to temperatures ranging from 650° to r200° C. 
and slowly cooled. Their mechanical properties and microstruc- 
ture were worked out in detail and the changes which had occurred 
were contrasted. | 


PREviIouS WoRK ON THE SUBJECT. 


The subject of heat treatment of steel is of such importance 
that a great deal of attention has been given toit. In the labora- 
tory many experiments have been made to determine the changes 
which iron and steel undergo when heated to certain temperatures 
and either slowly or quickly cooled. The following papers apply 
directly to the subject and in each a particular steel was experi- 
mented with: 


Fay and Badlam. Effect of Annealing upon the Physical Properties 
and Microstructure of a Low Carbon Steel. Technology Quarterly, 
1900. The steel contained 0.07 per cent. C. and 0.32 per cent. Mn. 

R. G. Morse. The Effect of Heat Treatment upon the Physical Proper- 
ties and Microstructure of Medium Carbon Steel. T. A. I. M. IB 
1899, 729. The steel contained 0.343 per cent. C. and 0.221 per 
cent. Mn. 

W. Campbell. The Heat Treatment of Stecl. Journal Iron and Steel 
Institute, II, 1903, 359. The steel contained 0.50 per cent. C. and 
0.98 per cent. Mn. 

G. W. Sargent. A Study of the Effect of Heat Treatment on Crucible 
Steel, containing one per cent. of carbon. T.A.I.M.E., IQOT, 303. 


In other cases a series of steels has been experimented with, 
and the following papers are arranged according to date: 


Osmond. Méthode Générale pour l’Analyse Micrographique des Aciers 
au Carbone: Bull. de la Soc. d’Encouragement, 1895, x 476.° 
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Osmond and Stead. Microscopic Analysis of Metals (Lippincott Co.). 
Deals with a series of four steels containing 0:02, 0.14, 0.45 and 
1.24 per cent. carbon respectively. The transformations of structure 
which take place within the range of the critical points are studied. 

Sauveur. The Microstructure of Steel and the Current Theories of 
Hardening. Trans. A. I. M. E., 1896, 863. Five steels contain- 
ing 0.09, 0.34, 0.80, 1.20 and 2.50 per cent. carbon respectively 
were slowly cooled and the changes described. Hardening is dis- 
cussed. 

Stead. The Crystalline Structure of Iron and Steel. Journal Iron and 
Steel Institute, 1898, I, 145. Deals with a series of six steels, run- 
ning 0.01, 0.11, 0.21, 0.47, 0.86 and 1.14 per cent. carbon. The 
change of size of grain with heat treatment and the relation of the 
critical points are worked out. 

Wahlberg. Brinell’s Method of Determining Hardness and other Prop- 
erties of Iron and Steel. Journal Iron and Steel Institute, 1901, I, 
234. The carbon of the steels used ranges from 0.09 to 1.17, and 
the temperatures of annealing vary from 350° to 1200° C. 

Campion. 

Some Experiments on the Methods of Annealing Steel. Jour- 
nal W. of Scotland I. and S. Institute, 1901 (Metallographist 
IV, 53); and 

The Heat Treatment of Steel under Conditions of Steel Works 
Practice. Journal Iron and Steel Institute, 1903, I, 378. Deals 
with steels containing 0.2 to 0.65 per cent carbon. 

J. O. Arnold.. The Properties of Steel Castings. Journal Iron and 
Steel Institute, 1901, I, 175.  Jllustrates the structural changes 
in annealing sixteen or more castings whose carbon runs from 
0.06 to 1.75. 

Arnold and McWilliam. The Thermal Transformations of Carbon 
Steels. Journal Iron and Steel Institute, 1905, II, 27. Shows the 
changes in three steels 0.21, 0.89 and 1.78 per cent. carbon and their 
relation to the critical points. 

The Sixth Report of the Alloys Research Committee. Institution of 
Mechanical Engineers, London, 1904. A set of eight steels whose 
carbon contents were 0.13, 0.18, 0.254, 0.4608, 0.722, 0.871, 0.947 
and 1.306 per cent. were annealed for $ hour at 620°, 720°, 800°, 
goo® and 1100° C. Their mechanical properties and microstruc- 
ture were examined. A second series of experiments consisted in 
annealing at the above temperatures for 12 hours. The subject of 
hardening is also taken up. 


The list of papers given is merely a selection chosen for refer- 
ence. The above work shows that the effects of heat treatment 
upon steel are dependent upon the critical points and that the 
relation of the microstructure to the mechanical properties is very 
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intimate. Looking over the literature, however, it will be seen 
that most of it relates to steel with less than 1 per cent. carbon and 
that steels consisting of cementite and pearlite have not received 
so much attention as those consisting of ferrite and pearlite. It 
seemed fitting, therefore, to undertake research work on steel 
high in carbon. 


MATERIAL USED. 


Crucible Sieel.—-A series of six steels rolled in the regular way 
into bars 7’ inch square, was presented by the Carpenter Steel 
Company, and thanks are due to Mr. W. B. Kunhardt. 

The analyses given in the following table show the manganese 
to be low, whilst the phosphorus and sulphur are in all cases less 
than 0.02 per cent.: 


ANALYSES OF STEELS. 


Numzer. C. Mn. Pa Si. Ss, 


i ok 6B are onoey ee eee 2.04 0.28 0.014 O.014 
D BSL es ROA ieee ee 1.94 0.20 0.009 On ay 0.013 
BE See ee eee ee 16 G3 0.075 0.013 0.20 o o18 
Jom 6 6.6 010 ICSI BCR ee eee TAO ©.19 0.013 0.19 0.013 
RM yay easieke egepesar ware 1.04 CRUZ 0.012 ae 0.017 
Sacto) GebrSxectcrO IGOR men IeaE ee 0.70 0.068 0.012 ©.I4I 0.019 


DETERMINATION OF CRITICAL POINTS. 


The critical points were determined with a Le Chatlier pyro- 
meter, a platinum and platinum-iridium thermocouple, using the 
telescope-scale-galvanometer method. The scale length was 
50 cm. divided into millimeters, and the deflection of the galvan- 
ometer was such that each scale division corresponded to 2° C. 
Half scale divisions could be read with ease. 

The thermocouple was standardized by the freezing points 
of copper, aluminum, antimony, zinc and lead and the boiling 
point of sulphur. The steels were heated in a small Fletcher fur- 
nace, in a crucible packed with asbestos. No retardations above 
A, were found. The following table gives two readings for each 
steel: 
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Steel Number. he ee Ac. Ar;. 

Y cars donated tne eae eee ae 2.04 739° Cy "726°C, 08°" Cees ose. 
CRM Me Phe en oA ae cr 1.94 731 734 704 705 

Bates Nie Satica ated lee Ree ite i Gp 730 740 710 707 

Hier Sn ene ners hice ye ean Thee 32 736 707 708 

EON tint sie anemia kee 1.04 730 731 697 696 

Oncaea ater e ets Saeed eee °.70 730 736 702 FOI 

J 


The fact that the two readings for Ar, agree to 1° C. and that 
those for Ac, are more widely apart is due in part to the differ- 
ence in the rates of heating and cooling. The furnace cooled 
from 1000° C. to just below 700° C. in fifteen minutes, but in heat- 
ing the time was much shorter. The average temperature for Ac, 
Is 733° Crand fomAr, you C- 

The critical points Ac,_, and Ar,_, were not found, the evolu- 
tion of heat being too small to cause a marked break in the curve 
for this method of work. 


METHOD oF HEAT TREATMENT. 


The bars were cut up into lengths of 12 inches and heated in 
batches of six, one of each steel. The heats were made in a 
horizontal cylindrical gas forge 21 inches long, 7 inches internal 
diameter, with two rows of five burners set tangentially. 

The six bars were packed in an iron tube 15 in. x 2 in. diameter, 
with a porcelain thermocouple tube in their midst. The iron tube 
was packed with lime and had asbestos plugs at each end. The 
whole was placed in the axis of a largeriron pipe 18 in. x 34 in. diame- 
ter with cast-iron covers for each end, fixed inside of the forge. This 
outer iron pipe acted as a muffle and thus the bars were heated by 
radiation. This method of heating by radiation is very simple, 
is easy to regulate and gives very uniform temperatures throughout 
the length of the inner tube. 

The furnace was charged cold and the heat was so regulated 
that the bars reached the maximum temperature aimed at in about 
one hour. At this rate of heating it seems almost certain that it 


would only take a few minutes for 7° in. square bars to reach a uni-_ 


form temperature. Therefore, as soon as the maximum tempera- 
ture was steady, say in five minutes or more, the gas and blast 
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were turned off and the whole allowed to cool slowly. In about 
44 hours after starting the furnace was cold enough to open. 

An exact record of heating and cooling of each lot of steel 
was kept by a Le Chatelier pyrometer, and this time-temperature 
record has been plotted as shown. The hot junction of the thermo- 
couple was situated in the center of the axis of each bundle of 
steel, and so the record given is for that point. The curves have 
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all been plotted on one sheet to economize space. In order to 
keep them distinct the zero for temperature for each steel is placed 
38; of a division above that of the next lower heat. With the excep- 
tion of heat Z to 1070° C. the maxima are fairly regular. The irreg- 
ularity of this heat was due to a fall in pressure of the blast. The 
evolution of heat due to Ar, or the recalescence point is marked 
in most of the curves. 
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SUMMARY OF HEAT TREATMENT. 


Heat No, Heated to 
See OE SS Base Oe, 650° C 
Te Siwce ian uae ae en te 715 
Opec Peat ls tikes Gur rans 760 
PR RR tran Say og rine Hiey oct 800 
Ah oslo PRs Eh Sue Ae SENS Oe 855 
ORC nasaps Ae, teen aoe 905 
Rene REO MEISE Avs osc 950 
Listes secsin 3 Seer RI Erne 1070 
OR Gyn) ea ins hace eae ee I200 


The above temperatures were very close to those aimed at, viz: 
650°, 710°, 750°, 800°, 850°, go0°, roso° and 1200°C. The reason 
for chosing these temperatures was that we might have one heat 
below the critical range, one at Ar, which was found to be 710—700° 
C., one just above the point where Ac, is complete (730-740° C.,)and 
five others lying between this point and 1200° C., where we know 
overheating occurs. In this way one heat is made to a maximum 
where pearlite is still stable, another to a maximum where pearlite 
forms on cooling (Ar,), thus completing any changes which may 
have been held back by the comparatively rapid cooling of °5- 
inch bars at the rolls. A third is made to that region where the 
change from pearlite into solid solution, or austenite, is complete, 
i.e. the end of Ac,, whilst by heating to temperatures above this we 
pass through the ranges A,_, or the solution of the cementite in 
the solid solution Austenite.* 


MECHANICAL TESTs. 


The tests were made on a Riehlé testing machine in the 
Testing Laboratory, Columbia University, which Professor Wool- 
son kindly placed at my disposal. 

The test-bars were cleaned on an emery wheel before pulling. 
The elastic limit was determined by drop of the beam and the 
elongation measured on 2 inches. To act as a standard of com- 
parison two bars of each steel were pulled as received and these 
are numbered A and X respectively. The figures thus obtained 
are tabulated in Tables A to F and these tables have been plotted 
in figures A to F. 


* Rooseboom: Eisen und Stahl von Standpunkt der Phasenlehre. 


Zeits. f. Phys. Chem. 34 (1900), 437. Howe: Iron, Steel and Other Alloys. 
P. 177 et seq. 


CAMPBELL oN Heat TREATMENT OF STEELS. 


Fic. A. 


217 
TaBLE A.—Steel No.1. C= 2.04. Mn. = 0.28. 
: ° eee 

es ge | G5 |S gese 

iS 2 aE fa Sas oad Fractuie and Microstructure. 

o G13 RS BS" Slow 

o $ a an LON oS o 

q x | & ay Sieg 

Ibs. per | Ibs. per 
see Me tae Fracture fine. Fig. 7, 
A |As rolled|/101,800/144,600 Atl 365 Microstructure—Fe,C as fine 
X |As rolled|104,200 144,000] 4.0] 3.0 irregular network and as 
coarse patches. 
Broke in grips. A second pull 
3 650° C.| 84,600/115,400] 6.0 Ons gave M. L.=123,400 lbs, 
Fe,C becoming globular. Fig. 
9. 
I | 715° | 83,900]114,500] 7.0] 6.6 , 
Fracture very fine. 
6 | 760° 57:700| 98,800]11.5]/16.2 { Fe,C wobale 
2 | 800° 57,800] 95,650/12.5/19.6| Broke near grips. A second 
pull gave M. L.=99,000 Ibs. 
Fracture finest. Fig. 8. 
AVS ears as 551500] 93,800|)12.0/13.2 
OF1=. 905° 55-359] 95,250|11.5/12.6 
Fracture coarser than original. 
Gale O5 0° 49,350) 95,200] 6.0] 5.8 Ficmno: ; 
Microstructure. Fig. 21. 
{ Fracture very coarse. Fig. ro. 
Z | 1070° 49,600] 99,000] 4.5| 2.7]; Fe,C coarse and globular. Fig. 
IL Ae 
Broke in grips. A second pull 
gave M. L.= 64,400 lbs. 
Fe,C as very coarse irregular 
8 | 1200° 56,000] §7,400] 1.0] 0.4 A ae y . 8 
Graphite in center. Figs. 25 
{ and 24, 

5 3 
= eo 8 
a 25. Soles 
= 30s 
— c 

24 90 
Ss 20. 18 6 

% 123 
5 15. 6 ao 
ivi) 0 ¢ 
E10: ongat! O 
oO o 
je a. 
o 5+ | 
= 
F 120 
@ 110 Maximum Load, 

w» 100 Sa SN 
90 
S 80 
-- 70 Elastic Limit. 
= 60 
3 50 
-* Tie ee . 7 as 

2 650 715 760 800 855 905 9650 1070 1200 'C- 
<s Maximum Temperature of Heating, 
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TaBLE B,—Steel No, 2, C. = 1.945 Mini — 0720; 
& f |e 
wn o 
2 5 g gee 
2 o a) ag ga eae Fracture and Microstructure. 
5 g is 3 
a) 3 Go| aio a lee 
ss ss a a A | a 
Ibs. per | Ibs. per 
sq. in. sq. in. aye 
Fracture similar to steel No. r. 
A |As rolled] 91,000/146,500| 6.0) 6.5) | Microstructure—Fe,C as fine 
X |As rolled! 91,500|146,300] 6.5) 6.0 irregular network with a few 
coarse patches. Fig. 28. 
3 | 650° C.| 72,600|115,200] 8.0) 8.9} Broke in grips. A second pull 
gave M. L.=120,600 lbs. 
I ie 68,650/104,100] 9.5|12.0 
d > 8.8 Fracture finest. 
oa 0e 591500} 95,000/15- 011-9) )-Fe.C becomes globular. 
2 | 800° 51,000] 92,000|17.0/15.0 
A Sg5° 49,450] 89,000]/12.5|12.1 k . 
© | 905° 49,800| 95,350| 7-0] 9.5| Broke in grips. A second pull 
gave M.L.=99,800. 
5 | oe" 41,750| 91,800] 9.5|12.0| Fracture coarse at edge. Micro- 
structure. Fig. 30. 
Fracture very coarse. 
Th ey Oe 47,000| 97,000] 8.5| 7.6 es in coarse globules. Fig. 
Graphite in center. Fig. 32. 
Sa RSIS Epos Svace 61,350| 2.0) 1.4; Very much graphite. Figs. 34 
and 35. 
E ei 
ee 36 < 
£ 30 “o 
Sie Reduction ; 24S 
cS 18% 
et 16: 12 3 
ES pa: 
iva) 0 
== ‘ fS 
8 Ns Elongation, 5 
@ 5 o 
a= 
% 120 
® 110 
[om 
» 100 
‘2 90 
3 80 
o 70 
FCO 
5 50 
3 40 
= 1 le 2 
oy 690 715 760 800 855 905 950 1070 1200°C. 
<3 Maximum Temperature of Heating, 


Ie, 38}, 
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TaBLE C.—Steel No. 3. C. = 1.72. Mn. = 0.075, 
= i (| ios 
§ ag § 
S 8 4 § oe] Se 
a uel re) FI 3 Bs cots Fracture and Microstructure. 
me 8] BS fe | ee 
o 3 Ox 
ce x es = A | ad 
Ibs. per | Ibs. per 
lier Fracture similar to steel No. 2 
- eh es ae soe ae Microstructure—Fe,C as fine 
971509/T54, : ra regular network. Fig. 37. 
3 | 650° C.) 78,300/126,000] 8.0) 7.3} Broke in grips. A second pull 
| gave M. L. = 129,000 Ibs. 
Microstructure. Fig. 38. 
6 3.8 Fracture very fine. 
eS 19:FOO)|T14,TOO/ET. 5/18. Fe,C network breaking down. 
One 700° 50,500 100,300/16.5/20.5/ Fracture very fine, 
oy || ekeyeye 48,750} 98,o00]10.0)10.3/ Broke in grips. A second pull 
gave M. L.=105,400 lbs. 
eee 5 5 47,900] 94,000/13.5|/12.0/ Fe,C isnow globular. Fig. 39. 
fo) 905° 48,600] 94,350|11.0] 9.6 
5 | 950° | 45,200) 95,a00) 7.5] 6.3/ Microstructure. Fig. qo. 
Z é 6 Fracture very coarse. 
poe RESTS OS Sa Graphite formed. 
Broke in grips. A second pull 
6 gave M. L.=79,200 lbs. 
8 | 1200 59-600) 65,300) 2-0] 1.0 Fe,;C as coarse network. No 
graphite. Figs. 4r and qe. 
Pe St 42 2 
R26: 36,52 
s 30 2 
Cc 
5 20. Reduction a 2 
+ Oo 
bp Poe 
ul 0 + 
~ Cc 
© 10. tS) 
) a 
Ax o 
Ee . lice ae 
a 
2 120 
5 110 Load. é 
> 100 
0 a 
5 80 
= oe. tic Limit. 
® 50 
=) 
© 1 le Se o 5 
a 2 650 715 760 800 855 905 950 1070 1200°C. 
a5 Maximum Temperature of Heating, 
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TaBLE D.—Steel No. 4. C.= 1.61. Mn. = 0.19. 
4 A Noe 
I ; 3 
6 8 S| g b3 Se 
vA y me) ape ae r:| aie? Fracture and Microstructure. 
ro 8 a 2S |salag 
oO oO Ay a a v 
cs to i = im | aed 
Ibs. per | lbs. per : 
sq. in. sq. in. 
Fracture finer than steel No. 3. 
A |As rolled|105,200/162,200] 7.0] 8.2 Fig. 12. 
X jAs rolled|105,200/153,200] 6.0] 9.1 | Microstructure—likesteel No.3. 
| Cell walls of Fe,;C thinner. 
3. | 650° C.} 85,300/128,100]....] 8.3] Brokein grips. A second pull 
gave M. L.=129,100 lbs. 
I Ohi 81,300/117,000/14.5|/21.5 
6 | 760° 52,300] 98,650] 0.0/34.0] Fracture finest. Fig. 13. 
2 | 800° 53,350] 97,700/18.5]19.1 
A || BES© 51,350] 95,000/15.0|14.2| Fe;C now globular. Fig. 36. 
9] 905° | 51,350] 97,350/11-5| 9-4 
5 950 48,500] 96,350) 7.5] 6.8 
Fracture very coarse. 
Z | 1070° 51,400] 94,400] 3.5] 2.6|; Graphite formed. Figs. 43 to 
46. 
Broke in grips. A second pull 
gave M. L. = 80,800 Ibs. 
SPOON IP Us Gaplen. 69,800] 3.0] 1.9 Fracture. Fig. 14. 
Fe,C as coarse network. No 
graphite. Figs. 47 and 48. 
4 42 9 
a 36 + 
a 25. 30 3 
Cc 
= Reduction 24 § 
§ 20. 18% 
ej 12-5 
ty o 
© 15. Mie 
ws o 
© 40. be 
S) é 
o 
o 


Sh 


715 760 800 
Maximum Temperature of Heating, 


Igide, 1D), 


855 


905 950 


1070 1200°C 
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WABLE. B5—Steel No.5. Cr ="r.64, <M. = 0.72, 


3 S Oe 
n 

F 8 s Sees S. 

Zz 3 2 ey gs 3 4 Fracture and M’crostructure. 

» » ++ “s oe = 

g] ¢ | 2 | BS [| as 

baa) q a) = 69) Mx 

Ibs. per | lbs. per 
sq. in. sq. in. 

A |As rolled! 75,800 140,600|13.5/22.7) { Fracture shows dull center, 

X |As rolled] 75,800/141,600)12.0|21.8] | Microstructure—all pearlite. 

3 650° C.| §7,700/105,400]18.0/36.2| Broke in grips. A second pull 

gave M. L.=107,200 lbs. 

I Fiala 55,200} 97,800]22.0]/41.5] Fracture finest. 

6 760° 44,850) 86,800/26.5/36.6| Pearlite grain finest. 

2 800° 46,600) 96,600)19.0/21.0 

Ame SS 5 47,200)111,800)13.0/11.3} Fracture very coarse. 

On OOS. 50,600]/115,g00|/13.0] 8.8 

Sell <opkom 46,800/111, 500/10. 5|10.9 

Z | 1070° 56,500}106,100]/11.0/10.6 

8 | 1200° 89,600)112,600/11.5|10.7 

a ; 3c 
ene i. | Stell Nob. Chi.og] Mrjaoud [42 2 
a b Q 36 4- 
= 8% 
. 25. ‘ 24 5 
gO 2 Reduction of Area. a} 
= 18 © 
| decree! ce 
2 b 6a 

(0) + 

15. c 
o O 
oO . 
5 a 
ne 10. 
R= 

3-120 

? 110 

& 100 

» 90 
EZ 80 

3 70 
ao 60 
E60 : 
Slax @ = (a te ase z : 
F 8 650 715 769 800 855 908 960 1070 1200°C 
<3 Maximum Temperature of Heating. 
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TABLE Fi—Steel-No. 6. ©; =s0o:70. Mn7— 0-008: 
cS Seog 
g dj 8 
oi 28 5 fo lal ey 
Zz MS xs) ee Sd a Fracture and Microstructure. 
se x cs A Q | Ma 
Ibs. per | Ibs. per 
Oca dla Fract imilar to steel No 
A |As rolled) 65,300/117,400|17.0)/27.3 pers ay ae 
X |As rolled} 64,200)116,600/17.0}27.0| | yi crostructure—all pearlite. 
3 | 650°C.) 53,250] 95,200:23.0|33.9| Brokein grips. A second pull 
gave M. L.=96,600 lbs. 
I 75 49,700| 88,700)/27.5|45.2| Fracture finest. Fig. 16. 
6 | 760° 40,200] 85,600}27.0|38.7| Fracture. Fig. 17. 
A| Bose 42,1§0| 94,300|19.0|20.9| Fracture very coarse. 
4 S5ise 42,100] 91,350|18.5|20.7 
° 905° 41,400] 90,300|18.0]21.8 
Gg. ogee 39,700] 90,500]/16.5|20.5) Fracture. Fig. 18. 
1b; || WOO 57,350) 89,500/18.0]17.9| Broke outside punch marks. 
A second pull gave M. L.= 
90,100 lbs. 
8 | 1200° 58,500] 90,000)16.0]16.8 
= Steel No.6, C=0.70 3 
2 30 <= 
1 i S 
< ee Reduction of Area. E 
Sy) S 
6 3 
io 20 oe 
z : 
OS 15 Oo 
© o 
o. a 
< 
5120 
- 110 
o 
2-100 
3 90 
S 80 
a 70 
7 60 
s 50 
3 40 
a= 
- »o 690 715 760 800 855 905 950 1070 1200°C. — 
<5 Maximum Temperature of Heating, 
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DISCUSSION OF RESULTS. 


Steel No. 1. C.= 2.04. Mn. =0.28. 


The figures obtained for the elastic limit, maximum load, 
elongation and reduction of area, are given in Table A and plotted 
in Fig. A. As rolled this steel has a M. L. of 144,000 pounds 
per square inch with an elongation of 4 per cent. and a reduction 
of 3 percent. Heating to 650° and 715° C. brings down the M. L. 
some 30,000 pounds and raises the elongation and reduction to 
between 6 and 7 per cent. This heating to points below the 
critical temperatures Ac, has brought about well marked changes 
and, therefore, according to some authorities, the original steel 
must have been either cold rolled or passed through the critical 
range Ar, so quickly that the change was not complete. The 
change, however, is mainly due to segregation. 

Heat No 6. to 760° C. brings a drop in the M. L. and E. L. 
with a strong rise in ductility. The fracture is very fine. Heat 
No. 2 to 800° C. makes but little change in the M. L. and E. L., 
but brings the ductility up to a maximum. The fracture is the 
finest of the series. Further heating has but little effect on the 
strength of the steel till we pass heat Z 1070° and in heat 8 at 1200°C. 
the treatment has reduced the M. L. to 57,000 pounds per square 
_inch. The ductility also shows a gradual falling off, until in heat 
8 we have it reduced to a minimum. 

The explanation of the above changes is simple when we 
examine the fractures and microstructure. Fig. 1 shows the 
fractures of each heat ranging from A to 8 and heat 2 gives the 
finest as is seen when Fig. 8 is contrasted with Figs. 7 and 9, the 
fractures as rolled and after heating to 950° C., heat 5. Another 
marked change is seen in heat Z (to 1070° C.), shown in Fig. ro, 
while the fracture of heat 8 (to 1200° C.), shown in Fig. 11 is the 
coarsest of all. 

The microstructure shows similar changes. Heating to 
760° C. while refining the pearlite does not quite refine the cementite. 
Heating to 800° C. on the other hand refines the whole. Above this 
point the cementite becomes more globular and the pearlite coarser, 
till at 1070° C. we find the cementite breaking down and graphite 
forming. Finally, heating to 1200° C., in addition to producing 
graphite, yields an extremely coarse grain (Figs. 24 and 25) and 
in consequence the ductility falls to a minimum. 
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Steel No. 2. C.=1.94. Mn. =0.20. 


The results of the mechanical tests for this steel are given in - 
Table B and plotted in Fig. B. If we contrast these results with 
those obtained for steel No. 1 we see that they are practically the 
same, except that heat 6 to 760° C. caused refining. The elonga- 
tion of heat 0 to 905° C. is low because fracture occurred in the 
grips and the curve undoubtedly ought to be smooth from heat 2 
to heat Z. 

Examining the curves, we see that the M. L. and E. L. fall 
gradually to heat 6 (760°) after which there is very little change 
until at heat 8 we have extreme overheating. The ductility on the 
other hand rises to a maximum between heats 6 and 2, and then 
gradually falls to a minumum at 1200° C., heat 8. 

The fractures of the test-pieces are shown in Fig. 2 and range 
from A to 2 below and 4 to 8 above. Heat 6 gave the finest but 
heat 2 was very little coarser. Heat 5 gives a fracture with black 
edges due to the separation of graphite as shown in Fig. 29. 
Finally in heat Z the separation of graphite is extreme and shows 
both in fracture and in microstructure, Figs. 32 and 34. 


Steel No. 3. Ci = 1.72. Mu — 0.075. 


Table C and Fig. C give the results obtained for this steel. 
The curves for M. L. and E. L. are very similar to those for steel 
No. 2. The bar for heat 2 to 800° C. broke in the grips, giving low 
readings for elongation and reduction of area. Taking this into 
consideration the curves showing ductility are the same as those 
of steel No. 2. 

Here also we have refining at 760° C. with overheating at 1070° 
C. This is also shown by the assembled fractures in Fig. 3 and by 
the microstructure, Figs. 41 and 42. It is to be noted that, whereas 
much graphite is found in heat Z to 1070° C. none occurs in heat 
8 to 1200° C. 


Steel No. 4. -C.=1,61. Mns= 0.10; 


The mechanical tests for this steel are tabulated in Table D and 
plotted in Fig. D. In the rolled condition this steel shows a greater 
maximum load and elastic limit than the others of the suite. As 
before the M: L. and E. L. are reduced by heating to 650° and 


CAMPBELL ON HEAT TREATMENT OF STEELS. 225 


715°C. This falling off reaches a minimum in heat 6, to 760° C. 
and we have a fairly constant strength between 90,000 and 100,000 
pounds per square inch till at heat 8 (1200° C.) it falls below 70,000 
pounds. ‘These curves are similar to those of steel No. 3. 

The curves for reduction of area and elongation show a 
maximum at heat 6 (760° C.) followed by a steady decline till at 
1070° overheating is very strong. The fractures are seen in Fig. 4 
and marked changes are shown at heats 6 and Z. Fig. 12 shows 
the fracture of the steel as rolled, Fig. 13 that of heat 6 (760° C.) the 
best refining, whilst in Fig. 14 we have the very much overheated 
bar 8 (to 1200° C.). Like steel 3 the refining occurs at 760° C. 
above which we have the cementite becoming coarser. Graphite 
forms at 1070° C., Figs. 43-46, but heat 8 to 1200° C. produces 
none. The structure obtained is shown in Figs. 47 and 48, high 
and low magnification. 


sieel-No. 5. C.=1.04.. Mne= 0.12. 


Table E gives the figures for this steel and Fig. E the curves. 
For steels Nos 1 to 4 the curves for M. L. and E. L. follow each 
other and by plotting each four curves in one sheet, it is at once 
seen that they all follow the same law and undergo the same 
changes. Steel No 5, however, does not behave the same as Nos. 
1 to 4. As before we have a fallin strength to heat 6 (760° C.), 
_ but instead of remaining constant it again rises and reaches a 
maximum in heat oat 905°C., whilst in the case of heat 8 (1200° 
C.) the strength goes up again. 

The ductility reaches a maximum as before at heat 6 (760° C.) 
which is followed by a rapid fall. Overheating takes place at 
heat 4 or 855° C. ‘This is shown by the fractures, Fig. 5, where 
bar 4 is extremely coarse-grained. The microstructure consists 
wholly of pearlite. 

The difference then between steels 1 to 4 and steel 5 lies in 
_ the fact that the former consist of pearlite and cementite, the latter 
of pearlite alone. The difference in their behavior under heat 
treatment must be due in some way to the behavior of the cemen- 
tite. Morse* in his examination of a steel containing 0.34 per cent. 
carbon gives a curve for M. L. which shows a fall to say 750° C. fol- 


* Trans. Am. Inst. Mining E., 1899. 729. 
15 
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lowed by a rise to 900° C. then a fall at 1100° C. with a sharp rise 
at 1300° C. Campbell* in a steel with 0.5 per cent. C. and 0.98 
percent. Mn. found a similar series of curves. Fay and Badlamt 
for a 0.07 per cent. C. steel found the rise in M. L. at 1125 while 
Ballt with o.12 per cent. C. steel found a critical point at 
1300° C., all of which results seem to indicate a change of state in 
this region of extreme overheating, or, according to Osmond, the 
existence of the 6 modification in addition to the a, B and y forms. 
In the case of steels Nos. 1 to 4 this change is more than balanced 
by the breaking down of the cementite into graphite at 1070° C. or 
by the formation of the coarse network of cementite in bars heated 
to 12007 C. asin Fig."48, 

The heating to just above the critical point Ac, produces the 
maximum ductility at the expense of the tensile strength, while 
heating to points above Ac, to say, goo° C. increases the strength 
at the expense of the ductility. 


Steel No. 6. C.=0.70. Mn. =0.068. 


The mechanical properties are given in Table F and Fig. F. 
As before, heating to the critical point Ac, raises the ductility at 
the expense of the M. L. and E. L., which show a minimum in 
heat 6 (760° C.). The ductility, however, is greater in the case of 
heat 1 (715°C.), and shows a marked drop in bar 2, showing that 
overheating occurred at so low a temperature as 800° C. This is 
clearly shown when the fractures are examined as in Fig. 6, where 
there is a marked change between bars 6 and 2. These changes 
can also be seen in Figs. 15 to 18. 

The microstructure is similar to that of steel No. 5 and con- 
sists of pearlite alone, and it seems remarkable that this steel 
should overheat at a lower temperature. 


SUMMARY OF RESULTS OF MECHANICAL TESTS. 


The steels can best be treated in two groups, i. e. those con- 
sisting of pearlite and cementite, or Nos. 1 to 4, and those consist- 
ing of pearlite alone, Nos. 5 and 6. 


*Journal land Sa lnst., 1903, IL. 
+ Tech. Quarterly, 1900. 
¢ Journal I. and S. Inst., 1890, I, 85, 1891, I, 103. 


CAMPBELL ON HEat TREATMENT oF STEELS, 227 


Maximum Load.—Of the first four steels No. 4 with 1.61 
per cent. C, is the strongest with 160,000 pounds per square inch, 
No. 1 with 2.04 per cent. C. the weakest with 144,000 pounds per 
square inch. Heating to 650° C. reduces this about 30,000 pounds. 
Heating to just above the critical point Ac, (760° C.) brings down 
the M. L. to approximately the same point between 95,000 and 
100,000 pounds per square inch. Heating to higher temperatures 
has but little further effect until with heat 8 (1200° C.) the M. L. 
drops suddenly to between 70,000 and 58,000 pounds and, as be- 
fore, No. 4 is the strongest and No. 1 the weakest. 

Of the last two steels No. 5 with 1.04 per cent. carbon is 
stronger with 140,000 pounds per square inch, No. 6 is weaker 
with 0.70 per cent C. and 117,000 pounds per square inch. 

Heating to just above the critical point (760° C.) brings down 
the M. L. to 86,000 pounds. Heating to higher temperatures 
improves No. 6 but slightly, and the 1200° C, heat gives M. L. 
90,000 pounds. In the case of No. 5, however, heating to higher 
temperatures makes a great increase, the 905° C. heat giving a 
maximum at 116,000 pounds per square inch, and the 1200° C. 
heat giving 112,000 pounds. 

Elastic Limit.—The curves are similar in shape to those of 
M.L. Heating to 650° C. causes a fall of about 20,000 pounds 
per square inch. 

Heating to above critical point (760° C.) reduces the E. L. toa 
point between 50,000 and 58,000 pounds per square inch for the 
first four steels and to 45,000 and 40,000 pounds for steels 5 and 6. 
In the 950° C. heat the E. L. for all lies between 40,000 and 50,000 
pounds per square inch. 

Heating to higher temperatures causes a slight improvement 
in the case of steels 1 to 4, which is more marked in steels 5 and 6. 

Reduction of Area.—In the curves for the first four steels we 
have a maximum for the heat just above the critical point (760° C.) 
followed by a rapid fall to 11-14 per cent. for the 850° C. heat, and 
then a uniform decline to less than 2 per cent. for the 1200° C. heat. 

For steels 5 and 6 the maximum (over 4o per cent.) occurs 
with heat 1 (715° C.) followed by a drop to 21 per cent. for the 
800° C, heat. 

Elongation.—The maximum point varies, being at 715° C. for 
steel 6, 760° C. for steels 5, 4 and 3, and at 800° C. for steels 2 and 1. 
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This follows when we consider that the point Ac,, or thesolution 
point of cementite increases with carbon content. In other 
words, the more cementite present the higher the refining tem- 
perature, just as the lower the carbon below 0.8 or the more 
ferrite present the higher the refining temperature.* 

Heating to higher temperatures causes a falling off. In the 
case of steels 1 to 4 this is uniform and reaches 3 per cent. or less 
with the 1200° C. heat. In the case of steels 5 and 6 a minimum is 
reached with the 950° C. heat: 


EXAMINATION OF FRACTURES. 


In Figs. 1 to 6 we have the fractures of the test-pieces of steels 
1 to 6. Starting at the lower right hand corner we have the two 
fractures of the steel as rolled marked A. Next comes the pair 
from the steel heated to 650° C. marked by the heat number 3 
and so on. 

In Fig. 1, fractures for steel 1, C. =2.04, the finest fracture is 

given by heat 2 (800° C.). Heating to 950° C. (5) does not give 
a very coarse fracture but when the heat reaches 1070° C. (Z) 
we have a coarse dark fracture. These changes can readily be 
followed in examining Figs. 7, 8, 9 and 10; each magnified 6 
diameters. Fig. 11 shows the fracture of the bar heated to 
1200° C. It is coarsely crystalline with a columnar border 4 of 
radius. 
In Fig. 2, fractures for steel 2. C.=1.94, the finest fracture 
occurs in heat 6 (760° C.). Heat 4 shows a thin crystalline border, 
which becomes thicker in the higher heats and finally in heat 5 
(950° C.) shows black streaks near the edge, due to separation of 
graphite. Heat Z (1070° C.) again shows a marked change, the 
fracture having a coarse crystalline border and a black center, 
due to graphite. In heat 8 (1200° C.) the columnar border is 3 
radius. 

Fig. 3 shows the fractures for steel No. 3. C.= 1.72 per cent. 
Fractures 1 (715° C.) and 6 (760°C.) arevery fine. Beyond this they 
become gradually coarser and the crystalline border begins to show. 
Heat Z (1070° C.) very coarse with strong columnar border which 
is even more marked in heat 8 (1200° C.) but of lighter color. 


*Change of Structure in the Solid State. Journal Franklin Institute, 
Sept., 1904. 
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Fig. 4 shows the fractures for steel No. 4. C. = 1.61 per cent. 
The fracture as rolled, Fig. 12, is finer and darker than steels 1-3. 
Heat 6 (760° C.), Fig. 13, shows the finest and darkest fracture. 
Beyond this there is a sharp change of color, the grain becomes 
coarser and a crystalline border begins to show. As before heat 
Z (1070° C.) gives very coarsely crystalline fracture with columnar 
border which is still stronger in heat 8 (1200° @.), Figo14: 

Fig. 5, the fractures for steel 5. C. = 1.04, shows a marked 
change from the above. The fracture of the steel as rolled is like 
that shown in Fig. 15; has a dull center and is quite different from 
Figs. 12 and 7. This center persists as far as heat 1, which gives 
the finest structure. Beyond this the grain becomes slightly 
coarser, till at heat 4 (855° C.) there is a sudden change to a very 
coarse fracture, and this coarseness increases to heat & (1200° €.): 

Fig. 6, fractures for steel 6. C.= 0.70, is akin to Fig. 5. As 
rolled the fracture shows a dark center, F ig. 15, larger than that 
of steel No. 5. This dark center can be seen as far as heat 6 
eo -C.);.1m_ Fig. 17. Heat 1 (715° C.) Fig. 16 gave the finest 
fracture with a strong cup. With heat 2 (800° C.) there is a sud- 
den change to coarseness which continues as far as heat 8 (1200° 
C.). Fig. 18 shows heat 5 (950° C.) which can be taken as the type. 

From the above we see that the refining temperature* increases 
from 715° C. to 800° C. as the carbon content increases. Also the 
temperature of marked overheating rises from 800° to 1roye-C. 
with the increase in carbon content. 


MICROSTRUCTURE. 


Cross sections, and where necessary longitudinal ones, were 
cut from each bar, polished in the usual way and etched with 
either a 2 per cent. solution of nitric acid in alcohol or a 5 per 
cent. picric acid in alcohol. The sections were first examined 
under a low power, 44-88 diameters and then under a higher 
magnification, 260-500 diameters. Over 100 photo-micrographs 
were taken but by choosing types these have been reduced to 30 
in the present paper. 


*As judged by the fracture. This does not mean size of grain of 
the original steel (before pulling,) because pulling has reduced the cross 
section of the grain, 
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Sa-INO 1, ‘Cl Bea: 


As rolled, the steel consists of patches and veins of cementite 
surrounded by pearlite, much of which is in the sorbitic or unseg- 
regated condition. Fig. 28 may serve as type. Size of grain 
medium. A narrow band round the edge shows good cell-walls 
of very fine cementite surrounding the pearlite grains. These 
in a longitudinal section are slightly elongated in the direction of 
rolling, whilst the interior shows long veins of cementite. There- 
fore, rolling was finished after the beginning of the separation of 
cementite, Ar, .: 

Heated to 650°C. Fig. 19 x 260. The cementite veins have 
broken down and the structure is now granular except round the 
edge of the specimen. 

Heated to higher temperatures the cementite becomes more 
and more globular, whilst the specimen heated to 760° C. shows a 
change in the pearlite. There is a certain amount of decar- 
burization on the outside and this increases with the tempera- 
ture. Heated to 950° C., the specimen shows this well in Fig. 20 x 44 
diameters and taken at the corner of the specimen. The dark 
border consists of pearlite with long veins of cementite, producing 
a columnar structure and giving rise to the crystalline border of 
the fracture of the test-piece. At the extreme edge (surface) 
ferrite makes its appearance. The normal structure of the bar 
is shown by Fig. 21 x 260 and consists of granular cementite in 
pearlite. 

Heated to 1070° C. the structure shows a marked change. The 
columnar border is now thick and consists of coarse pearlite with 
a thin skin of ferrite. Within this border we have coarse and 
globular cementite in coarse pearlite, Fig. 23 x 260. The center 
of the specimen, however, has undergone the marked change. It is 
composed of very coarse pearlite with a few veins of cementite and 
much graphite. The junction between this central portion and 
the normal is shown in Fig. 22 x 44. 

Heated to 1200° C. the structure shows the change to be com- 
plete. In the centre the cementite has broken down into graphite 
and ferrite, much of which has been absorbed by the pearlite. 
This is shown in Fig. 24x 260. Around this central portion 
occurs a zone, consisting of very coarse grained pearlite, surrounded 
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by irregular walls of cementite, Fig. 25x 26. Beyond this zone 
decarburization has come into play and as the carbon decreases 
we get, first, a band of coarse pearlite, then a mixture of pearlite 
with increasing ferrite. The complete section from central core 
to edge is shown in Figs. 26 and 27 X 44 diameters. On the left 
we have the graphite zone, next the zone of cementite veins; in the 
center of Fig. 27 we have pearlite alone, whilst on the extreme 
right we have the corner of the specimen, a mixture of ferrite and 
pearlite 


Steel No. 2. C.=1.94. 


As rolled the steel consists of patches and veins of cementite 
in a groundmass of sorbitic to fine pearlite, Fig. 28 x 260. The 
difference between this section and that of steel 1 as rolled, lies in 
the fact that here we have fewer patches of cementite. 

Heating to higher temperatures produces the same changes 
as in steel No. 1, the cementite becomes more and more globular, 
whilst heating to 760° C. completes the change of the pearlite from 
the sorbitic to the granular form. The higher the temperature of 
heating above the critical point the coarser the grain of the pearlite 
and the deeper the decarburization. 

Heated to 950° C., the normal structure is shown in F 18.030 X 
260. Examining the fracture we see a thin zone just beneath the 
surface which appears black. Under the microscope the changes 
show up well. Fig. 29 x 44 isa photograph from near the surface. 
The lower part shows the normal structure (see Fig. 30). At the 
- surface we see the thin band of columnar pearlite with an excess 
of ferrite outside and of cementite inside as shown in F ie 27 Dut 
between this outer band and the normal part of the specimen lies a 
zone, consisting of a groundmass of pearlite within which lie kernels 
of graphite, surrounded by shells of ferrite, shown in F igs. 34 and 
35. Here we have just the reverse of that shown in Fig. 22, steel 
No. 1, heated to 1070° C. 

Heated to 1070° C. we find in the center the same structure as 
shown in steel No. 1. Decarburization has produced a com- 
paratively thick columnar border the outside of which is rich in 
ferrite as in Fig. 27. Within, we have a core of pearlite, containing 
ferrite-graphite kernels, Fig. 32 x 44, surrounded by pearlite with 
globular cementite, Fig. 31 x 260, outside of which comes a second 
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zone containing ferrite-graphite kernels. In this latter, the speci- 
men differs from steel No. 1. 

Heated to 1200° C. we have the change of the cementite com- 
plete. In the center lies the coarse pearlite with ferrite-graphite 
kernels. Outside comes the thick columnar border as in steel 1. 
The ferrite-graphite kernels are shown in Fig. 34, some very 
large ones in Fig. 35, whilst the structure of the cementite of the 
outer zone is shown in Fig. 33, all being x 260. 


Steel No. 3. Cr=1.72. 


As rolled, the structure shown in Fig. 37 x 260 consists of 
medium-sized grains of pearlite, surrounded by irregular envelopes 
of cementite, in contrast with steels No. 1 and 2. The pearlite 
varies from well-laminated to sorbitic. 

Heating to 650° C. causes a marked change. Fig. 38 x 260 
shows the veins of cementite breaking down and tending to take 
a globular form. ‘There is a change in the pearlite also. 

Heating to higher temperatures causes the same changes as 
before, Fig. 39 showing the structure of the bar heated to 855° C., 
which consists of granular or globular cementite in pearlite, whose 
structure in places is granular. Figs. 37, 38 and 39 show this 
progressive change in the structure of the cementite very well. 

Heated to 950° C., the columnar border of coarse pearlite, etc., 
due to decarburization, is thicker. The junction between this 
and the normal part of the section is shown in Fig. 40 x 260, the 
decarburized part being above. In the center some of the cemen- 
tite occurs as veins. 

Heated to 1070° C., the columnar border becomes much thicker, 
while the center has undergone a complete change. It now con- 
sists of coarse pearlite with ferrite-graphite kernels and stray 
threads of cementite. It can be well compared to steels 1 and 2, 
heated to 1200° C. 

Heated to 1200° C.a complete change occurs. The decarbu- 
rized outer layer, of course, is the same as before, but the interior 
consists of very large grains of coarse pearlite, surrounded by thick 
walls of cementite as seen in Fig. 41 x 260. The cell-like structure 
is better seen in Fig. 42 x 44. Comparing this with steels 1 and 2, 
heated to 1200° C., it seems that we have here passed into a region 
which they have not reached. 


eer. ae 
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Steel No. 4. C.=1.6r. 


As rolled the structure is similar to that of steel 3 Fig. 37, 
with pearlite laminated to sorbitic. 

Heating to 650° C. almost obliterates the cell walls of cementite 
and changes the pearlite entirely into the granular variety. As 
the temperature of heating increases the cementite becomes more 
and more globular and the decarburized layer on the outside 
begins to show above 760° C. heat. 

Heated to 855° C., the cementite is very globular, as shown in 
Fig. 36 x 260. 

Heating to 1070° C. brings about a very marked change. The 

columnar border is now thick and as before, at surface consists of 
ferrite (as on right of Fig. 45) but within is made up of elongated 
pearlite grains with cementite envelopes. The center of the sec- 
tion consists of large grains of pearlite with thick cementite walls, 
shown in Fig. 43 x 260 and 44x44. Around this central core : 
lies a zone of pearlite with graphite-ferrite cores, much of the 
ferrite of which has been absorbed by the pearlite, Fig. 40 x 
260. 

Finally heating to 1200° C. produces the same change as in 
steel No. 3. The section shows the thick columnar border sur- 
rounding the core of coarse cementite and pearlite as seen in Fig. 

47260. The grain is better seen under lower powers as in Fig. 

48x44. In this it is noticed that the cementite has separated 

out as long rods or plates within the grain of the pearlite as well 
as arouxd it. 


SUMMARY OF CHANGES OF STRUCTURE STEELS I-4. 


Leaving out of consideration the changes brought about by 
the decarburization of the outer layers of the steel—which first 
shows at 760° C., becomes noticeable at 800° and probably gives 
the crystalline border to the fracture of the test-piece, whilst at 
1200° C.it has penetrated deep into the steel—we note several 
marked changes due to heat treatment rather than loss of carbon. 

Change in the Pearlite.—As rolled the pearlite is either very 
finely laminated or in the sorbitic condition. Heating to even 
650° C. causes a change and the pearlite tends to become granular. 
Higher temperatures make it coarser. Again at 760° C. it is refined 
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as regards its grain size, and heating to temperatures above this 
produce larger and larger grains. 

Change in the Cementite.—As rolled the cementite appears as 
veins or patches. Heating to 650° C. and above causes the cemen- 
tite to tend to take a globular form. The higher the temperature 
the more the segregation. But as the temperature rises above 
760° C. (the critical point Ac, in reality) the cementite also tends to 
dissolve in the solid solution formed by the transformation of the 
pearlite (and called hardenite, martensite, austenite, etc.). On 
cooling down again all of this dissolved cementite separates out, 
as a rule on the undissolved grains of cementite, but lacking these, 
around the grain of the solid solution as an envelope. 

As the temperature rises a point is reached where any undis- 
solved cementite is no longer stable, but breaks down, forming a 
kernel of graphite with a shell of ferrite. When we examine 
Figs. 24, 34, 35 and 46, it seems that in these experiments but 
little cementite has been dissolved, most of it having broken down 
into ferrite and graphite. This might be explained by assuming 
that the power of segregation of the cementite is stronger than 
that of solution, possessed by the solid solution, austenite. We 
cannot explain, however, why graphite forms in one part of the 
section and not in another, presumably at the same heat. In fact, 
Arnold* cites a case where in a 2-inch bar the graphite separated in 
annular rings. This apparently happened in steel No. 2, heated 
to 1070° C., where we find graphite in the center and also just 


beneath the decarburized layer. After going very carefully over — 


other sections, some graphite was found in the center of the bars as 
rolled both in steel No. 2 and No. 1, and evidently the results of 
rolling. A possible explanation for this central graphite, Figs. 
22 and 32 is that all or part of it is due to the effects of rolling. 
The cause of the outer zone of graphite seen in Figs. 29 and 46 is 
the same as that of Figs. 24, 34, etc., viz: instability of cementite 
at some temperature. The temperature of this change evidently 
varies, for the change occurs in the 1200° heat for steel 1, but began 
at 950° C. in steel 2; in steel 3, it occurs strongly in the 1070° C. 


heat, while in steel 4 in the 1070° C. heat it is almost covered by 
the next change, 


* Journal I. and S. Inst. r905, II., p. 46. 
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Lastly we come to that change whereby the whole of the 
cementite or carbon is taken into solution and is thrown out around 
the grains of the solid solution on cooling. The resulting structure 
is seen in Figs. 42, 44 and 48. This change began in the ro70° C, 
heat for steel No. 4, but requires a heat over 1200° C. for steel No. 1. 

Thus we see that whereas the change which occurs in the 
pearlite is constant at Ac,, the changes due to the decomposition 
and solution of cementite are variable. 


Steel No.5. C.=1.04. 


The changes which take place in those last two steels are 
comparatively simple, because we find no separation of graphite. 

As rolled the section consists of pearlite alone, in medium 
sized grains, whose texture varies from very fine to coarse. 

Heating to 650° C though not changing the size of the grains, 
produces granular pearlite with minute dots of cementite which 
polish in relief. 

Heating to 760°C produces a change in the pearlite and the 
cementite shows up in larger spots. Decarburization of the edge 
now noticed. 

Heating to 800° C. causes a growth of the pearlite grain and 
now the cementite in excess of the entectoid ratio appears as a thin 
envelope around the pearlite. 

Heating to 855° C. produces strong decarburization and 
coarsens the pearlite considerably. The cementite has disap- 
peared. Temperatures above this produce a coarser and coarser 
grain structure, with increasing decarburization at the surface. 

The texture of the pearlite also becomes extremely coarse. 
From the above it is seen that the changes are quite simple. 
The steel as rolled is richer in cementite than the usually recog- 
nized saturation point, o.g per cent. This excess, however, 
Separates out on heating. 


Steel No. 6. C.=0.%0. 


As rolled the section shows a thin border with some ferrite. 
The rest consists of pearlite in medium sized grains with very thin 
ferrite veins which disappear towards the center. Much of the 
pearlite is sorbitic. 
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Heated to 650° C., the steel shows a change in the pearlite 
which continues with the increase in temperature, till at 760° C. it 
shows the normal pearly appearance. In places there is marked 
segregation of cementite in the pearlite, producing very coarse 
lamination. 

Heated to 800° C., there is a great increase in grain size. The 
ferrite now occurs as grains, not as veins and the pearlite is very 
coarsely laminated. With increase in temperature we get an 
increase in size of grain and in decarburization of the outer layers. 
Thus steel 6 shows overheating at as lowa temperature as 800° C. 


RELATION BETWEEN THE PHYSICAL PROPERTIES, FRACTURE 
AND MICROSTRUCTURE. 


It has been noted that for the series of steels worked with, 
heating to temperatures up to the critical point Ac, lowers the 
strength and increases the ductility. Examining the fractures, 
there is no marked change in size of grain until we reach the critical 
point. ‘The microstructure shows us that this treatment causes 
(1) a breaking down of the veins of cementite which tends to take 
a globular form (2) a change in the character of the pearlite. The 
size of grain of the pearlite does not change until the critical point 
has been passed. ‘Therefore, it is necessary to heat to a temper- 
ature just above Ac, for complete refining. 

In the case of steels 1 to 4 or those high in carbon, heating to 
temperatures above the critical point had but little effect on the 
strength as compared with that of the refined bars, until the maxi- 
mum heat (1200° C.) was reached, when overheating occurred to 
such an extent that the tensile strength fell to less than 70,000 
pounds per square inch. The ductility, however, steadily declined 
to almost zero. 

The fractures show a steady increase in size of grain until at 
the 1070° C. heat we have a sudden change to very coarse, accom- 
panied by a change in color due to separation of graphite. The 
microstructure shows a steady increase in the grain and texture of 
the pearlite, with increase im the segregation of the cementite, 
until at heat Z (1070° C.) we find the cementite breaking down into 
ferrite and graphite, and the pearlite extremely coarse. The 
rapid fall in strength for the maximum heat (1200° C.) can be 
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accounted for in steels 3 and 4 by the further change, producing 
coarseness of grain and thickness of cementite envelopes, but for 
steels 1 and 2 the reason is not so clear. It seems to be mainly 
due to extreme coarseness of grain. 

In the case of steels 5 and 6 or those lower in carbon, heating 
to temperatures above the critical point if anything improves the 
strength as compared with that of the refined bars, The ductility 
falls, however, rapidly at first, then slightly. 

Examining the fractures, steel 5 shows overheating at heat 4 
(855° C.) while steel 6 is overheated at 800° C. Both of these 
temperatures seem very low. The microstructure shows a steady 
increase in texture and grain size,of the pearlite, with perhaps, 
some slight acceleration at these two temperatures. 

Thus we see that each change in the physical properties is 
accompanied by an equally marked change, both in character of 
fracture and in microstructure, and the relation between the three 
is absolutely binding. It may be said that the amount of decar- 
burization through the use of such small sections would seriously 
interfere with the results obtained. But a moment’s considera- 
tion will show that results obtained with these bars would be far 
more striking and emphatic when thicker bars are used. In order 
that undue emphasis might not be laid on the results of the phy- 
sical tests, the curves have all been plotted on as small a vertical 
scale as possible. However, a new series of 6 steels is already on 
hand (ranging from 1 to 2 per cent. carbon in equal steps) of 3 inch 
diameter and it is hoped to continue the work with them, 
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Single Fractures Magnified 6 Diameters. 
Fig. 7. Steel No.1. C.=2.04. as rolled. 
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PHOTOMICROGRAPHS. 
Steel No.1. C.=2-.04. 


19. Heated to 650° C. shows coarse patches of cementite in dark 
matrix of pearlite, x 260. 

20. Heated to 950° C. shows the corner of specimen with decarbu- 
rized outer layers, x 44. | 

21. Shows the same x 260, globular cementite in dark matrix of 
pearlite. 

22. Heated to 1070° C. central part of section x 44. 

23. Same as lower part of Fig. 22 x 260, shows coarse globular 
cementite in coarse pearlite. 

24. Heated to 1200° C. shows graphite in very coarse pearlite, x 260. 
25. Heated to 1200° C. Irregular veins of cementite surrounding 
very large grains of coarse pearlite, x 260. 

26. Shows the last two Figs. x 60. On the left we have graphite 
in pearlite, on the right cementite in pearlite. 

27 is a continuation of the same sect’on to the corner. On the left 
is cementite in pearlite, in the center is pearlite alone whilst the 
right of the figure shows ferrite, making its appearance at the corner 
of the section, x 44. 


Steel No.-2. €!=1.04. 


28. Shows the structure as rolled, x 260. Irregular veins and 
patches of cementite in a dark matrix of pearlite. 

29. Heated to 950. Shows the side of the specimen, x 44. The 
lower part shows the normal cementite in pearlite. Above this 
occurs a zone of graphite in pearlite, capped by the decarburized 
outer layer of ferrite and pearlite. 

30. Shows the center of Fig. 29 x 260. globular cementite in 
pearlite. 

. 31. Heated to 1070° C. center of section, x 260. 
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Fic. 11.—18 to 1200° C. Fic. 12.—Steel. 44. C=1.6r. 
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32. Shows same x 44, shows both graphite and cementite in pearlite. 
33. Heated to 1200° C. x 260, shows irregular veins of cementite jn 
coarse pearlite. 

34. Same section, showing graphite kernels with ferrite shells in 
matrix of pearlite. 

35 shows some coarse examples of same. 


Steel No. 3. C.=1.72. 


37 shows the structure as rolled, x 260, a network of cementite in 
matrix of pearlite. 

38. Heated to 650° C. The cementite network is starting to break 
up, and take globular form, x 260. 

39. Heated to 855° C. Globular cementite in pearlite, x 260. 

40. Heated to 950°C., shows edge of specimen x 260. The lower 
part is normal globular cementite in pearlite while the upper part 
is coarse pearlite alone. 

41. Heated to 1200°C., shows very coarse irregular veins of cemen- 
tite in pearlite, x 260. 

42 shows the same, x 44 diameters. The size of grain is extremely 
large. 


Steel No. 4. C.=1.6r. 
36. Heated to 855° C., shows globular cementite in pearlite. x 260. 
43. Heated to 1070°C., coarse pearlite grains surrounded by cemen- 
tite veins, x 260. 
44 shows central part of same, x 44. 
45 is a continuation of the section to the edge of the specimen, seen 
on the right by the appearance of ferrite, x 44. 
46. Heated to 1070° C., shows graphite in pearlite, x 260. 
47. Heated to 1200° C., shows very coarse and irregular cementite 
in pearlite x 260. 
48 shows same, x 44. 
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Mr. Christie. 


Mr. Campbell. 


Mr. Bostwick. 


DISCUSS1On. 


Mr. Jas. Curistre.—Can Dr. Campbell tell us something 
about the effect of prolonged heating on his specimens ? 

Were the specimens held briefly at the high temperature, or 
was the heat maintained for a considerable period? For annealing 
eye-bars for bridges, it is now customary to use much higher 
temperatures than formerly. It was sometimes specified that 
the bars should be heated to the temperature of recalescence or 
where the magnetic property disappeared, or approximately 1300 
to 1400° F. This temperature has been found insufficient. 
Better results aré obtained at 1600 to 1800° F, in fact, even 
higher temperatures are advantageous. 

Of course the bars are not held long at this temperature. 
The question of time arises, and would this account for the faulty 
structure of bars rolled at temperatures no greater than is fre- 
quently used for annealing, or is the defective structure residual 
from the initial casting heat ? 

Mr. WiLi1am CAMPBELL.—The heating was done in a gas 
furnace and so arranged that the maximum temperature was 
reached in one hour, as nearly as possible, and specimens were kept 
there for about five minutes. Seeing that they are only 7 inch 
square, I assumed that five minutes would be ample time for them 
to reach the same temperature from outside to center. Then the 
gas was turned off and the furnace was allowed to cool down 
slowly. It took from three to four hours for the whole to cool down 
sufficiently to be handled. 


Mr. W. A. Bostwick.—Mr. Christie has touched upon a 


point that is very interesting to those having to deal with the heat 
treatment of large masses, and that is the time factor that is 
necessarily introduced. As Mr. Christie has said, in the modern 
practice of making eye-bars temperatures are used for annealing 
that are far beyond any annealing temperatures formerly used. 
There is undoubtedly the element of time and mass, or, as it might 
be called lag, that enters very largely into this question. I think, 
if it were possible to conduct a series of experiments that would 
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show the effect of this factor of mass and time, it would be of 
enormous benefit to those engaged in manufacturing. I have 
personally seen some very remarkable demonstrations of this 
question of mass, and I should be very glad to get further informa- 
tion on the subject. 

Mr. J. A. Kinkeap.—Mr. Christie and Mr. Bostwick have 
both brought up the element of time, which enters into the heating 
of steel as well as other factors. In commercial work the tempera- 
ture of the furnace and not of the material is generally taken; 
whereas, while the temperature of the furnace may be 1500 to 
1700 degrees, the material in the furnace, if of sufficient bulk, may 
be 150 or 200 degrees lower in temperature. I have known of the 
annealing of steel castings where the results would be attained at 
140¢ degrees, whereas, the pyrometer registered over 1500 degrees, 
showing absolutely that the charge was at least too degrees behind 
the temperature of the furnace; and that might be true also in the 
annealing of eye-bars. 

Mr. Curistie.—I would just say, Mr. Chairman, that the 
method used is to show the temperature of the bar and not of the 
furnace; that is, the exterior of the bar. It may be different in 
the interior, as far as we know. 

Mr. Bostwicx.—Mr. Christie has also referred to eye-bar 
steel as being of very different carbon content from the steels 
investigated by the author. I have had a little experience with 
high-carbon ordinary steels used in rolling mill work, the mill parts, 
pinions, rolls, etc., and pretty careful investigations have been 
conducted to determine the best method of heat treatment to 
insure the best service. This question of lag, as I call it, is a very 
important factor. Heating has been done very carefully on 
_ Masses say 30 to 36 inches in diameter, covering periods ranging 
from two days to ten days, the heat then being maintained at the 
various temperatures for a sufficient length of time to insure abso- 
lute uniformity; and notwithstanding that, the theoretical anneal- 
ing points were never realized in securing good results. The 
greater the mass, apparently, the higher the temperature required 
to insure the fineness of structure necessary for good service. 
Possibly Mr. Acker may be able to confirm some of this. 

Mr. E. O’C. AcKker.—Those of us who have had to deal 
with heat treatment of large masses of steel have been more or less 
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misled, I may say, by investigators who have been working on 75 
inch squares or other small sizes in the laboratory. It is, of course, 
impossible to formulate any general rules, because a mass dealt 
with may vary from 2 or 3 to 36 inches in diameter. Each size 
seems to be more or less a rule to itself, taken in combination with 
its composition and the results aimed at. We also find the alloy 
steels have their own peculiarities, which makes the subject still 
more complicated. But I think that as far as the difference be- 
tween furnace temperature and the temperature of the pieces is 
concerned, more or less confusion has been introduced by the use 
of the electro-pyrometer, and only because pieces have not been 
allowed to go to full heat. With the use of the Siemen’s water 
pyrometer, by keeping the copper or iron ball in contact with the 
piece and protecting it from radiation from the furnace, we can 
generally insure a correct observation of the temperature of the 
piece. Of course that is a matter of time and experience. But 
for some reason or other, as Mr. Bostwick has said, we are not 
able to get the same results from larger pieces as from smaller ones, 
even when we are sure of uniform heating. I think possibly that 
may be accounted for by the rapidity of cooling, the larger pieces 
holding their heat for a considerably longer time, do not seem to be 
affected by the heat treatment to the same extent as smaller pieces. 
For instance, we all know that with a piece 2 or 3 inches in 
diameter, we can get very much better results from heat treatment 
than with a piece 8 or 10 inches in diameter, no matter how care- 
fully we treat it. I should just like to ask one question of Professor 
Campbell, and that is, in the higher carbon steel, the 1.94 and 
2 per cent. carbon steel after he had changed the cementite to 
graphite, was he able to change the graphite back again to cemen- 
tite ? 

Mr. CAMPBELL.—I haven’t got that far yet. I certainly do 
know that in the 1.72 and 1.61 per cent. carbon, where the 
graphite came out as microscopic flakes, heating up to 1200° C. 
changed it back into the form of cementite again; and I think it is 
pretty well known among the manufacturers of steel cutlery that 
in certain cases where they get a black steel due to the separation 
out of graphite, on heating up to a high temperature, the carbon is 
changed from the form of graphite into cementite again. 

Mr. RicHarD MoLDENKE.—This seems to be touching upon 
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the malleable cast iron practice. Here we have the constant 
experience of getting the carbon in the iron from the combined 
state into the amorphous or graphitic. Then, if we heat the cast- 
ing red hot and quench rapidly, the carbon becomes combined 
again. There is no difficulty whatever in carrying this out in the 
“malleable” foundry. 

THE CHAIRMAN (Mr. H. M. Howe).—I did not understand 
Dr. Campbell to say that in any case he actually saw graphite with 
his own eyes, turned into cementite and then back into graphite, 
but I think he did Practically say the same thing. His steel if 
heated to g00 and 1070° C. showed graphite, if other like bars of 
that same steel were heated to 1200° C. they then showed no 
graphite. Now these latter bars, in heating up to 1200° C., must 
have passed through 1070° C. and, therefore, it is altogether proba- 
ble that graphite was formed, and as it was not found on cooling 
the bars, it was probably reabsorbed between 1070 and 1200° C. 

Dr. Moldenke perhaps could help us on that question, whether 
in annealing malleable castings, if the temperature is raised higher 
than the proper annealing temperature, but still not high enough 
to melt the castings, you would then get the formation of graphite, 
or whether the graphite is reabsorbed, as in Dr. Campbell’s 
case. 

Mr. MoLpenKE.—Whenever we have had the misfortune to 
let the temperature of our annealing ovens go too high, the cast- 
ings in them would be ruined. On breaking them, instead of 
having a black velvety structure, they would be white and coarsely 
crystalline, the structure being entirely different from the white 
crystalline fracture of the original hard casting as it comes from 
the sand. It was impossible to get this material back into proper 
shape again, and it had to be counted a dead loss for everything 
except the blast furnace. The range of temperature for annealing 
is very close and cannot be exceeded without damage, or fall below 
and give satisfactory results. In the latter case the work can be 
done over again; in the former it is hopeless. 

Mr. James A. Beckerr.—I think that the assertion made by 
Dr. Moldenke is absolutely true; no matter how good a malleable 
iron casting you make, as soon as it is heated to a cherry red and 
plunged into cold water it becomes white and more or less as it was 
before it was annealed. 
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This tendency frequently causes trouble in manufacturing 
where malleable iron is used, because when it is of irregular form, 
it gets crooked in annealing and has to be heated in order to 
straighten it between cast iron dies, after which, if it is cooled off 
too rapidly it becomes hard and unfit for use. 

Mr. MoLpENKE.—Malleable castings must never be straight- 
ened hot, especially when thick. In the case of very thin castings 
there is some latitude, as the material is so decarbonized that it is 
nearer a steel than genuine malleable cast iron. We at one time 
had a lot of heavy castings which were warped in anneal. I 
advised against straightening them hot, but this was done to save 
time, with the result that most of them came back broken after 
a time. It seems that in heating up the portions of the castings 
which were badly warped, the amorphous carbon in them was 
combined again, and while the balance of the casting remained 
black and sound, the heated parts became white and brittle as in 
the original hard casting. ence the advice to straighten the 
castings cold, preferably with a drop hammer and suitable dies, 
or still better in the hydraulic press. 

Mr. Bostwicx.—The question of lag that I referred to is not 
lag in temperature, but lag in the molecular adjustment of the 
structure of the whole piece. 

THE CHAIRMAN.—It is very natural that it would take longer 
to travel a quarter of a mile than to travel an inch; and in these 
large ingots, with very slow cooling, very coarse crystals, you have 
traveling through to the center large crystals instead of small 
crystals, and of course that travel ought to take a long time. I 
may say that even with small bars we have reached some very 
puzzling results in that way. We find by heating to ordinary 
temperatures which give a great improvement in refining or re- 
storing steel, when we heat it very slowly and cool it very slowly 
we apparently did not get any restoring. Now we have not gone 
far enough yet to make sure whether that was the case. We may 
have been misled by first appearances. But those indications 
were that very slow heating and cooling did not at all give us the 
benefit we expected to get, and did get, under ordinary conditions 
by heating and cooling at a moderate rate. 

The reason we experiment with 75 inch bars, which we regret 
very much, is that we have to proceed from the simple to the com- 
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plex. We have to first determine the laws of nature in the simplest 
form and we can proceed then to the more complex form. 

Mr. J. J. Stuman.—I should like to ask one question. Sup- 
pose a bar were spoiled, made crystalline by being rolled at too 
high a temperature; could that bar be restored to a good condition 
simply by heating it above the critcal temperature and allowing 
it to cool again? 

Mr. Curistie.—If by the term “spoiled” is meant that the 
crystalline structure is too coarse, and the metal brittle, there is no 
question that both iron and steel can be restored by heating to the 
proper refining temperature. In fact, that is the principal object 
attained by the heat treatment, known as annealing, a process 
that could advantageously be extended to a greater range of prod- 
ucts than is customary. 

Mr. CampBe._y.—The words ‘‘critical temperature of steel’’ 
have been mentioned. I should like to point out that there is only 
one steel with a single critical temperature, and that is one that 
contains between .8 and .g carbon. All the others have two critical 
temperatures. In other words, nearly all the steel we use is built 
up of two substances, one ferrite and the other pearlite. The 
pearlite is refined by heating up to the recalescence point about 
700° C. If you want to refine the ferrite you have got to heat it up 
to 800° C. or more. Then for the whole, you must heat the steel 
up to 800 + degrees to refine the ferrite and after that to 700° C. 
to refine the pearlite. Of course this is not in a majority of 
cases practicable. The consequence is, we have to strike a happy 
medium and refine the pearlite and ferrite as much as possible 
by heating to some intermediate temperature between their two 
refining points. If we consider that steel is built of these two 
constituents, we will be able to understand our difficulties a great 
deal better, even if we are not able to overcome them. 

Tue CHarrMan.—Referring directly to the question, I think 
there is no doubt that the injury done by overheating can be com- 
pletely removed and steel can be completely restored, as far as is 
shown by microscopic and as far as is shown by ordinary tests, by 
reheating, provided the overheating has not gone so far as to 
cause actual mechanical defects. If it has gone so far as to cause 
cracks, then it is hopeless. No simple heating will close up mechan- 
ical cracks which have opened. Again, even if it has not gone so far 
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as to cause actual mechanical cracks, the farther the injury has 
gone the longer time and the higher temperature will be required 
to overcome it, for the reason to which Mr. Bostwick has called 
attention: the longer time needed to cause redistribution and 
de-segregating when this local segregation has itself distributed the 
metal unevenly about axes which themselves are far apart. 


THE BURNING, OVERHEATING, AND RESTORING OF 
NICKEL STEEL. 


By G. B. WATERHOUSE. 


The following paper is based on an investigation conducted 
in the metallurgical laboratory of the School of Mines of Columbia 
University in the City of New York. 

The author has much pleasure in acknowledging the ready 
counsel and aid of Professor Henry M. Howe, who planned the 
work of investigation, and under whose immediate direction it 
has been carried out; of Professor Bradley Stoughton, and the 
other members of his staff. Thanks are also due to Professor 
I. H. Woolson, of the Mechanical Engineering Department, 
Columbia University, for allowing the mechanical tests to be 
made in his laboratory. 


OBJECT OF THE INVESTIGATION. 


The object of the following research is to ascertain the tem- 
peratures required to injure nickel steel by overheating, and to 
remove the injury thus caused, studying the changes by means 
of mechanical and microscopical tests. 

Nothing is known of this subject by direct observation, and 
we have only the analogy of common steels. 

The literature on the Burning, Overheating, and Restoring 
of Steel has been recently reviewed by the author.* The following 
definitions were proposed: 

Burnt Metal.—Coarsely crystalline and exceedingly brittle 
iron or steel, in consequence of excessive heating; often with some 
inter-crystalline layers of oxide of iron. It cannot be effectively 
restored by heat treatment or mechanical work. 

Overheated Metal.—Coarsely crystalline and brittle iron or 
steel, in consequence of excessive heating; with no inter-crystalline 


* G. B. Waterhouse. The Burning, Overheating and Restoring of 
Steel. Engineering and Mining Journal, Vol. 81, 1906, pp. 386, 414. 
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spaces. It can be restored by heat treatment or mechanical 
work. 

Restoring.—The operation of removing the injurious effects 
of excessive heating, and attempting to restore the initial or 
superior properties to the material. 

The results arrived at were that steel becomes burnt on 
heating to a temperature above the line Aa in Fig. 1. 
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Such steel cannot be effectively restored. When heated to 
temperatures below Aa, steel may become overheated; from which 
condition it may be restored by heating to a temperature slightly 
above G O S E where solid solution is complete. 


EXPERIMENTAL METHODS AND LINE OF RESEARCH OF THIS PAPER. 


A series of seven crucible steels were taken in which the 
nickel was constant, the carbon rising from .a1 per cent. to 
1.52 per cent. and the other elements as low as possible. 
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The mode of preparation of these steels, and their properties 
under several conditions have been previously described by the 
author.* The analyses of the 1 inch diameter rolled bars are 
given in Table I. 


TaB_e I, 

Mark of Steel. Ke 1s M. N. (0) Q. R. 
Total Carbon, per cent. ..... -4I .5t -63 -79 -07 1.24 1.52 
Nickel, DELICORE Tete cerns ell) SO E70 3-76 3.81 3.75 3.81 3.82 
Silicon, per cent. ........... -102 +103 +133 +120 -005 bi4/ .144 
Manganese, Percent. 3% sie... 086 1054 -050 O51 058 +O57 +054 
Sulphur, per cent. «..0...... O23 .O14 +014 .O14 -O14 .O14 .O15 
Phosphorus, MET iCentmiwe ss . .007 .008 .008 .008 008 008 .007 
Aluminium, per cent. ....._! .OI0 .O10 .009 «O10 -OII +009 +010 


The critical points are given in Table II. 


TABLE II. 
Mark of Steel. ce 1D M. N. oO. Q. R. 

Heating. Ac. 2.3 degrees Cen- 

ISAO Mra. Ween Meek t. 744 UB A lishos WoxeKahellterstountel sillisy ora tolaiavsills erayegatRe leco< rece c 
Heating. Ac. 1 degree Cen- 

tigrade aereitenehe (cp oneierae es Gon See 794-714 /600-714|702-717 703-718)701-716 688-698 683-603 
Cooling. Ar. 3.2 degrees Cen- 

tigrade rete OSS =O3S CHIE A it oe allow ao, Gulls ae om aWalelforetaleilovererete rare 
Cooling. Ar. 1 degree Cen- 

tigrade Stale autor ase -|608-5098]615—605|610—600/ 612 602/612—602/620-610 621-611 


As compared with carbon steels the transformation points, 
Ar 3, Ar 2, and Ar 1, have been lowered about 20° C. for every 
I per cent. of nickel. 

To determine the overheating temperatures, bundles of bars, 
to inches long, consisting of one bar of each steel, were heated 
_ to 1000° C., 1100° C., 1200° C., 1300° C., 1400° C., and 1460° C. 
The heating was carried out in a gas fired crucible furnace, using 
the arrangement shown in Fig. 2. The time required to heat 
to the first four temperatures was r hr. 10 mnt bit.45 min. 
2 hr. 35 min., and 2 hr. 20 min., respectively. The bars, in all 

cases, Were maintained for an hour at the desired heat, and cooled 
‘slowly in place. The mechanical tests of these bars were then 
made, and a section cut off for microscopical examination. 


*G. B. Waterhouse. The Influence of Nickel and Carbon on Iron. 
Journal Iron and Steel Institute, No. II, TOOK m= 710. 
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The overheating temperatures having been ascertained, bars 
of each steel were heated to this temperature under similar con- 
ditions. Bundles were then made up as before of one bar from 
each steel, and these bundles reheated to 700° C. and 775° C., held 
there for one-half hour and cooled in the furnace. The reheating 


~) 
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Fic. 2.—A, Mild Steel Pipe. 
B-B, Graphite Crucible. 


was carried out in a special gas-fired muffle furnace, designed by 
Professor Howe, of which a description is given in a paper by him, 
published simultaneously with the present one. 

The results may be conveniently classified under the heads 
chemical, mechanical, and microscopical. 


CHEMICAL. 


The analyses of the steels have been given in Table I. The 
separation of temper graphite in the upper members of the series 
is very interesting. The results are given in Table III, including 
those published in the preceding work.* 


*G. B. Waterhouse. The Influence of Nickel and Carbon on Iron. 
Journal Iron and Steel Institute, No. 11, 1905, p. 376. 
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TABLE III. 
Treat- | Treat- 
“4 |Condition ment ment | Heated] Heated! Heated Heat'd 
S| of Ingot. |Billet.) Rolled. ae B. to to to to 
= | Carbon. Carian oe 1000°. | 1100°, | r200°. | 13002, 
in ar. | s'owly. 
Q ao r.24 | 1.24 I.24 I.24 I.24 +73 Tero Tr 2 An ero 
CY Me pons VRS Bopoe Seed cerran ops 08 stern Maes 
1S POG Eo Sa) 2505 1.48 Ly 2E SO oBS +20 OSes) tease 
Gree ape :47 .04 esr I.02 1.20 1.23 SOON lesen 
' Heated to 1200°, Heated to 1200°, 
Reheated 700°. Reheated 775°. 
I .24 i ae 
54 =G 
.98 .99 


Treatment A consisted in heating the bars to r1000° C., 
which took 1 hour 25 minutes, holding them there for 25 minutes 
and cooling them in air. In treatment B, the bars were packed 
in a wrought iron tube, placed in an annealing furnace at 
500° C., and brought to 870°-880° in 54 hours. They were held 
there for 3 hours and then slowly cooled. The times of the 
other heatings have been given in the experimental methods 
adopted. 

In the steels subjected to treatment B, the cementite was 
found* to have a composition represented by the formula 
Fe(Ni),C. Its analysis was: 


CO OmupenicentN wins Peres A ee ses ese. «ox 6.25 

NOGSS iS PCT EA aan he te rr 1.86 

| REDS OSES ren a5) gy OA rrr Qin 5 
MECHANICAL. 


The bars were turned down to a diameter of o. 564 inches, 
giving an area of 0.25 square inches, for a length of 2 inches. 

The results are given in Tables IV to X, and also shown 
in Diagrams I and II. 


*G. B. Waterhouse. The Influence of Nickel and Carbon on Iron. 
Journal Iron and Steel Institute, No. 11, 1905, p. 376. 
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TaBLeE 1V.—Steel K. C. C. .41 per cent.; 


Ni 3.79 per cent. 


[ame ¢ ; 
Saal oat 
.| Ulti- | 28S) -Bo8 
Treatment. Pe mate | %, % oa 8 Fracture. 
*| Stress. | Oa | ou y 
aw AO}] 00 Q, 
ica} —4 
lb. per | lb. per 
Sd. in. | sqiian. 
Treatment A 48563 | 90246 | 26.0 | 44.7 | Half cup and cone. Gray granular. 
Heated rooo? aah 71800 | 26.0 | 48.2 | Half cup and cone. Gray granular. 
Heated TI00° 44880 | 71700 | 25.5 | 48.6 | Half cup and cone. Gray granular. 
Heated 1200° Ra 74000 | 11.0 | 10.5 | Crystalline, level fracture. 
Heated T:FOOS" Wate aces lonesoke 71320 7.0 4.8 | Coarsely crystalline. 
1200° reheated 7008 38809 | 71487 | 10.5 | 10.4 | Slightly finer than 1200° 
1200° reheated 775° | 43515 | 74989 | 25.0 | 32.5 | Gray granular, almost complete 
cup and cone. 
TABLE V.—Steel L. C.C. .51 per cent.; Ni 3.79 per cent. 
Sein Se ; 
- |. 2G] O88 
..| Ulti- | BSR | Bog 
Treatment. Pee mate | $.° ga 0 Fracture. 
: amit. | Stress. | § 29 | Se 8 
a ase 
lb. per | lb. per 
sq. in. | sq. in. 
Treatment A 50469 | 99109 | 21.0 | 39.05] Half cup and cone. Gray granular. 
Heated 1000° ....- | 78600 | 25.0 | 42.5 | Half cup and cone. Gray granular. 
Heated TI00° 46600 | 78800 | 24.0 | 42.4 | Half cup and cone. Gray granular. 
Heated 1200° 47200 | 84900 | 11.5 | 12.1 | Crystalline, level fracture. 
Heated 1300° Seon |) yhoo 5.0 5.2 | Coarsely crystalline. 
200° reheated 7008 46805 | 81487 | 15.5 | 17.9 | Crystalline, finer than 1200°. 
1200° reheated 775° | 47909 | 80795 | 22.5 | 33.1 | Gray granular,-deeply pitted. 


TaBLE VI.—Steel M. C.C. .63 per cent.; 


Ni 3.76 per cent. 


a: chai 
pis 
_| ulti. | SES) 588 
Treatment. Elastic} mate | h20| Sad Fracture. 
Limit. | Stress. | © & 8) 348 
a ion x on 

lb. per | lb. per 

sq. in. | sq. in. 
Treatment A 56041 | 115421} 16.5 | 26.3 | Finely crystalline. 
Heated r1000° 47200 89000] 20.5 | 33.1 | Gray granular, serrated edges. 
Heated T100° 47200 89400) 19.0 | 32.5 | Gray granular, serrated edges. 
Heated 200° 99600] 7.0 6.3 | Crystalline, level fracture. 
Heated 1300° 85200] 2.0 1.7 | Coarsely crystalline. 
1200° reheated 700° Testes 96040| 10.0 | 10.8 | Crystalline, level fracture. 
1200° reheated 775° | 53824 89842] 21.0 | 34.5 | Gray granular. Half cup and cone. 


_ - ; — 
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TasLe VII.—Steel N. C. C. .79 per cent.; Ni 3.81 per cent. 


gc. fe] A 
uiti- | S89) 288 
Treatment. Elastic} mate Soa) e238 Fracture. 
imit. | Stress, Bh al oe 
mole rei 
Ib. per | lb. per 
sq. in. | sq. in. 
Treatment A 66850 | 135194] 14.0 | ar. 3 | Finely crystalline, serrated edges. 
EAGERARTOOCO sc ih sce oe 108960] 15.0 | 23.5 Finely crystalline. 
Heated 1100° ...... 48000 | 111840] 14.0 | 22.3 Finely crystalline. 
Heated r200° ...... Hed I09600/] 3.0 3-1 | Coarsely crystalline. 
leatedmnsoo” winewsnl| sac. 66800 ae 1.0 | Very coarsely crystalline. 
1200° reheated 700° | ...., 102705] 6.0 9.5 | Crystalline, finer than 1200°. 
1200° reheated 775° | 70276 99214) 21.0 | 34.8 | Mixture gray granular and fine 
crystals. 
Tagie VIII.—Steel O. C.C. -97 per cent.; Ni 3.75 per cent. 
~» 
§ ee B as 
Elastic] Ulti- | $0.4 [Beg 
Treatment. ce mate | wi. | 3G0 Fracture. 
"| Stress. | § As | 3 a8 
a an 
lb. per | Ib. per 
sq. im. | sq. in, 
Treatment A 80120 |156827 moe 8.4 | Fine crystalline, even surface. 
Heated 1000 ...... II4r2r |130336 Broke on Fine crystalline, even surface, 
shoulder 
Heated 1100° ......]107313 |138112 ess 4.2 | Fine crystalline, even surface. 
Hteatedarsooce. 0 2) «kc. 83117 ois -4 | Coarsely crystalline. 
treated urgoo? wet. 2. nee co 46648 +O -3 | Very coarsely crystalline. 
1200° reheated 700° | 66390 |114107 es 6.3 | Coarsely crystalline. 
1200° reheated 775° | 74437 |103476 | 18.0 19.0 | Fine crystalline, and level. 


TaBLe IX.—Steel Q. 


C. C. 1.24 per cent.; Ni 3.81 per cent. 


Bak =| aa 
LOROr as Oger 
+o| Ulti- | S88 /Bo8 
Treatment. eee mate |§54| 2a Fracture. 
me | Stress. | § ys Sas 
a a (opr) 
Ib. per | Ib. per 
Sqarm., (esq, in, . ; 
Treatment A cise TOLOZO | rOSOO71— 3.5 3-2 | Fine crystalline, very level. 
Heated 1r000° ......| 70538 97510] 15.0 | 17.9 | Mixture ee pear ans fine 
crystalline, deeply pitted. 
Heated rroo® ......] 57982 98183} 1.0 -4 | Crystalline, level fracture. 
Rea ted Gr260° aii aa «llores 90729 5 50) poets, an pecners 
ieated azoce Fe tile tel: 60600 Ae) 0 tystalline, platy fracture, | 
1200° Eee cd 700° | 69202 95103] 1.5 1.0 Crystalline and level, Similar to 
LLOOs, 
1200° reheated 775° | 74000 | 106304] 3.5 5.3 | Fine crystalline, and level. 
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TaBLE X.—Steei R. C.C. 1.48 per cent.; Ni 3.82 per cent. 


de ¢ 
uti. |BEA| ESE 
Treatment. Elastic} mate | $3 os 8 Fracture. 
Limit. | Stress. Bod | Say 
rt Ae? | O20: 
ica} 
lb. per | lb. per 
sq. in. | sq. in. ‘ 
Treatment A 65530 | 145642] 10.5 | 13.9 | Crystalline, tinged with gray. 
Heatel 1r0o00° ......| 35771 63950} 23.6 | 37.6 | Deep gray granular. Half cup 
and cone. 
Heated rroo° ...... 40320 66640| 25.0 | 33.5 | Deep gray granular, Pitted surface 
Heated 1200° ......| 47157 97894| 8.0 5.0 | Crystalline, level fracture. 
Heatedimns coc ells ener 35480] 1.0 -4 | Crystalline, platy fracture. 
1200° reheated 700°.| ..... 89045| 17.5 12.2 | Deep gray, pitted surface. 
1200° reheated 775°.| 45967 74592| 24.0 | 33.5 | Deep gray, half cup and cone 
pitted surface. 
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Diagram ||. Comparison of Overheating at 1200°, and Subsequent Reheating to 775° 


The growth of the crystals with increasing temperature, and 
the restoring by subsequent reheating is shown by Photograph I, 
which represents the fractures of O, the tests of which are given 
in Table VIII. 


MICROSCOPICAL. 


Transverse sections were taken of the bars after the various 
treatments. ‘They were rubbed down on four emery papers of 
successively finer surface, and finally polished with wet rouge. 

The constituents are ferrite, pearlite, cementite, and temper- 
graphite. Considering, first, the steels submitted to Treatment 
A; the first one, K, shows ferrite and pearlite in about equal 
amounts, micrograph 1. With increasing carbon the ferrite dimin- 
ishes, micrograph 6. In the case of O, it forms the entire field, 
and Q, with 1.24 per cent. C. C. shows much free cementite, 
micrograph ro. In R, temper-graphite has separated, shown in 
micrograph 12, which is from the unetched section; when etched 
it shows the four constituents present at once, micrograph 13. 

The steels heated to 10o00° and r100° are very similar. In 
the cases of K, L, M, and N, the pearlite has separated, and the 
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constituents are ferrite and cementite, the cementite increasing 
in amount with rise in carbon; micrograph 3. O, shows well 
laminated pearlite, and free cementite, micrograph 7. R, micro- 
graph 14, shows temper-graphite, ferrite and cementite; and Q, 
after heating to 1000°, has a similar structure, but with less 
graphite. . 

On heating to 1200° and 1300° there is a marked change of 
structure, particularly in the cases of K, L, M, and N. The 
constituents are ferrite and pearlite, arranged in a lattice-work 
structure, with sharp lines of division; micrographs 2 and 5. 
O still shows pearlite and cementite, but the crystals have greatly 
increased, and have straight boundaries; micrograph 8. With 
Q the cementite increases in amount, and occurs plentifully within 
the pearlite crystals; micrograph 11. In the case of R, after 
heating to 1300°, all the carbon is combined, and is present as 
cementite; micrograph 15. 

Reheating the overheated bars to 700° does not materially 
affect their structure. 

Reheating to 775° restores the structure nearly to that found 
before overheating. K, L, M, and N are composed of ferrite 
and cementite, the cementite increasing in amount with the 
carbon; micrograph 4. O and Q show pearlite and cementite; 
micrograph 9; while R, once more has temper-graphite in a 
matrix of ferrite and cementite; micrograph 16. 


CONSIDERATION OF RESULTS. 


The effect of the different treatments on the condition of the 
carbon is full of interest. It would seem as if the rate of cooling 
had a powerful influence on the separation of the temper-graphite, 
for Treatment A, and the heating to 1000°, were taken to the same 
temperature, but cooled at different rates, giving very different 
results; 0.31 and 1.29 per cent. respectively in the case of R. 
(Table III.) : 

Heating to 1000°, followed by very slow cooling, effected the 
greatest separation of graphite. With increasing temperature less 
temper-graphite was formed; and after heating to 1300°, all the 
carbon was combined. 


Examining the tables of the mechanical tests, and the dia- 
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grams, of the steels in which no temper-graphite separated, it 
is seen that the tests of the steels heated to 1000° and r100° are 
very similar. This similarity is also noticed in the microscopical 
examination. 

The marked change in structure seen in K, L, and M after 
heating to 1200°, is accompanied by an increase in ultimate stress, 
and a drop in ductility. Heating still further brings about a 
very coarse crystallization in all cases, an almost complete loss 
of ductility, and a great lowering in tenacity. 

In the microscopical examination it is very noticeable how 
readily the pearlite of the lower members of the series separates 
into its constituents.. The great change of structure brought 
about by overheating is therefore more easily recognized. 

A change from a cellular. to a similar lamellar banded: struc- 
ture was found by R. G. Morse,* when working on a .34 per cent. 
carbon steel. This great change in structure together with the 
abrupt change seen in the. mechanical tests and fractures on 
passing from r100° to 1200° would indicate the presence of some 
critical point, above which the injurious effects of overheating 
are very marked. Professor E. Heyn} noticed a similar result, 
when working on basic open hearth boiler plate steel of .o7 per 
cent. carbon. 

The results show that the nickel steels worked on, follow the 
same laws as ordinary steels with regard to structure and tem- 
perature. Among the most important of these are:—(1) The 
normal crystal size increases with the temperature and (2) 1 he 
crystal size, even after slow cooling is proportional to the highest 
temperature reached. 

For a full discussion of the laws governing the relation be- 
tween structure and temperature reference may be made to 
Professor Howe’s recent book.t 


*R.G. Morse. Effect of Heat Treatment upon the Physical Proper- 
ties and Microstructure of a Medium Carbon Steel. Transactions 
American Institute Mining Engineers, Vol. 29, 1899, P- 729. 

+E. Heyn. The Overheating of Mild Steel. Journal Iron and Steel 


Institute, No. II, 1902, p. 73. 
$ H. M. Howe. Iron, Steel, and Other Alloys. 
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CONCLUSIONS. 


The following conclusions may be drawn from the results:— 

1. Steels with a low percentage of nickel follow the same 
laws regarding structure and temperature as ordinary steels. 

2. With the steels up to about 0.80 per cent. carbon, there 
is a critical point, between 1100° and 1200°, above which the 
injurious effects of overheating are very marked. 

3- In the lower carbon steels overheating brings about a 
distinct type of structure; ferrite and pearlite arranged in a lattice 
work, with sharp lines of division. 

4. In the higher carbon steels temper-graphite is most 
liable to be formed by heating to about 1000° followed by slow 
cooling. 

5. With increasing temperature the temper-graphite goes 
back into combination. 


PLATE XIV. 
Proc. Am. Soc. TEST. MATS. 
VOLUME VI. 
WATERHOUSE ON BURNING AND OVERHEATING OF STEEL. 
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Io000°, 1200°, 


I100°. 
Fractures of O. 


Micrograph 2. K. 1200°, 94. 


Micrograph 3. L. 1000°. 260. Micrograph 4. K. 1200° then 77.5620°. 


PLATE XV, 
Proc. Am. Soc. Test. Mats. 
VOLUME VI, 
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Micrograph 5. L. 1300°. ga. 


Micrograph 7. O. ro00°. 260. 


Micrograph 9. O. 1200° then 775°. 260. Micrograph1o. Q. Treatment A. 260, 


PLATE XVI. 
Proc. Am. Soc. Test. Mats. 
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Micrograph rr. Q. 1200°. 260. Micrograph 12. R. Treatment A. 260 
Polished. 


Micrograph 13. R. Treatment A. 340. Micrograph 14. R. 1000°. 260. 
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Micrograph rs. R. 1300°. 260. Micrographr6. R. 1200°then 775°. 260 


THE BENEFICIAL EFFECTS OF ADDING HIGH GRADE 
FERRO-SILICON TO CAST IRON. 


By ALEXANDER E. OUTERBRIDGE, JR. 


The conjurer’s familiar trick of pouring a number of different 
liquids, such as milk and water (not combined), red ink, black 
ink, claret and sometimes even stronger liquids, from one bottle 
in any order named by his audience, is a never-failing wonder and 
surprise to juveniles and even to children of larger growth. 

A less sensational, but far more practical, problem has long 
engaged the attention of metallurgists, viz: how to economically 
obtain from one cupola, in one heat, a variety of grades of molten 
iron suitable for different kinds of castings ranging, let us suppose, 
from those requiring high chilling iron such as chilled cast iron 
car wheels, or, from castings of high tensile and transverse strength, 
to small castings requiring extreme softness and ductility, in which 
great strength is not looked for. The wide variations in physical 
properties of cast iron are due to two combined causes, chemical 
composition and rate of cooling from the liquid state. Strength 
and softness are antagonistic qualities rarely found united. 

Good car wheel iron is a strong metal containing less than 
one per cent. of silicon, having nearly one-half of its carbon chemi- 
cally combined. Stove plate iron is a weak metal containing 
about three per cent. of silicon and very little, if any, combined 
carbon. Car wheel iron would be entirely unsuitable for stove 
plates, while stove plate iron would be useless for car wheels. 
Again, the metal which would be adapted to cast iron turn tables 
for large locomotives, or the iron intended for bed plates of heavy 
machinery and the like would not be suitable for either of the 
foregoing purposes. 

It is the universal custom, therefore, to pour car wheels from 
special mixtures having suitable chilling properties, and stove 
plates from entirely different mixtures in different cupolas, 
which have but little chilling properties; but the modern 
metallurgist or general practitioner is daily called upon to provide 
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metal melted in one cupola and one heat, suitable for a great variety 
of castings and requiring, if the best results are desired, wide 
variations in physical properties as well as chemical constituents. 
The method adopted by the author many years ago and which is, 
no doubt, practiced by others to meet these varying requirements 
in a thoroughly practical manner, has been to group all the small 
work for the day, needing soft ductile iron, so that it will be cast 
at the beginning, or near the beginning, of the run of iron from 
the cupola, which is, of course, charged with the required amount 
of the softest grades of iron; the proportion of silicon in such mix- 
tures approximating 2.5 per cent. This is followed by a medium 
grade of iron, calculated to contain about 1.9 per cent. silicon, 
giving a product suitable for miscellaneous castings of medium 
weight and thickness, and capable of being machined readily, but 
not too soft to give good wearing service; this, again, is followed 
by strong iron mixtures tended for large and ee work requir- 
ing close-grained texture and usually high tensile and transverse 
strength. The strong iron may have as little as one-half of one 
per cent. of silicon and may possess a high chilling property. The 
transverse strength of the soft iron (2.5 per cent. silicon) when cast 
in bars one ah square section and fifteen inches long, broken in 
the middle with supports 12 inches apart, ranges from about 1,900 
pounds to about 2,200 pounds and the tensile strength per square 
inch of the same bars, when turned and pulled on a machine, 
having automatically adjusted grips to insure a perfectly straight 
pull while the piece is being strained, averages ten times the trans- 
verse stress, Or, 19,900 to 22,000 pounds per square inch. 

The medium iron (1.9 per cent. silicon) averages 2,500 
pounds transverse strength and 25,000 pounds tensile strength 
per square inch cast in the same size bars and tested under the 
same conditions. The strong iron should exceed 3,000 pounds 
transverse strength and 30,000 pounds tensile strength of the same 
bars in the regular daily work. 

“Special castings” have been made in the foundry of William 
Sellers and Co., Incorporated, (where the author has been engaged 
for nearly twenty years as metallurgist), which have united the two 
antagonistic properties of high tensile strength with softness and 
ductility in a remarkable degree. Tensile tests of bars .5 inch 
Square section (being the same thickness as the castings) formed 


OUTERBRIDGE ON ADDING FERRO-SILICON TO CAST IRON 261 


in the same mold with the castings and attached thereto, have 
shown, when turned and pulled on a 100,000-pound Emery 
hydraulic testing machine, extraordinary tensile strength, viz: 
40,535 pounds to 44,565 pounds per square inch. These are 
believed to be the highest records ever noted for soft cast iron, 
if indeed they are not the highest for any kind of cast iron melted 
in a cupola. 

It is of course impracticable to obtain a perfectly sharp divid- 
ing line between the soft iron, medium iron, and strong: iron 
charged in a cupola and in the molten metal withdrawn therefrom, 
for it is impessible to prevent a portion of the product, if the com- 
position is varied during the charging of the cupola from being to a 
certain degree variable, so as not to be accurately predictable as to 
its composition and physical properties in individual taps at the 
time when the metal is tapering off from one grade to another. 

To overcome this uncertainty it is customary, in the foundry 
already named, to arrange the daily work so as to have a certain 
number of castings serve as ‘‘buffers,”’ i. e., to take iron that is 
intermediate between the different grades charged in the furnace, 
and this method has proved very satisfactory. The buffers are 
usually castings that require but little machining and in which a 
considerable variation of composition of the metal is permissible. 
There are always plenty of such castings made in every foundry 
each day. 

To supplement this routine method by a simple and cheap 
process of varying the chemical constituents and physical properties 
of molten iron after it has been tapped from the cupola and removed 
from the source of heat, is a desideratum devoutly to be wished for, 
and many efforts have been made to perform the trick. The 
prime difficulty is found in the fact that the melting point of cast 
iron is lower than that of nearly all of the metals or metalloids that 
are suitable for the purpose. For example, the addition of wrought 
iron or steel tocast iron increases itsstrength and chilling properties. 
It is a common practice to add steel in the cupola for this purpose, 
but, if the attempt be made to incorporate steel or wrought iron 
in the form of chips or small pieces in a ladle of molten iron with- 
drawn from the source of heat supply, it will be found unsatisfactory 
_ for the reason that the melting point of steel is too high to permit 
a sufficient amount of it to be dissolved in and diffused throughout 
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the molten iron to effect a radical change in physical property 
without causing dull iron to result therefrom. 

The element silicon is practically the governor that determines 
the degree of hardness of cast iron, therefore the value of a single 
and inexpensive process that would enable the intelligent founder 
to control the proportion of silicon in any individual ladle of molten 
iron drawn from the melting furnace would be at once apparent, 
especially in foundries where miscellaneous castings, ranging in 
size from small pulleys, with rims one-quarter inch thick, to bed 
plates for various machines, hydraulic cylinders and the like, 
sometimes weighing many tons and of various thickness, up to a 
foot or more in thickness, as is the daily practice in many foundries. 

In the year 1886 the author made many experiments in this 
direction, using the richest grades of ferro-silicon then obtainable, 
containing from ro per cent. up to 18 per cent. of silicon, by adding 
the alloy in small lumps or in powder to ladles of molten iron, but 
found that the metal would not dissolve a sufficient quantity of the 
alloy to greatly change the proportion of silicon and thus to produce 
a marked increase in softness of the iron without appreciably 
affecting the temperature and fluidity of the molten iron. Pre- 
heating the alloy was the next logical step tried with an improved 
result, but it was soon ascertained that the inconvenience and cost 
of heating the alloy red hot would militate against its general use- 
fulness. At the same time it was found that the addition of a 
small amount of ferro-manganese containing 80 per cent. man- 
ganese (then a commerical product) accomplished the object sought 
in car wheel mixtures in a totally different manner by changing the 
condition of the carbon and without the necessity of heating the 
alloy. Therefore the tests with ferro-silicon were discontinued. 
In recent years electro-metallurgy has made giant strides and it is 
now possible to obtain commercially pure silicon (over 98 per 
cent. pure) and ferro-silicon alloys of extreme richness ranging 
from 50 to 80 per cent. silicon or over. This fact caused the 
author to again take up the experiments of adding silicon to ladles 
of molten cast iron where he had left off in 1886. A quantity of 
98 per cent. silicon, made in an electric furnace at Niagara Falls, 
was obtained in large lumps. This material resembles in appear- 
ance 80 per cent. ferro-manganese but is very much lighter in 
weight, bulk for bulk, the specific gravity being about one-third 
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that of 80 per cent. ferro-manganese and less than one-third that of 
cast iron. Many tests were made with this new material which 
resulted in failure, owing partly, no doubt, to the very high melting 
point of silicon (about the same as steel) and partly to its levity 
which caused the powder to float to the surface of the molten iron 
if sprinkled into the ladle, or to simply cake if fastened to the bot- 
tom. When an alloy of silicon and iron containing 50 per cent. of 
silicon was used, however, a very different result was noted. This 
material was obtained in the form of coarse powder and was 
sprinkled into the molten iron as it was tapped into the ladle. 
Instantly the surface of the molten iron became “alive,” as the 
workmen aptly expressed it; a rapid circulation of the skin of 
oxide which always forms on the surface was noticed, moving in 
circles like ripples from the center toward the edge of the ladle, 
this lively movement continued until the metal was poured and the 
same movement was noticed in the gates and risers of the castings. 
The usual test bars were poured both from the treated metal and 
from the same iron untreated. ‘Chill test pieces’? were also 
poured into heavy iron cups, which serve by the extremely rapid 
cooling of the small chill test bars to magnify any chilling property 
just as a miscroscope magnifies any minute object. Few practical 
founders are aware of the fact that there is a very great difference 
in the chilling property of soft foundry irons, as the metal if poured 
in a sand mold, even in very thin section, does not show an appre- 
ciable chill, yet it does show the effect of such concealed chill under 
the machining operations of drilling, planing or milling, for the 
reason that particles of iron containing combined carbon may 
under such conditions be distributed throughout the castings, which 
are too minute to be seen by the naked eye, but destroy the cutting 
tools. The chill cup test is in effect a physical analysis of practical 
value which enables the foundry foreman to know the character 
of every ladle of iron, small or large, before he pours his metal. 
The little tapered bars poured in the cups, which become solidified 
immediately, are then turned out, cooled in a bucket of water and 
broken. Such tests are poured from every tap, broken at once 
and placed in a row for the foreman’s inspection. 

The chill cup tests of the treated and untreated iron in the 
foregoing experiment showed at once that the small amount of 
50 per cent. ferro-silicon added, viz: half a pound in a 200-pound 
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ladle, had dissolved in the iron wiping out the chill in the metal 
almost completely. The regular transverse test bars when broken 
showed two very interesting features, one of which was anticipated, 
the other unexpected. The metal of the treated bars was much 
softer in appearance as was already indicated by the chill cup tests, 
but, instead of being weaker, the treated bars were all stronger than 
the untreated bars. In other words, increased softness and in- 
creased strength (two usually antagonistic properties) were here 
combined. The castings poured from the treated metal were 
small pulleys having rims about }-inch thick that are ordinarily 


turned at a speed of 25 feet a minute. The treated pulleys were. 


turned without destroying the cutting edge of the tool at 4o feet 
per minute as shown by memoranda furnished by the lathe 
operator. : 

The sucess of these initial tests led at once to more extended 
investigations, all corroborating the correctness of the first obser- 
vations. Analysis showed that the actual increase in silicon was 
slightly less than the calculated increase, and further tests showed 
that there is a limit to the amount of the alloy that can be incor- 
porated, depending upon the initial heat of the iron and the size 
of the ladle. 

Another interesting observation is that a given increase of 
silicon, say one quarter of one per cent., imparted to molten iron 
in this manner is more effective as a softener than an equal increase 
of silicon imparted through the cupola in the charging of the iron, 
while any increase of silicon in the cupola always causes a corres- 
ponding decrease in strength of the metal. The rationale of 
the increase in strength with increased softness discovered in these 
tests is, in all probability, to be found in the deoxidation of the iron 
by the silicon added in its nascent condition. It is now quite 
generally believed that there is a small amount of oxide of iron 
dissolved in all iron melted in a cupola (notwithstanding the high 
percentage of free carbon) and that this oxide is a weakening 
_ element. Silicon has a strong affinity for oxygen and presumably 
seizes upon the oxgyen of the dissolved iron oxide, liberating the 
iron, the silica (oxide of silicon) thus formed having specific 
gravity of only 2.41 as compared with 7.15, the Sp. gr. of cast iron, 
rises to the top, thus accounting for the two facts herein noted, 


viz: the rapid circulation of the skin on the surface of the molten 
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iron in the ladle, and the apparent slight loss of silicon when added 
in the alloy. The reason why an alloy of iron and silicon, rich 
in the latter element, dissolves and diffuses throughout the molten ~ 
mass, while pure silicon will not, is probably owing partly to its 
relatively high specific gravity (over 6) and partly to the fact of 
already being alloyed with iron which melts and acts as a diffusing 
vehicle enabling the silicon to become incorporated with the molten 
iron. The action is very similar in this respect to that of man- 
ganese in the 80 per cent. ferro-manganese already spoken of. 

Not desiring to extend this paper to undue length, details of 
many similar tests are omitted which, it may be said, have resulted 
in the practical adoption of this method of treating iron in the ladle 
in the foundry of Wm. Sellers and Co., Incorporated, as a ready and 
reliable means of producing very soft and at the same time strong 
iron for small castings from metal of medium grade which would 
not otherwise be so well adapted for the purpose. 

The 50 per cent. powdered ferro-silicon used costs about four 
cents per pound at the present time, but, as the quantity required 
to produce the desired result is so small, viz: about half a pound, 
or less, to a hundred pounds of iron, the cost is really trifling, and 
is far more than counterbalanced by the fact that cheaper grades 
of pig iron may be used in the furnace. Added to this is the great 
practical value of being thus able to control the product absolutely 
and to vary the character of the metal in regard to softness, or 
machining quality, while at the same time increasing the strength 
and ductility of individual ladles of molten iron drawn from one 
common source. 

The author’s experiments in adding 80 per cent. ferro-man- 
ganese to car-wheel iron in ladles in the year 1886 briefly alluded 
to have have been thoroughly exploited years ago in technical 
journals and have been frequently mentioned by other writers. 
The process has come into large daily use and as its merits and 
limitations are familiar to all car-wheel makers and most metal- 
lurgists it is not considered necessary to refer at length to the sub- 
ject in this place. 

Appended hereto is a table of a few tests of treated and 
untreated bars of soft and medium grades of iron all showing gains 
in strength ranging from 2.3 per cent. to 26.5 per cent., and in 
deflection of the bars from 7.14 to 31 per cent., while the increase 
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in softness was very marked indeed. It is hoped that these few 
records may prove interesting and valuable to founders. 


RESULTS OF TESTS OF 


FERRO-SILICON IN LADLES. 
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Oct. 15, 05/4 tbh Hand) A 2330 143 55-45 2183 

Ladle B 1893 ILo 34.60 -183 

Gain 437 +033 20.85 23.8 30. 60.2 
Oct. 16,’05|4 tb Hand| A 2210 124 45.54 | .183 

Ladle B 2120 112 39-44 | .185 

Gain go o12 6.10 4.2 10.7 15.4 
Nov.13,'05| 1 th 200 ftb| <A 2370 130 54.76 .186 

Ladle B 2050 118 40.19 | .184 

Gain 320 O21 14.57 15.6 17.8 36.2 
Nov. 21,'05/1 tb 2zootb| A 2178 128 46.34] .188 

Ladle B 2000 I19 39.60] .182 

Gain 178 0090 6.74 8.9 7.5 7. 


* A, Treated metal; B, same iron untreated. 


TENSION-TESTS OF STEEL ANGLES. 
By FRANK P. McKIBBEN. 


The tension-tests which form the subject of this paper were 
made in the testing laboratory of the Massachusetts Institute 
of Technology upon twenty-seven specimens of rolled steel angles 
such as are used for tension members in riveted structural work. 
They were made with a view of studying the following points: 

1. The ultimate strength of the angles in tension. 

2. The value of a lug in transmitting stress from the out- 
standing leg of the main angle into the hitch plate. 

3. The relative strength of angles where the gauge line for 
rivets and where the center of gravity line, respectively, 
pass through the center of the pull. 

4. The relative strength of single angles and angles riveted 
together to form pairs. 

There are three specimens of each of nine different types, 
making in all twenty-seven specimens. These are shown in 
detail in Fig. 1. Each of the main angles, 5 ft. 4 in. in length, 
is riveted at each end to a hitch plate. 

Types A,, B,, and C, consist each of one angle, 34x 3x? 
in, 4X3x# in, and 6x4x# in. respectively, riveted to the 
hitch plates by one leg only. 

Types A,, B,, and C, consist each of one angle of the same 
size as A,, B,, and C, respectively, and have both legs connected 
to the hitch plates; the outstanding leg being connected by means 
of a lug angle. 

Types D, and D, each is made up of two 2X3 x5 in: 
angles, one on either side of the hitch plate. D, is not, and D, is 
provided with lugs for each of the outstanding legs of the main angles. 

In each of the types just mentioned the gauge line for rivets 
in the main angle is run through the center line of pull. In the 
case of angles with unequal legs the long leg is placed in contact 
with the hitch plates. 

Type B, consists of one 4 x 3 x 2 in. angle connected to the 
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hitch plates by one leg only. It differs from type B, in that the 
line of pull coincides with a projection of the center of gravity 
line instead of with the gauge line for rivets. 
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Fic. 1.—Specimens for Tension Angle Tests. 


The end connections were designed to insure failure in the 


main angles, and the specimens were made as long as could be ~ 


tested conveniently. The hitch plate at each end of each speci- 
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men was provided with two 2-in. holes, by means of which it 
was pinned between two holding plates fastened in turn by a 
single pin to a third plate gripped by the testing machine. A 
diagram of this holding device is shown in F 1.02) 


' 
4 
0 ome ~-- - ~ 2044 


Fic. 2.—Device for Holding Test Angles. 


All of the pieces of angles of a given size were cut from one 
long angle, and from each of these long pieces there were also 
made two small tensile test specimens. Table I gives the average 
results of the tensile tests on the small specimens which were 
approximately 18 x 1} x 2 or 3s in. in size. 


TABLE I, 


TENSILE STRENGTH OF SMALL TEST SPECIMENS CUT FROM 
STEEL ANGLES. 


pee re oroma which 32X3%8in.| 4x3xein. | 6x4x Pin. 3X 3 x zy in. 

Wald Roirt. 5. wo: 33160 31600 32600 34800 
Ultimate Strength ... 59300 54000 51600 61000 
Per cent. Elongation 

LORS Hey. Pn Ok OO 28.0 28.6 20. PNG). Is 
Per cent. Reduction . ‘ 

Ohi, NEE eS seer Oe 48.9 54.6 56.5 2. 
Regrets tte. 85.55: Silky Silky Silky Silky 


Fig. 3 shows diagrammatically the outlines of the various 
fractures, all of which occurred in the main angles. There was no 
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failure of rivets. ‘The numbers on the sketches show the sequence 
of the fractures. ee the exception of one of the specimens, 
made of two 3x 3X75 in. angles, failure took place at one of 
the inner rivets which connects the angle to the hitch plate, that 
is, the connecting rivet which lies nearest the center of the speci- 
men. In the case of the exception noted, rupture occurred at 
the center of the specimen where there is a single rivet connecting 
the two angles together. In all cases just before failure the 
metal between the inner rivet and the outer edge of the leg con- 
nected by that rivet to the hitch plate, drew down considerably 
at both ends of the specimen. Failure then occurred at this 
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Fig. 3—Sketches of Fractures of Steel Angles. 


point, continuing slowly across the horizontal leg and then up 
the vertical leg. With the one exception cited, failure occurred, 
in all specimens having lugs, on a zigzag section, passing through 
rivets in the horizontal and in the vertical legs. In order to 
secure the greatest strength from an angle in tension this zigzag 
section should be equal to or greater than the net right section. 
In none of the specimens tested is this the case. Consequently 
the total ultimate strength of some of the specimens with lugs 
is less than that of similar specimens without the lugs. How- 
ever, the strength per square inch of net area is greater where 
the lugs are provided, showing that with the proper spacing 
of rivets to utilize the maximum net area the lug is an advan- 
tage. 
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Table II shows in detail the results of the tests. 


TaBLe II, 
SUMMARY OF TENSION-TESTS ON STEEL ANGLES. 
Cross Section. Breaking Load. 
Area in Square inches. Ss. Per Cent. 
pee Noaunel ce. 
Type.| ,% . | Nomina. 2 F Or ._,| Remarks, 
wick Speci- Size. Nomi-|Actual ese Material apes 
mens. nal. | Gross.| Net. | Total. Net Devel- 
Area, | oped.* 
Ay I 2.30 | 2.29 | 1.95 | 80,500 | 45,900 77 A Without 
2 34x3x? 2232 | r.108 96,100 | 48,500 81.8 lugs. 
‘s 3 rae 2.35 | 2.00 95,200 | 47,600 80.2 
iS Mean * Se a TOS 93,600 | 47,400 79.8 
A; 4 ee ROS VRS GkS 84,600 | 47,500 80.1 With lugs. 
‘ 5 3ex3x2| “ 228 alate 8 88,600 | 49,800 84.0 
Rr 6 ns Dah 659/57 91,200 | 51,500 86.8 
a Mean a 2.28 | 1.78 | 88,100 | 49,600 83.6 
Bi 7 2.49 | 2.44 | 2.10 85,000 } 40,500 75.0 Without 
8 4x3x i < 2.42 | 21.00 84,000 | 40,100 74.3 lugs. 
2 9 % Be ixeh || 5G 85,600 | 39,800 73.7 
Mean : DRAG ah 2x 84,900 | 40,100 Gin 8} 
B, Io ite 2242 | 1.02 83,500 | 43,500 80.5 With lugs. 
Ms II 4x3x# is 2243) \et.o2 85,100 | 44,300 82.0 
a 12 i 2.45 || 1.95 84,100 | 43,100 79.9 
fs Mean si 2 WAS 1203 84;200 | 43,600 80.8 
B; 13 ) e vi 2.41 | 2.07 88,600 | 42,800 790.3 Center of 
es I4 4X3X8 - 2.42 | 2.09 90,400 | 43,200 80.0 | gravity line 
. 15 s pee 2.47 | 2.0% 91,000 | 44,000 81.4 through 
7 Mean co 2.41 | 2.08 | 90,000 | 43,300 80.2 pull. 
(oF 16 3.6m | 3.53 | 3.11 | 131,000 | 42,100 81.6 Without 
i 17 6x4x2 * 3:54 | 3.12 | 125,700 | 40,300 78.1 lugs. 
re 18 3-50 | 3.07 | 128,200 | 41,800 81.1 
a Mean ss 3-52 | 3.10 | 128,300 | 41,400 80.3 
C, ba) rf 3-50 | 3.04 | 131,500 | 43,300 84.0 With lugs. 
oo 20 6x4x } * 3-50 | 3.03 | 130,200 | 42,900 83.2 
Me 21 a 3-509 | 3.04 | 131,900 | 43,400 84.1 
hy Mean - 3-50 | 3.04 | 131,200 | 43,200 83.7 
Ds 22 3.56 | 3.44 | 2.88 | 134,100 | 46,600 76.4 Without 
ss 23 j Two 3x] ~“ 3-43 | 2.87 | 136,500 | 47,700 78.3 lugs. 
os 24 3X16 Be 3:49 | 2.01 | 139,100 | 47,800 | 78.4 
ee Mean : 3-45 | 2.80 136,600 | 47,400 Glo) 
IDs 25 eS 3-43 | 2.69 | 137,900 | 51,200 84.0 With lugs. 
oC 26 Two Bes s¢ 3-43 | 2.69 | 140,400 | 52,200 85.6 
sf 24, 3X ie “ 3:42 | 2.86 | 138,800 | 48,500 79.6 
fy Mean ss 3.43 | 2.75 | 139,000 | 50,600 83.1 


* Figures of previous column compared with specimen tensile test results of Table I. 
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Table III shows the per cent. increase in the strength Pea 
square inch of net area due to the lugs. 


TABLE TIL. 


SHOWING VALUE OF LUGS. 


Ultimate | hee Cent. 
s Be nerease in 
Type. Num-*er of euceee oe Strength per 
Spec:men. Square Inch S 
of Net Section. Be NEE eee 
ING eagles ee ee Nee ite DAW AVAOOl tA, Ue see tour eeoee 
Nigoe ove fs, oe ee eee ie eShe Oc 49600 AG) 
Bi ccuncsteeetae oe eRe Ee Lhe toe, OF AOYOO" "\ 352 Sincere eee 
Biconicuce, Ae eters io aris, 102% 43600 Seu) 
Cac hah Ee eee Tair serene ATLOO” Vy Sh epee ese 
OREM ESA Crirrno oe 6 3:5 1O)e, AO, POM 43200 4.4 
Dicer Rida eee ee 22, 23, 24. AVOOw Parte cee Meee ee 
TD, dope een ee na ee ee 2; e2One 27. 50600 6.8 


The results of the tests show that the ultimate strength per 
square inch of net section for angles having gauge lines for rivets 
passing through the center of pull varies, for the single angles, 
from 39,800 to 51,500 pounds, which is approximately from 74 
to 87 per cent. of the strength of the tensile test specimens; and 
for angles riveted together in pairs from 46,600 to 52,200 pounds, 
which is approximately from 77 to 86 per cent. of the strength 
of the material as developed by the tensile test specimens. 

The efficiency of the lug is shown by the fact that for speci- 
mens provided with lugs there is an increase over specimens 
not so provided of from 4.7 to 8.7 per cent. in alee strength 
per square inch. 

A study of the results of the 4x3x# in. angles without 
lugs shows that there is a gain of 8 per cent. in the strength per 
square inch for specimens having the projection of the center of 
gravity line, instead of the gauge line for rivets, coinciding with 
the line of pull. It further appears that for these angles the 
strength per square inch is practically the same for those speci- 
mens having the center of gravity connections without lugs as it 
is for those having the gauge line connections with lugs. 


— 
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Fic. 4.—-Photographs showing Fractured Angles. 
18 
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Notwithstanding the fact that the net as well as the gross 
area of the two 3x 3x71 in. angles is less than in any of the 
single 6 x 4x % in. specimens, yet the ultimate load carried 
by the former is greater in every case. This is no doubt largely 
due to the greater strength of the material in the double specimens 
on account of their smaller size and thickness. 

In closing, the writer wishes to express his obligations to 
Messrs. Arthur L. Davis and S. P. Waldron of the American 
Bridge Company for the specimens tested, and to Messrs. A. F. 
Holmes, instructor, and C. T. Bartlett and H. P. Orcutt, students, 
in the Institute of Technology, who carefully did the work in 
the laboratory. 


FIRE BOX STEEL—FAILURES AND SPECIFICA: 
TIONS. 


By Max H. Wicxuorst. 


The author has for several years been giving considerable 
attention to the subject of care of locomotive boilers including 
study of failures of fire box sheets, and he hopes the following 
discussion on this subject may prove of some interest and use- 
fulness. 

In general, fire box sheets fail in one of two ways; first, 
gradual failure; the sheet may have a good many small cracks 
which are mostly in a vertical direction. These cracks are 
thickest radiating out from the stay bolts and frequently run 
from one stay bolt to another in the same vertical row, but never 
between stay bolts horizontally. These cracks are almost 
always on the fire side and at times extend through the thick- 
ness of the sheet first going through next to the stay bolts. Such 
sheets are almost always accompanied with more or less 
corrugation and the cracked and corrugated condition is 
almost always confined to the lower half of the sheet. Secondly, 
sudden failure, or rupture; the sheets may fail by a single 
crack or rupture from a foot to several feet long. In bad cases, 
the crack may extend from the mud ring to the crown sheet, 
but ordinarily, the crack is confined to the lower half of the sheet, 
extending upward from the mud ring or from a few inches above 
it, and is always near the middle of the side sheet longitudinally. 
Such sheets may show no corrugations and may show very little 
if any other defects. The failures of the first kind are of grad- 
ual formation, but those of the second class occur suddenly. 


CONDITIONS OF FarILuRES CLASSIFIED. 


About two years ago a lot of records and papers concern- 
ing failures of fire box sheets were gathered out of the files in 
the Superintendent of Motive Power’s Office of the Chicago, 
Burlington and Quincy Railway Lines East of the Missouri 
River, and a classification made of the conditions under which 
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the failures occurred, with results as shown below. These fail- 
ures include only those occurring in class two mentioned above or 


ruptures. 
Number. Percent. 
t. Washing—Cooling ........+------- Wt Tai 
By, nN Using nozzles, ms seen 16 41.0 
2. o Billing. . Wie eee 2 ee 
4. : Atter tiling 22. : oe ees 7 £4. 
®. Inshop or House, cold == ar a2 7 17.9 
6c Ln house; hot? tis3'. pre rete 2 52 
7. Discovered arriving at terminal ...-- 2 522 


It will be noted from the above that 71.7 per cent. occurred 
while the engine was being washed, this including 41 per cent. 
where nozzles were being used at the time. 17.9 per cent. oc- 
curred while the engine was cold under other circumstances, 
making a total of 89.6 per cent. for the failures while the engine 
was cold, and thus leaving 10.4 per cent. for such failures while 
the engine was hot, but it is not improbable that if the full details 
were at hand of the conditions attending the failures in these 
latter cases, that in some or perhaps all, the records would show 
the engine had been cold. When washing the boilers, cold 
water had probably been used in all cases, and the above figures 
would seem to argue very strongly in favor of keeping the boiler 
continuously hot, and to use a method of washing out where the 
boiler does not get cold, say not below 150 degrees Fahrenheit. 


TEMPERATURE TeEsTS OF Fire Box STEEL. 


If the metal is at any time heated to a red heat or to near 
a red heat failure from this cause would be the natural result, 
and in order to get some information concerning the tempera- 
tures actually attained by locomotive fire box sheets, etc., under 
conditions of service, I arranged to get an electric pyrometer 
consisting of a platinum thermo-couple and galvanometer, and 
the intention was to work the boiler at rates similar to service 
conditions, and insert the junction of the thermo-couple through 
a small hole drilled in a stay bolt, extending across to near the 
fire side. Tests of this kind have not as yet been made, but some 
preliminary results have been made with the apparatus shown 
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herewith as Fig. 1. From this it will be seen that the method 
of test consists of boiling water in a can with thin sheet steel 
sides, with a bottom of half inch boiler plate, four inches in diame- 
ter brazed to the sides. The boiler plate has a hole drilled into 
the side one-eighth inch in diameter extending to the middle 
of the plate. Heat is supplied by a specially constructed ‘“ Pep- 
per Box” burner which gives a lot of gas flames over a flat cir- 
cular area of about four inches in diameter. The junction of the 
thermo-couple is inserted into the hole of the plate to the middle, 
and the temperature is read on a galvanometer. Some pre- 
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Fic. 1r.—Temperature Tests of Fire Box Steel Apparatus. 


liminary results are shown in Fig. 2, from which it will be noted 
that if a fire box sheet (including flue sheet) or the flues are free 
from scale or mud, the temperature of the metal probably does 
not at any time exceed the temperature of the water more than 
50, degrees Fahrenheit, providing of course the circulation is 
sufficient to keep the water always in contact with the metal. 
Under the conditions of this experiment with no scale or water 
on the plate, the metal attained a temperature of about 1300 
degrees Fahrenheit, and it will be noted from the diagram that 
with one-eighth inch scale the metal attained a temperature 
of about 200 degrees above the temperature of the water; with 
one-quarter inch something over 400 degrees. 
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In a locomotive fire box, the average temperature of the 
metal if not protected by the water, would probably run_be- 
tween 2000 and 3000 degrees Fahrenheit, and with scale one- 
eighth inch thick and with water in the boiler, the experiments 
indicate that the metal including fire box ends of the tubes, can 
readily attain a temperature of several hundred degrees above 
the temperature of the water, and it is not unlikely in some cases 
that the metal actually attains a low red heat. 


Mvp AccCUMULATIONS. 


The action of the heat causes the water to flow upward 
between the tubes, and the counter current must flow down- 
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Fic. 2.—Temperature Tests of Fire Box Steel. Curve of Results. 


ward between the tubes and shell of the boiler. The water 
evaporated from the side and other sheets of the fire box is pro- 
bably supplied mostly by a current flowing backward along 
the bottom of the barrel of the boiler. When this current reaches 
the flue sheet it divides, half going to each side water leg, the 
current finally ending in the back water leg where the two side 
currents meet. Of course while this backward movement of 
the water is going on, the formation of steam also maintains 
an upward movement. This circulation carries all solid mate- 
rial that is light enough to move with the water, into the back 
water leg where the circulation is probably least rapid. The 
heavier particles of mud and very light scale deposit on the back 
mud ring up as high as the fire line which is about six inches 
above the mud ring. There is on the back mud ring a cubic 
foot or so of quiet water space into which the mud and lime 
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sludge is first carried, and when this space is filled up, deposits 
accumulate on the side mud ring and finally accumulations 
may occur on the front mud ring. Critical examination of the 
mud deposits in a boiler after the water is drawn out is apt to 
show very little if any mud on the front mud ring, and a depth 
of six or eight inches on the back mud ring with more or less 
mud on the sides. No mud is apt to be present in the barrel 
of the boiler, as determined by a view through an inspection 
hole in the back flue sheet under the flues. Where there are 
also scale deposits, these will be found mostly in the barrel of 
the boiler and on the front mud ring as scale is too heavy to be 
carried round by the circulation, but the mud deposits will be 
found about as I have described above. The usual scale and 
mud deposits are illustrated in Fig. 3. Up to a height of 
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Fic. 3—Mud and Scale Accumulations. 


four or six inches above the mud ring, the mud accumulations 
remain below the fire line and cannot cause over-heating of 
the sheets, but if more mud is allowed to accumulate in a boiler, 
it cannot be taken care of in this space. Such excess mud makes 
more or less trouble by keeping in the water circulation, deposit- 
ing quickly on the tubes, crown sheet and particularly in the 
side and back water legs as soon as active steam production 
stops, and in this way is apt to cause over-heating of the side 
and back fire box sheets by preventing free access of water. 

If by means of a blow-off arrangement the back mud ring 
can be kept free from mud, it would seem clear from the above 
considerations that the boiler can be kept free from excessive 
mud accumulations since all the mud is carried by the circula- 
tion into the back mud ring. A blow-off in the middle of the 
back water leg right above the mud ring removes mud from 
where it tends to accumulate most, but experience has shown 
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the author that the mud is removed right around the blow-off 
cock, but on either side the accumulations are not disturbed. 


This led to trial of. blow off pipe laying on the full length of the 
back mud ring and perforated with holes spaced about four or 


six inches apart. This arrangement has been. tried. somewhat. 


extensively and experience shows that mud can by this means 
be thoroughly removed from the boiler without the necessity 
of cooling down the boiler and washing. 

Where water is treated with soda ash, the function of the 
soda ash is to cause the lime and magnesia salts to come down 
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Fic. 4.—Blow-off Pipe in Back Water Leg. 


as a sludge instead of adhering as scale, and the circulation 
then carries the sludge into the back water leg where it can be 
successfully removed through a perforated blow-off pipe placed 
on the back mud ring. By a combination of treatment of water 
with soda ash, the perforated blow-off pipe mentioned and sys- 
tem of blowing out at terminals, engines can be made to run 
regularly 5,000 miles between wash-outs and without change 
of water other than obtained by the blowing out at terminals. 
A perforated blow-off pipe arrangement suggested for general 


use is shown in Fig. 4. 
TEMPERATURE TESTS OF INJECTED WATER. 


The water supplied into the boiler by means of an injector 
has a temperature ranging from 150 to 180 degrees Fahrenheit, 
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while the water in the boiler has a temperature with modern 
engines not much below 4oo degrees Fahrenheit. Where water 
is injected into the: boiler through an ordinary check valve placed 
on each side, this water drops to the bottom of the boiler unless 
there is active steam production, going on to promote circulation. 

If an engine is standing still, as for instance, at a station 
and the injector is on, the injected water seeks the lowest part 
of the boiler which would be the water legs around the fire-box. 
In order to know what was the extent of the segregation of such 
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Fic. 5.—Temperature Tests Injected Water-location Thermometers. 


injected water some tests were made with thermometers in- 
serted into the side of the boiler as shown in Pigmiee “ine 
apparatus consisted of a brass oil cup and extended about four 
inches into the water and this held an ordinary chemical ther- 
mometer and a guard made of gas pipe which protected the 
thermometer. The oil cup and thermometer guard are shown 
in. Fig. 6. 

It will be noted that the oil cups were inserted into the left 
front corner of the outside fire box sheet, one about on a level 
with the crown sheet, one about seven inches above the mud 
ring and two applied in between. They were ‘placed just a 
little ahead of the back tube sheet. One thermometer was 
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also arranged in the delivery pipe just below the boiler check, in 
order to get the temperature of the water before entering the boiler. 

The method of test was to get the water level at or near 
to the bottom of the glass, raise steam pressure to 195 pounds, 
as shown by the gauge on the engine, and take temperature 
readings. The tests were made in the round house, steam being 
produced by firing the engine with bituminous coal. They 
were intended to simulate the condition of an engine that has 
just arrived at a station, and whose injector is applied to pump 
water while the engine is standing still. Having obtained the 
water level and pressure as before mentioned, the injector was 
applied and the boiler filled to the top of the glass, temperature 
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Fic. 6—Oil Cup and Thermometer Guard. 


readings being taken every minute in most of the tests. The 
results of the tests are shown on plotted diagrams, Figs. 7 and 8. 

Test No. 1 was made by injecting the water through the 
left boiler check in the ordinary manner, all of the thermometers 
being also on the left side. It will be noted that the highest 
thermometer, which was on a level with the crown sheet, did not 
drop very much in temperature, but the lowest thermometer 
started to drop as soon as the injector was applied and during 
the filling of the boiler, dropped about 105 degrees. 

Test No. 2 was made in the same way and’ showed about 
the same results. 

Test No. 3 was made by delivering the water through a 
pipe run for convenience through the whistle hole in the dome 
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then down to the flues, and finally through ten feet of two inch 
pipe placed lengthwise over the flues. This last length of pipe 
was perforated with three-eighth inch holes spaced two inches 
apart lengthwise about 65 degrees from the top center line and 
staggered on each side. ‘This pipe is also shown in Fig. 5. 
It will be noted in this test that where the water was delivered 
through the perforated pipe the highest and lowest thermome-_ 
ters had about the same temperature at all stages of the filling 
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of. the boiler, showing that the injected water was well mixed 
with the water already in the boiler. 

I may say here that before starting in on the test, in order 
to determine the amount of water required to fill this boiler, we 
ran the water through a three-inch Crown water meter and 
found that to fill the boiler to the bottom of the water glass 
took 289 cubic feet and to the top of the glass 50 feet addi- 
tional, or in round figures this would be 2,400 and 415 gallons, 
respectively. In other words, if we have water in the boiler to 
the bottom of the glass and then add water to the top of the 
glass, we add 17 per cent. additional water. 

Test No. 4 was made by delivering the water into the boiler 
on the right side in the ordinary manner while temperature 
readings were taken on the left side. It will be noted that the: 
lowest thermometer dropped about 45 degrees below the highest 
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during the filling of the boiler from the bottom to the top of 
the glass. 

In comparing tests 1 and 2 with test No. 3 there is one very 
interesting point, namely, much greater drop in steam pressure 
during test No. 3. The explanation for this is undoubtedly that 
in tests 1 and 2 the injected water did not get mixed very much 
with the upper layer of water and therefore did not condense 
much steam, while in test No. 3 the mixture was very thorough 
and a correspondingly greater amount of steam wa's.condensed. 

Test No. 5. In this test the water was deliver into the 
boiler through a perforated pipe placed transversely Over the 
flues, the pipe being an extension-on-the boiler check. To ca 
out this arrangement the boiler check was raised 15 inches ae 
its present location, so as to bring it above the level of the flues> 
A special brass flange was made that would fit the contour of 
the boiler at this point. The flange was fitted to the boiler‘and 
a bushing screwed into the flange, the/pip@\being previously 
screwed into the bushing, and lastly, the chéck was\ screwed 
into the bushing also. The pipe was four feet, of two-inch Size, 
perforated with half inch holes-spaced ahout 1} inches ‘apart 
lengthwise about 65 degrees from the top centerline, and stag- 
gered on each side. The pipe was put in so that the holes face 
downward. It will be noted that the mixing of the injected water 
with the water in the boiler was fairly satisfactory, although 
not quite as good as in test No. 3 where the longitudinal ‘pipe 
was used. In plotting results of this test only the readings of the 
highest and lowest thermometers are shown. As the two middle 
thermometers gave readings coming in between these two, their 
readings were not plotted, as this would cause confusion. 

Test No. 6. This test was made the same as No. 4, ex- 
cept that the holes faced upward instead of downward. The 
results show about the same as No. 5, except that the mixing 
was slightly better. aN 

At this point in the course of our tests it was thought desik- 
able, if possible, to get some arrangement or extension attached 
to the check that would turn the water upward and in this man- 
ner get the mixing of the injected water with the water in the 
boiler. For this purpose we made the following té tse >*\ | 

Test No. 7. In this test we attached a sow o stoop €X- 
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tension to the check turned upward at the end, but open on 
top. A trial was made of this to see how it directed the course 
of the water by running hydrant water through the check with 
this attachment out into the open air. It was found that the 
water was turned upward but spread out fan-shaped. The 
results of this test showed that this device did not accomplish 
the desired mixing. | 

Test No. 8. It seemed now that what was necessary was 
to direct the water upward with more velocity and in a more 
solid stream, so that the delivered water would get toward the 
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Fic. 9 —Elbow Check Extension. 


top before the resistance stopped its progress and turned it down- 
ward. For this purpose we made a brass extension screwed 
into the check, extending almost to the flues and closed at the 
end, but with a 14 inch hole bored into it, facing upward. Tests 
made of this with cold water, as before mentioned, showed that 
the water was directed upward with some force, but the stream 
was not a solid one, although it was considered sufficiently satis- 
factory for making a test. It will be noted from the results that 
the mixing was fairly satisfactory, but possibly could be improved 
by having the water directed upward in a more solid stream. 

It will be noted from the above results that when the in- 
jector is applied with ordinary boiler feeding arrangement and 
no steam is being drawn, the water flows toward the bottom of 
the boiler and cools the lower parts in some cases too degrees 
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in a very few minutes time. This of course results in putting 
considerable stress on the lower parts of the fire box sheets and 
probably aggravates the development of cracks. 

After some experimenting and close watching of the flue 
work, the Chicago, Burlington and Quincy Railway adopted on 
all engines the elbow extension to the boiler check as shown in 
Fig. 9. 


TEMPERATURE TEsTs FrrRinc Up. 


By the ordinary method of firing up a locomotive boiler 
where a bank of fire is made in the back part of the fire box, 
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Fig, 10,--Firing up Tests. 


the upper layers of water heat faster than the water at the mud 
ring and below the flues, with a result that differences of temp- 
erature may exist between mud ring and crown sheet of 200 
degrees. 

The results of some temperature tests of firing up are shown 
in Fig. 10, and an arrangement intended to produce circula- 
tion and get more uniform temperature in the boiler is shown 
in Fig. 11, a nozzle arrangement through which steam or air 
can be injected into the water and in this way produce a move- 
ment upward. A trial of this arrangement has shown that 
steam produces local elevations of temperature, and by means 
of aira more uniform temperature is obtained. Fig. 12 shows 
the position of the nozzle and of thermometers Nos. 1 and 2 
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in the boiler The results of tests of this nozzle are shown in 
Pigs 713. 

Although fair results as regards uniformity of temperature. 
can be produced by injecting some air into the boiler near the 
mud ring, still some inconvenience is attached to its use, and 
the arrangement has been used only in an experimental way. 
Further although the differences of temperature in the ordinary 
method of firing up are great, still they are comparatively not 
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frequent, and do not occur suddenly, and it seems a little doubt- 
ful whether much trouble can be attributed to the temperature 
differences occurring while firing up. 


SPECIFICATIONS FOR FIRE Box STEEL. 


The extreme limits for tensile strength of the various Ameri- 
can specifications require fire box steel to have 50,000 lbs. per 
square inch as a minimum and 65,000 lbs. as a maximum. In 
foreign specification, the minimum limit seems frequently to 
run below 50,000 lbs. per square inch. Formerly the Ameri- 
can requirements for tensile strength were 50,000 lbs. as a’ mini- 
mum and 60,000 lbs. as a maximum. About fifteen years ago 
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these limits were raised and were made 55,000 to 65,000 lbs. 
respectively, based apparently on the initiative of the Pennsyl- 
vania Railroad Company. Within the last few years, however, 
there has been a tendency to lower the limits, and the present 
limits of the American Railway Master Mechanics’ Associa- 
tion are 52,000 to 62,000 lbs. It will be seen from what has 
been presented above that under ordinary conditions of service, 
the locomotive boiler (including fire box and especially the lower 
parts) is frequently subjected to severe over-heating, differences 
of temperature and severe and sudden changes of tempera- 
ture around the lower parts of the fire box and lower flues. It 
seems to be the result of experience that the harder grades of 
fire box steel do not stand these abuses satisfactorily, but seem 


Fic, 12.—Position of Thermometers and Fire Up Nozzle. 
‘a. Thermometer No. 1. 6. Thermometer No. 2. 
c. Fire Up Nozzle. 


to develop cracks and ruptures and very soft steel under similar 
conditions seems to stand these abuses a longer time before 
failure occurs, and in fact, may become badly corrugated and 
distorted and still remain serviceable. It has been my experience 
that, as a general proposition, where fire box sheets fail from 
single rupture without otherwise being badly cracked or cor- 
rugated, that the carbon runs toward .25 per cent. or higher 
and may run as high as .35 per cent. On the other hand, the 
sheets which fail by corrugation and gradual cracking generally 
contain carbon between .12 to .25 per cent. It seems therefore 
that as a general proposition, the softer grades of fire box steel 
give better service than the harder grades, and the Chicago, 
Burlington and Quincy Railway Company has recently changed 
the requirements for fire box steel to tensile strength running 
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from 50,000 to 58,000 lbs. per square inch, the former limits 
being from 55,000 to 65,000 lbs. per square inch. 

It seems clear to the author, however, that the problem of 
long life of fire box steel is not so much a question of quality of 
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steel, but is mostly up to the railroads. By suitable treatment 
of the water supplies, a proper arrangement for delivering feed 
water into the boiler, and proper methods of caring for boilers in 
round house and elsewhere, long life can be expected with any 
grade of fire box steel and most of the complaints of poor steel 
are then apt to disappear. 
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TREATMENT OF WATER. 


A matter that is very intimately tied up -n the problem 
of the care of boilers is treatment of water. The author has 
studied this matter chiefly in connection with flue work, but 
as the good performance of flues and fire box steel go hand in 
hand it may be interesting to record the results of some investi- 
gations concerning the relation of flue work and hardness, partic- 
ularly permanent hardness, of the water. 

In order to get some comparison of the amount of flue work 
and boiler washing done on switch engines at the various places 
on the Chicago, Burlington and Quincy Railway system, I 
arranged to get the numbers of switch engines working at some 
twenty-two places during July, 190s. I then arranged to take 
from our records the amount of flue work and boiler washing 
done on these engines. This comparison is intended largely to 
note if possible, what relation there might be between the quality 
of the water supply and the flue work and boiler washing done. 

I give below a summary of the figures obtained:— 


1 
Number | Miles per Miles Hardness 
Place of Flue per Source of water—Remarks |parts per 
Engines Calked Washing 100,000 
CHICAGO... 6... 36 5.8 700 Rake Michigan. jeaede ce: 13. 
PAA OUA avis ot ave sha 7 18.9 31338 Fox River—Softene. ..... Ae 
Galesburg .... 10 O1.2 Te ene? Lake Rice—Treated with 19. 
| soda ash. ; 
eabaXenta gen Seton 23.43 Baas Mississippi River—Lime I3. 
, é ‘i F ‘ treatment—Jewell filter. $ 
Beardstown... 3 28.2 650 WUTC) UOTE a como Ho 25. 
Burlington.... 8 62nx 2,368 Mississippi River—Softened| 12. 
Ottumwa..... 6 L2.3 808 Des Moines River ........ DE 
Grand Crossing 4 18.6 2,816 Blac kiver mvs an | 9. 
Dayton’s Bluff 6 5.9 Tegpenese Mississippi River ....... Io. 
Wavanina sores: 2 275.0 2,201 Deep well—Softened...... me 
Creston ls ves 4 76.8 De Gey} Patni thiCiailal cele se eis ee 18. 
Hannibal ..... 5 No flues 1,093 Mississippi River—Settled oan 
calked in reservoir. 
NeSt. Louis .; 9 Betas 598 Mississippi River—Lime 18. 
treatment—Settled. 
St. Joseph .... I2 LL 876 Missouri River—Settled in 35m 
reservoirs. 
Kansas City .. Io TA <3 708 Missouri River. ..... «sate Bite 
Brookfield .... 5 4.8 460 Wellowu@reele 3 Asa ctetcron 18. 
Osmaharrns eu. 6 43.6 762 Missoutukdviereaemienien + An 
WACOM cele ioe: 9 pow) 702 Wells—62 feet deep ...... 24. 
NMoCOOk:.. 5 <.. 2 No flues 550 Wells at Republican River 28. 
calked 
Denver'.....:. 6 14.6 762 Wheall soiventye ts oy crekepiiaie ene erate ste 38. 
Piliances. 2%... 4 26.5 620 Threeswellse sul oo cans <. 27. 
Sheridan ..... 2 I4.4 221 a ees from Big Goose 26. 
reek. 


I have also plotted the hardness against the miles per wash- 
ing and miles per flue calked as shown in Fig. 14. In look- 
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‘ing this figure over closely, in a general way it may be said that 
the miles per washing decrease as the hardness increases, which 
is a result that would be expected. There seems to be no rela- 
tion, however, between the total hardness and the miles per 
flue calked, some of the lowest results being with the soft waters. 
Looking more closely into this feature, it will be noted that the 
cases where the miles per flue calked are large are the ones where 
the water has either been softened in a softening plant or has 
been treated with soda ash. In cases where the softening plant 
is used, part of the treatment consists of the use of soda ash, 
and thus it will be seen that in all cases where the miles per flue 
calked are high, the water really had sufficient soda ash put into 
it to combine with the permanent hardness or calcium sulphate. 

McCook water, as far as I am aware, is not treated with 
soda ash, but this is one that naturally has no permanent hard- 
ness and at times naturally has a little alkali carbonate or soda 
ash, The Creston record is among the high ones, but this water 
generally has only a small amount of permanent hardness. 
Hannibal gives a very high record, although the Mississippi 
River water at this point has several parts of permanent hard- 
ness, and this therefore seems to be the only prominent excep- 
tion to the rule which we can now formulate; namely, that the 
amount of flue work, as far as quality of water is concerned, 
is a function of the permanent hardness, and within the limits 
of such waters as we have to use (say 4o parts per 100,000 of 
total hardness) the amount of flue work seems to be inde- 
pendent of the total hardness. Analyses of water taken from 
boilers have shown that the permanent hardness keeps con- 
centrating in the boiler up to perhaps ten or twenty or more 
parts per 100,000, while if there is an excess of soda ash, the 
water in the boiler will have very little hardness, amounting to 
perhaps five parts per 100,000 

I think I may now express this as the general rule that where 
water is free from excessive mud or alkaline salts, the amount 
of boiler washing under present usual arrangements on the 
Chicago, Burlington and Quincy Railway is a function of total 
hardness, while the amount of flue work is a function mostly 
of the permanent hardness or calcium sulphate. 
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CONCLUSION. 


In conclusion, the author suggests that long life of fire box 
steel is to be obtained; first by suitable treatment of feed water; 
generally plain soda ash treatment sufficient to destroy all sul- 
phate of calcium will answer the purpose, but where the water 
is very hard softening with lime will also be desirable; second, 
by avoiding considerable and sudden variations of tempera- 
ture due to cold feed water dropping to the bottom of the boiler 
when active steam production is not going on. Some feed water 
arrangement should be used which will not allow the water to 
thus segregate; third, by keeping the boiler continuously hot 
and avoiding wash-outs especially with cold water; a blow- 
off pipe on the back mud ring connected to a blow-off cock in 
the back corner in conjunction with a system of blowing will 
keep the boiler free from all accumulations if the water has been 
suitably treated. The blowing out is also necessary to keep 


the concentration of the water below the foaming point, say . 


200 parts per 100,000. 

If the above are done probably the quality of fire box steel 
is of secondary importance, but the author suggests that the 
quality of steel called for in the specifications of the American 
Railway Master Mechanics’ Association, tensile strength of 
52,000 to 62,000 pounds will probably in general be most satis- 
factory. ; 
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LUE EFFECT OF COMBINED STRESSES ON THE 
ELASTIC PROPERTIES OF IRON AND STEEL. 


By E. L. Hancock. 


The tests reported below were carried out as a part of the 
“program of work” outlined by the writer, and presented to the 
Society in a Preliminary Report on the Effect of Combined 
Stresses on the Elastic Properties of Iron and Steel (see Pro- 
ceedings, Vol. V, p. 179). This report gave the results of tests 
on certain specimens of low carbon steel and nickel steel. The 
specimens were tested in tension while under different torsional 
stresses, i. e., in tension while under torsion to 3, %, and the full 
elastic limit in torsion, respectively. The results showed that 
the torsional stresses lowered the elastic limit in tension. 

The additional tests reported in this paper were made, for 
the most part, on steel tubing; the method of testing and general 
procedure being about the same as that reported for the nickel 
and carbon steel solid rounds. Some tests were also made on low 
carbon steel, solid rounds in compression while under torsion, 
the latter being the beginning of a series of tests in compression- 
torsion. Only a part of the results of these tests is included in 
this report. The tests were all made under the direction of the 
writer in the laboratory for testing materials of Purdue Univer- 
sity. Acknowledgment is here made of the help given by Messrs. 
Carl Wagner, H. N. Hubbard, N. L. Arbuckle, O. L. Arbuckle, 
R. Elsea, W. Thornton, and J. T. Voshell, senior students in 
engineering, in connection with the tests. 


MATERIALS. 


It is known that when a solid bar is subjected to torsion, the 
outer fibers are stressed to the elastic limit first, and that the stress 
varies linearly to zero at the center. It was evident that, in 
case a solid round was tested in tension while under torsion to, 
or beyond, its elastic limit in torsion, considerable tensional elas- 
ticity would be shown, since in such a case there would be a cer- 
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tain body of fibers in the interior of the piece that had not been 
stressed to their elastic limit. It was thought that by doing away 
with this interior core and using hollow tubes, the true effect 
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Fic, r.—Average Curves showing the effect of combined tension 
and torsion on thin Steel Tubing, Average thickness .o75 in. 


of combined tension and torsion would be more nearly shown. 
It will be seen in what follows that the results of tests on thin 
tubing do not differ materially from those obtained from the 
tests of thick tubing and solid rounds, except as regards unit elon- 
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gation at the elastic limit (see F ig. 6). It is the opinion of the 
writer at this time that nothing new would be learned by using a 
thinner tubing than was used in these tests, 

The steel tubing used in the torsion-tension tests had an out. 
side diameter of one inch. Three different thicknesses were used 
as follows: 0.05 in., 0.075 in., and 0.25 in., giving an inside 
diameter of 0.90 in., 0.85 in., and 0.50 in., respectively. The 
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Fic. 2—Average Curves showing the effects of combined tension and 
torsion on thin Steel Tubing. Average thickness 0.05 in. 


tubes were thoroughly annealed before using and were, as nearly 
as possible, of uniform thickness. About forty. torsion-tension 
tests were made on this material. 

The material used in the torsion-compression tests was low 
carbon steel solid rounds. The test pieces were 8 in. long over all 
and turned down to } in. with a gage portion turned down to 4 in. 
diameter. This material was from the same shipment as the low 
carbon steel used in the torsion-tension tests. 
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MertHop or TEST. 


The apparatus used in making the tests on steel tubing was 
the same as that used in testing the nickel and carbon steel solid 
rounds (see Preliminary Report). 
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Fic. 5. Sees Curves showing the effects of combined tension and 
torsion on Steel Tubing. Average thickness .25 in. 


To make the torsion-compression tests, however, one ball- 
bearing head of the apparatus was placed on the platform of the 
machine and the other attached to the moving head. With the 
specimen inserted and under the desired torsional load a com- 
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pression test was made by lowering the moving head. The 
amount of compression was measured by means of an Olsen 


compressometer. The details of these torsion-compression tests 
will be given in a subsequent report. 
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Fic. 4.—Curve showing lowering of elastic limit of 
Steel in tension, due to combined stresses. 


RESULTS. 


The lowering of the elastic limit in tension due to the presence 
of various torsional stresses is shown in Fig. 1 and Fig 4 and 
Fig. 6 (3) (for steel tubing 0.8s in. inside diameter). In this case 
the amount of torsional load applied was sufficient to stress the 
piece to 4, 3, and full elastic limit in torsion, respectively. Fig. 2 
shows the lowering of the elastic limit in tension of steel tubing 
©.90 in. inside diameter, the torsion being applied in the same 
way as in the case of the pieces represented in igre Rigs? 
4 and 6 also show this same lowering of the elastic limit. In each 


300 HANCOCK ON EFFECT OF COMBINED STRESSES. 


of the cases Figs. 1 and 2 the curves represent an average of two 
or more tests. Fig. 3 shows the effect of torsion on the elastic 
limit in tension of steel tubing o.50 in. inside diameter. In this 
case the torsional load was applied and the piece tested in tension 
as indicated on the curves. Each curve represents an average 
of three or more tests. The lowering of the elastic limit in tension 
is also shown for this case by Figs. 4 and 6 (3). 
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Fic. 5.—Curves showing lowering of elastic limit of Steel in 
tension and compression, due to combined stresses. 


Fig. 6 (3) shows graphically the lowering of the elastic limit 
in tension for various degrees of torsion, and includes, in addition 
to the steel tubing, the results obtained from the nickel and carbon 
steel solid rounds (see Preliminary Report). The ordinates 
represent per cent. of lowering of the elastic limit and the abscissee 
the amount of torsional stress applied. A similar statement is true 
for the rest of the diagrams on Fig. 6 as well as for those on 
Figs. 4 and 5. It is seen from this representation on Fig. 6 
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that the variation in the elastic limit is a linear one and might be 
represented by a straight line. Fig. 4 shows this straight line 
with the individual points represented. The equation of the line, 
referred to the horizontal and vertical lines as axes, might be 
written, 

y = (P/ 2ps) (2ps — x) 


where p and p, represent unit simple tension and unit simple 
torsion, respectively. This same lowering of the elastic limit is 
shown in Tables Iiand II. Table I also shows ‘the lowering 
of the elastic limit of low carbon steel in compression due to dif- 
ferent torsional stresses. These latter results are shown graphi- 
cally in comparison with those of the torsion-tension tests in 
Fig. 5. This compression line, however, only holds, so far as 
known, for low carbon steel. 

The variation of the unit elongation at the elastic limit for 
different torsional stresses is shown graphically by Fig. 6 (2). 
It is seen that, with the exception of the cases 1 and 2 (1.e., steel 
tubing 0.85 in. and 0.90 in. inside diameter), the torsional stress 
lowers the unit elongation at the elastic limit. Fig. 6 (1) also 
shows the change in the modulus of elasticity in tension caused 
by the different torsional loads. There seems to be no regularity 
in this case, although in most cases the modulus of elasticity was 
lowered slightly by the torsional stress. 

The results of the tests, as shown by the curves, might be 
summed up in the statement, that, the presence o} a torsional stress 
lowers the unit stress and unit strain at the elastic limit in tension 
and also lowers ihe modulus of elasticity, somewhat. These same 
facts are also shown by Table I. 

It is interesting at this time to see the results obtained by 
substituting the results from these tests in the various formule, 
used for determining the unit stresses for cases of combined 
stresses. The formule generally used in designing parts sub- 
jected to combined flexure and torsion, tension and torsion, 
and compression and torsion, are as follows: 


qd: = (4) [p + Vp? + 4p] (x) 
ds = (4) Vp? + 4p? (2) 


where q, represents the greatest unit tension on any internal 
plane, q,the greatest unit shear on any internal plane, p the unit 
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TaBLe I. 
Inside Elastic Modulus of | Unit Elonga- 
Stress Applied. Diameter Limit in | Elastic.ty, Ibs. |tion at Elastic 
in inches. i a per sq. in. Limit in in. 
STEEL TUBING. 
Simple Tension........... 0.85 17,000 | 27,400,000 00062 
1 Torsion, Elastic Limit f 
Tension Ree Brees est) oe 0.85 16,000 | 26,600,000 00060 
2 Torsion, Elastic Limit 
Aberaicrieral 6 we gia aoe sue 0.85 12,000 27,200,000 00044 
% Torsion, Elastic Limit 
Rension mere eterna 0.85 9,000 | 17,000,000 00053 
Simple Tension........--. 0.90 28,000 | 29,700,000 00094 
1 Torsion, Elastic Limit 
Tension TENE cate can eeereh ©.90 24,000 | 27,€00,000 00086 
2 Torsion, Elastic Limit 
AenSiO Me were ee ©.90 17,000 | 25,000,000 00068 
% Torsion, Elastic Limit 
Tension ©.90 14,000 | 16,200,000 00086 
Simple Tension . a ae 0.50 20,000 | 33,300,000 00060 
4 Torsion, Elastic Limit 
Tension ......:+ Rate ©.50 18,000 |. 27,200,000 00066 
2 Torsion, Elastic Limit 
Pensioner oor eer ©.50 16,000 | 29,600,000 00054 
$ Torsion, Elastic Limit 
MencsiOneee see eneeee 0.50 14,000 | 28,000,000 .00050 
4 Torsion, Elastic Limit ‘ 
Tension . hts Coe ©.50 12,000 | 26,000,000 00046 
Dye Loxsion, Elastic Limit 
Tension . He FiXais 0.50 10,000 | 30,300,000 00033 
8 Torsion, Elastic Limit 
UNSaISOINl noGoo Sac.d nor 8 0.50 8,000 | 26,600,000 00030 
NICKEL STEBL SOLID 
ROUNDS. 
Simple Tension . cae estes 56,000 | 35,000 000 0016 
4 Torsion, Elastic Limit 
Tension . ea es 52,000 | 29,800,000 Oo174 
2 Torsion, Elastic Limit 
Tension . ee 3 44,000 | 28,800,000 00152 
3 Torsion, Elastic Limit 
RenSiOnitc sere ase een one 20,000 | 29,800,000 00067 
Low CARBON STEEL SOLID 
ROUNDS. 
Simple Tension= 2.) aan1 ae 34,000 | 30,900,000 OoIL 
1 Torsion, Elastic Limit 
Tension . ne ee : 32,000 | 30,500,000 ©0105 
2 Torsion, Elastic Limit 
Tension . ch Adare 24,000 | 25,800,000 00093 
3 Torsion, Elastic Limit 
Tension... cus 16,000 | 25,200,000 00063 
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simple tension and p, the unit simple shear. The formule give 
the apparent maximum unit tension and shear acting on any 
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Fic. 6.—Diagrams showing the effect of combined torsion and tension 
on—(r) Modulus of elasticity; (2) Unit elongation at the elastic 
limit; (3) Unit fiber stress at the elastic limit. 


particle of the body. To obtain the true maximum unit stresses 
on any internal plane it is necessary to take account of the lateral 
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contraction as well as the elongation; i.e., it is necessary to use 
Poisson’s ratio. Taking this ratio as + (Johnson, Materials of 
Construction), the formule giving the maximum unit tension and 
the maximum unit shear on any internal plane are: 


T, = @p + ()V/ @ + 4p) | - (3) 
Ts = (2) (Vp? + 4p) were 


or using Poisson’s ratio as + (Merriman, Mechanics of Materials, 
1905) the maximum unit stresses are: 


T, = @)p+ @) V p+ aps . G) 
Ts = (3) pt + aps eS) 


Formule (1), (2), (3), (4), (5), and (6) have been used in 
constructing Table Il. For this purpose p was taken as the unit 
stress at the elastic limit in tension, and p, the unit torsional stress 
on the specimen. The unit stresses thus obtained, whether 
apparent or real, which are greater than the simple unit stress, are 
italicized. For example, low carbon steel shows a unit stress in 
simple tension at the elastic limit of 34,000 and a unit shear at the — 
elastic limit in torsion of 30,000; when held in torsion,at 4 the — 
elastic limit (corresponding to a fiber stress of 12,540) and tested in 
tension, the elastic limit was found to be 32,000, taking p as 32,000 
and ps, as 12,540, the apparent and true stresses given in the same 
line have been calculated. This same procedure was followed in 
constructing the entire table. It is seen that the apparent maxi- 
mum unit shear is generally less than the shearing strength of 
the material and that the true maximum unit shear is generally 
preater than the shearing strength of the material (here shearing 
strength means the elastic strength as determined from torsion 
tests), higher values being given for the case where Poisson’s ratio 
was taken as 4. In only a few cases, as that of the solid rounds 
and the thick tubing, did the apparent maximum tersion exceed 
the tensile strength of the material (tensile strength meaning unit 
tensile stress at the elastic limit in simple tension), the number of 
cases where the true maximum tensile stressés, for solid rounds 
and thick tubes, exceed the tensile strength of the material is 
greater than the corresponding number for the apparent: stresses. — 
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TABLE II.. 
Unit STRESsEs FOR STEEL IN TENSION—TOoRSION. 
; True True Simpl 
Kind of Stress. ~ Apparent | Stresses Stresses MNOS 
Stresses. 9 ie Stresses. 
Nicker Street Sop Rounps. STE eal DeMatha Ps 
Simple PIREN GI Gmipet ceric ote civo deh 56000] 28000] 56000/ 35000] 56000] 37300 56000]..... 
Simple Torsion Sprit gets sss eee +]36000/ 36000] 4 5000/45000|48000| 48000 ee laGooe 
4 Torsion, Elastic Limit Tension ||. || 55400| 29400] 56300] 36800|56600| 30270 52000/13700 
# Torsion, Elastic Limit Tension .... .|57700|35700|67100|44600|62200 47600|44000|28100 
3 Torsion, Elastic Limit Tension ..__” 52500 |425 00) 60600|53125|63300| 56660| 6900 41300 
Low Carson STEEL Soxip Rounps. 
Simple BRET SION Bits nietet an ccclctiats Boye 34000) 17000] 34000/21250/34000| 22660] 34000]... , 
pimple Lorsionen ss. ..5e.. r2.02 2 t+ + + 2130000] 30000] 37500|37500|40000|40000|~. 30000 
4 Torsion, Elastic Limit Tension .... .|36325|20325 37.430| 25430|37700|27100| 32000 12540 
% Torsion, Elastic Limit Tension . ... .135030|23930 38920] 29920)]39912|3T0T2|34000 20710 
3 Torsion, Elastic Limit Tension |||! 39225|31225|45000|39000|46065|41632|16000 30170 
STEEL Tusrne 1 In. Oursrpe DIAMETER 
—o.075 IN. THICKNESS. 
Simple Tension tte tees eee sees. .[27000] 8500] 17000/10625/17000]11330 r7000|..... 
psumiple TOTSION 7. a. . aie. nite tees -|IT520111520/14400|14400|15366|15300|.. I152¢ 
3 Torsion, Elastic Limit Tension :..../77770 9170|17460|11460/17550|12226| 16000 4480 
% Torsion, Elastic Limit Tension . -]I51T99] 9190/15987|11487|16250|12250|t 2000 6960 
$ Torsion, Elastic Limit Tension ..... 15685|11185|77355|13980|17910|\ 14910 9000]10240 
STEEL TuBinc 1 In. Oursipz DIAMETER 
—o.o5 IN. THICKNESS. : 
puta CW RONSION Ss girs sea teres een “28000 14000] 28000/17 500) 28000|18670| 28000]... . 
Simple Torsion. ~.... ait ts t+ ++ +|16020/16020/20025/20025|21360\27360]_ . ...|16020 
4 Torsion, Elastic Limit Mension! sae. 25955/13955)26445/17445|26610| T8610] 24000 7100 
% Torsion, Elastic Limit Tension .... .]22963 13063] 24200|17453|24620|18620| 18000 10680 
3 Torsion, Elastic Limit Tension .... .!22080 15080|24095|18845|24767|20I00 14000|13350 
STEEL TuBINnG 1 IN. Outsipe DIAMETER 
—o.25 In. THICKNESS. 
Simple IUSAS OM slag ochoo be on ae Acom On cl CSOD 20000|I2500/20000|13333|20000]. .. . 
Simple Torsion... Pease eae seen ||E2O00) T2000 Sooo (5000 TO000\Z0000|| | Saga 
% Torsion, Elastic Limit Tension .....]18222] 9222 18275/11525|18295|12205|18000| 2000 
% Torsion, Elastic Limit Tension ..... 16947| 8947/17180|11180|17360|11930| 16000 4000 
@ Torsion, Elastic Limit Medsion. 16220] 9220/16775|11525|16067 12300|14000] 6000 
@ Torsion, Elastic Limit Tension ..... 16000] 10000] 17000|r42500|17333 I 3333\12000| 8000 
@ Torsion, Elastic Limit Tension . -{16183!11183]17725|/13075|18243|/I40I0 10000] 10000 
@ Torsion, Elastic Limit Tension ..... 16650|12650|18815|15815|10537 I6870| 8000/12000 
Unit Stresses For Low Carson Sreev In CoMPRESSION-TorsIon, 
js True True . 
Kind of Stress. Pparent | Stresses Stresses Simple 
Stresses, r=t 1=, Stresses. 
oie emmraa, te olla TY Pp Ps 
Simple'Compression . .cvco...sccece. 37000]18500] 37000] 23125) 37000] 24667 B7OOOl,..:. 
Simple Torsion. ... fittest es es sss -|26000]26000]32500/32500|34667 BHOOZ so 26000 
4 Torsion, Elastic Limit Compression +|35535/18035|35665|22540/35712/ 24045 35000| 4333 
% Torsion, Elastic Limit Compression .|34200|18200]34750 22750134034|24267/32000| 8666 
% Torsion, Elastic Limit Compression .|34330]18630 35562|24537|35070|20170|29400|13000 
% Torsion, Elastic Limit Compression ./35315|21915|37440|27300| 38160 20230|26800|17333 
% Torsion, Elastic Limit Compression .|35613 24780|39970| 3007 0|42040 33040] 24000|21666 
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In the case of the thin tubing, however, it is seen that in no case 
did the apparent maximum unit stress or the true maximum unit 
stress in tension reach the elastic strength of the material, but in 
the case of maximum unit shear the true stresses are greater than 
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Fic, 7,—Comparison of values given by formule for true and 
apparent stresses. 


the elastic strength of the material (not true for apparent maxi- 
mum shear, except in one case). In general, it is seen from this 
table that the formule for true unit stresses with Poisson’s ratio 
as } give the highest values, those with Poisson’s ratio as 4, the 
next highest, and the formule for apparent stresses, the lowest. 
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This is shown graphically for the carbon and nickel steel solid 
rounds by Fig. 4, 

The conclusion to be drawn from Table IL is that in the 
design of parts subjected to combined stresses the true shearing 
strength should be used. Mr. J. J. Guest, whose investigation 
was referred to in the Preliminary Report, arrived at the same 
conclusion as the result of his investigations. The entire uniform- 
ity of the results as shown by the thin tubing, where the effect of 
the combined stresses can be more exactly determined, gives one 
confidence in this conclusion, in spite of the fact that the maximum 
tension is usually supposed to govern the design of parts subjected 
to combined stresses. 


TESTS OF METALS IN REVERSE TORSION. 
By E. L. Hancock. 


It is known generally, that, in a cylindrical bar acted upon 
by a torsional couple, the outer fibers are subjected to the greatest 
stress, and the stress on the inner fibers varies as the distance 
from the center of the bar. If the torsional couple be sufficiently 
increased the outer fibers are stressed to the elastic limit of the 
material and any further increase causes an overstrain of these 
fibers, the depth of overstrain depending upon the amount that 
the couple has been increased beyond the elastic limit. If, now 
the couple be released the bar does not return to its original 
condition, but shows a set, and in its new condition possesses 
properties quite different from those possessed originally. Its 
strength to resist torsion is now greater in the direction of the 
original couple than in the opposite direction. A simple analysis 
shows, that the bar is twice as strong in one direction as in the 
other.* ‘This means that in its new condition the bar has two 
limits of elasticity, one higher than the elastic limit before over- 
strain and one lower. The absence of experimental data on 
this point led the writer to undertake a series of tests (about 150 
in all) to determine the truth of the theoretical determinations 
as applied to iron and steel, and to determine whether or not the 
known phenomona shown by metals when overstrained in ten- 
sion or compression, held also for torsion. 

Material—The materials tested were, low nickel steel, low 
carbon steel, common wrought iron and staybolt wrought iron. 
All specimens were about 20 in. long and tested ona gage length 
of roin. The diameters varied from 0.5 in. to r.0in. None of 
the specimens were turned down or annealed. 

Method oj Testing —The tests were made in the Laboratory 
for Testing Materials at Purdue University, on a Riehle torsion 
machine of 60,000-inch pounds capacity (see Fig. 1). The sus- 


*See paper by James Thompson, Cambridge and Dublin Math. 
Jour., Nov., 1848, and Lord Kelvin, Elasticity, Encyc. Britannica. 
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pended head of this machine allowed the specimen to shorten 
without introducing external tensile forces, and gave more accu- 
rate results than could have been obtained by using a machine 
where no such adaptation was possible. In order to test the 
materials in the reverse direction it was necessary to devise some 


Me, Ti, 


special attachment for the machine. This finally took the form 
of a lever attached to the suspended head, as shown. The 
lever carried a bucket at the free end to provide for the inser- 
tion of the weights. By reversing the jaws of the machine and 
also the motion it was possible to give the specimen the desired 
reverse twist. 
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After the specimen was properly inserted and the lever and 
bucket in place the beam of the testing machine was balanced, 
eliminating from consideration the weight of the parts attached. 
The distance from the center of the test piece to the point of 


attachment of the bucket being known (60 in.) made it possible 
to add weights to produce any desired number of inch pounds of 
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Fic. 2.—Stress-Strain Diagram. Specimen r C, 
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28000 


moment. The loads thus added caused the scale beam to rise. 
By running the machine in the reverse direction the load was 
gradually taken up by the test piece, the balancing of the scale 
beam indicating when all the load had been so taken up. Defor- 
mations were measured by means of an Olsen troptometer, as 
seen in Fig. 1, and the routine testing, in the reverse direction, 
consisted of adding the desired weights, running the machine 
backward until the specimen took up the load and then measuring 
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the corresponding deformation. To test the accuracy of the 
apparatus, a series of ordinary torsion tests were made, first with 
the arm attachment and then without, i. e. , specimens were tested 
in simple torsion using the arm attachment and then others were 
tested in torsion in the same direction without using the arm 
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attachment (in each case the specimens had not previously been 
tested). The results were precisely the same, showing the accu- 
racy of the arm attachment. 

Outline of Work.—As before stated the tests were made to 
determine the effect of overstrain, of the outer fibers in torsion, 
on the elastic strength of these fibers in the opposite direction, 
i.e., against stress of the opposite sign, or it might be stated, the 
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effect of overstrain in tension on the elastic properties in com- 
pression. To accomplish this the following plan of work was 
carried out. 
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Fic. 4.—Stress-Strain Diagram. Specimen (2 C) Ge 


(a) Bars tested in torsion to some stress below the elastic 


limit (proportional limit of bar) and the direction of torsion 
reversed immediately. 
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(6) Bars tested in torsion to the elastic limit and the direc- 
tion of torsion reversed, (1) immediately, (2) after certain time. 

(c) Bars tested in torsion to the yield point (of the bar) and 
then the direction of torsion reversed, (1) immediately, (2) after 
a certain time. 

The elastic limit, as used in this paper, is the proportional 
limit of the bar, and the yield point, the yield point of the bar. 
This latter for torsion is not so definitely marked as in the case 
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Fic. 5.—Average Curves for Nickel-Steel. Specimens A, B, C. 
Reversed immediately. 


of tension or compression, and might, more properly, be called 
a yield region, it is to be looked for, in ductile materials, a little 
beyond the elastic limit where very great deformations take 
place for small increase of torque. The bars were considered 
overstrained when stress ceased to be proportional to strain. 

Resulis.—The results of the tests outlined are shown by the 
following plates and tables: 

Fig. 2 shows the results of tests made on nickel steel speci- 
men (1-C), 


314 Hancock on Tests or MEtTALs IN REVERSE TORSION. 


Test No. 1—To elastic limit. 

Test No. 2—Reversed after 24 hours to a point a little beyond 
the elastic limit. 

Test No. 3—Direct to yield point (not shown on curve) 
after 151 days. 

Test No. 4—Reversed to yield point after 6 days (yield 
point not shown on curve). 
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Fic. 6.—Average Curves in torsion for ee! eh 


Test No. 5—Direct test to rupture after 6 days. 

Test No. 6—Portion of No. 5 to rupture—reverse—after 
2 days. 

(Note.—Curves are drawn only a little beyond the elastic 
limit in most cases.) 

Fig. 3 shows the results of tests made on a nickel steel 
specimen (1-D). (The curves as numbered run from left to 
right.) 


Test No. 1—Direct to elastic limit (see curve shown). 
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Test No. 2—Load of No. 1 held for 1 5 hrs. then taken off 
and reversed a little beyond the elastic limit. 

Test No. 3—Direct to yield point after 1 58 days. 

Test No. 4—Reversed to yield point after 5 days. 

(N ote.—Yield point in 3 and 4 not shown.) 

Fig. 4 shows the results of tests of a nickel steel specimen 
(2-C) (3). (The curves as numbered run from left to right.) 

Test No. 1—Direct to yield point. 
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Fic. 7.—Torsion tests: Mild Carbon-Steel. Strained to elastic 
limit and reversed immediately, 
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Test No. 2—Reversed to yield point after 30 days. 

Test No. 3—Direct to yield point after 151 days. 

Test No. 4—Reversed to yield point after 113 days. 

Test No. 5—Direct to yield point after 4 days. 

(Vote.—No attempt has been made to show the yield point 
in Fig. 4.) 

Figs. 5, 6, 7, 8, and 9 are self-explanatory. 

Results of series (a) where the torsion was not carried to the 
elastic limit in the first test, show that this test had no appreciable 
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effect upon the elastic properties of the material in the opposite 
direction. But when the stress in the first test (direct test) is 
carried to, or beyond, the elastic limit the elastic properties are 
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Fic. 8.—Torsion Test of Common Wrought Iron. 


changed. From Fig. 2 it is seen that the elastic limit in the 
second test was changed very little by the first test to the elastic 
limit, but the elastic limit in the fourth test, due to the overstrain 
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in the third, is much lower (about one-third as much) even after 
arest of 6 days. The fifth test gave a higher elastic limit than the 
fourth, due probably to the fact that the stress was in the same 
direction as the original. All curves are nearly parallel showing 
that there was little, if any, change in the modulus of elasticity. 
Fig. 3 shows that the first stress to the elastic limit had little, 
if any, effect upon the elastic limit in the reverse direction. A 
slight overstrain is here indicated by the set curve (fourth curve 
from left to right). The overstrain in this test, even after a rest of 
158 days, caused a considerable lowering of the elastic limit. 

_The overstrain in the third test reduced the elastic limit in the 
fourth test almost one-half. In this case the stress was reversed 
after five days. 

When the piece was stressed to the yield point, as shown 
in Fig. 4, the elastic limit in the reverse direction is less than 
one-half of what it was at first, even after a rest of 30 days. Over- 
strained in this direction and allowed to rest 151 days the specimen 
shows an elastic limit somewhat higher than in the second test. 
The third overstrain with a period of rest of 113 days shows the 
elastic limit raised to about what it was in the third test. The 
fourth overstrain in the reverse direction after 4 days shows a 
lowering of about one-third in the elastic limit. The behavior of 
several pieces of nickel steel is shown by the following table. 
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(Note.—The abbreviations, e. l., y. p. and r. refer to the elastic 
limit, yield point and rupture respectively.) 
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The effect on the elastic limit of immediately reversing the 
stress after overstrain to the yield point is shown for certain pieces 
of nickel steel in Fig. 5. .The overstrain destroyed the elasticity 
of these pieces. Low carbon steel stressed to the yield point and 
reversed after seven days shows an elastic limit of less than one- 
third the original; when reversed immediately no elasticity is 
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Fic. 9.—Stress-Strain Diagram: Wrought Iron in torsion. 
Specimens K. (Stay-bolt iron.) 


exhibited (see Fig. 6). When the original stress is carried to, or 
a little beyond, the elastic limit, the specimens show some cae 
ticity when reversed immediately (see Fig. 7). Wrought iron 
stressed to the yield point and reversed exhibits the same proper- 
lies as steel (see Figs. 8 and 9). 

; Conclusions.—The curves show that when wrought iron or 
mild steel is stressed in torsion below its elastic limit (proportional 
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limit), its elastic properties in the opposite direction are not impair- 
ed. If the original stress be below the yield point but above the 
elastic limit, the elastic limit in the reverse direction is lowered 
but does not disappear even when the stress is reversed immedi- 
ately. If the original stress be above the yield point the elasticity 
in the reverse direction is destroyed but reappears, gradually, 
after some rest. The modulus of elasticity is unchanged when 
the stress in the first test is below the yield point. It is not con- 
stant, for reverse tests, when the original stress is carried beyond 
the yield point, but comes back to its normal value after a period 
of rest. 

The results obtained in these tests are in accord with those 
already worked out for tension and compression, and, indeed the 
present case of torsion may be considered as a unique way of 
changing from compression to tension or from tension to com- 
pression, as is easily seen by considering the particles of the 
cylindrical test piece on the 45-degree helix. 


A COMPLETE MAGNETIC TESTING EQUIPMENT. 
By J. WALTER ESTERLINE. 


In GENERAL.—A large number of different kinds of magnetic 
testing instruments have been devised. Often, however, either 
the results obtained are only relatively accurate, or the skill, time 
and labor required to obtain accurate data are prohibitive. 

There are two magnetic properties of iron and steel which it is 
important to obtain, the permeability and the iron loss or core 
loss, as it is often called. In steel for permanent magnets, 
neither of these are so important as the retentivity and the coer- 
civity or coercive force. 

PERMEABILITY.—With the exception of the magnets used in 
most electrical instruments, practically all the magnetic material 
used in the construction of generators, motors, transformers and 
other electrical apparatus is low carbon steel or iron. The mag- 
netism is not permanently retained-by the metal, but is produced by 
the passage of an electric current through turns of insulated wire 
encircling the iron which is to be magnetized. The magnetizing 
force of a coil of wire is proportional to the product of the number 
of turns of wire and the current flowing through these turns. The 
ratio of the magnetic density produced in the iron, to the magne- 
tizing force producing it, is the “permeability.” Iron of high 
permeability is desirable, since as the permeability is higher, the 
magnetizing force required to produce a magnetic field of given 
strength is less. 

PERMEABILITY CURVES.—The magnetizing force may be ex- 
pressed as the product of turns of wire per inch of length of the mag- 
netic circuit, times the current flowing, i. e. ampere turns per inch, 
or in C. G.S. units, the Gilbert, which is equal to .796 ampere turns 
per centimeter of length, or 2.02 ampere turns per inch of length. 

The magnetic density may be expressed in lines per square 
inch or in lines per square centimeter. The conventional expres- 
sions for the C. G.S. units are 


Unit. Convention. 
Intensity. ciaw, see et un or eee Gauss B 
Magneto-motive force............. Gilbert H 
Permeability Siento areata ae ee p= 2 
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A curve showing the relation between the corresponding values 
of B and H is called a B and H curve. Such curves are often 
incorrectly styled permeability curves. 

In Fig. 1 are given the B and H curves of samples of mild steel 
and gray cast iron. Fig. 2 shows the curves for the same bars of 
iron, except that the units employed are ampere turns per inch 
and magnetic lines or maxwells per square inch. 

It is not the purpose of this paper to discuss those composi- 
tions and treatments which affect the magnetic permeability of the 
different forms of iron and steel; suffice it to say that there are 
many things which do alter the magnetic quality, that the 
products of different mils and foundries vary considerably, and 
that the output of any foundry or rolling mill is quite likely to show 
considerable variation, unless close attention is given to the com 
position and treatment of the iron. 

There are two qualities which electrical iron should possess, 
in so far as the permeability is concerned. The permeability 
should be high and the quality of the iron should be uniform. 

High permeability enables the manufacturer of electrical 
machinery to either reduce the weight of iron and copper in a 
machine or gain increased efficiency, or both. 

Uniform quality makes it possible to closely pre-determine 
the design of an electrical machine; makes possible the use of 
standard dimensions and windings, and reduces the necessity for 
the cut and try process of construction. 

That the quality of the iron and steel produced in this country 
does vary considerably, is evidenced by reference to Figs. 3 tae. 

These curves are from tests of samples of iron and steel in use 
by different manufacturers of electrical machinery in this country. 
In Fig. 3 are B and H curves of cast iron from several different 
companies. Fig. 4 gives curves of cast steel and in Fig. 5 are 
similar curves of sheet steel. 


METHODS OF OpTaAInING B anp H CURVES. 


As has already been stated there are a number of methods 
of testing iron for permeability. Some methods are very inaccu- 
rate; some give high relative accuracy but are not absolutely 
accurate; that is, a number of tests on the same sample will give 


EsTERLINE ON Macnetic Testinc EQurpMEnr. 323 


practically the same result every time, although all may be far 
from the correct result. Unfortunately some of the best methods 
require experienced, skilled operators; other good methods 
require a specimen which is difficult and expensive to prepare; 
still others require apparatus which is delicate, likely to get out of 
order, or to be influenced by external conditions, such as vibration, 


opener nat comarca 


DRE. 6. 


the presence of large masses of metal, magnetic fields and electric 
currents. 

During the past ten years, the author has given considerable 
time to the development of a commercial form of permeameter, 
which would, if possible, be free from at least some of the difficulties 
and objections just cited. The apparatus shown in Fig. 6 con- 
sists essentially of a constant speed generator of special design, the 
sample to be tested forming the field magnet of the machine. 

The generator is mounted on a hard rubber base, 14 in. by 
18 in., which covers a sub-base containing the controlling coils, 


compensating resistances and shunts. 
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The tests bars used are straight round rods when made of 
solid metal. These are usually about 4 in. in diameter and g in. 
long. When sheet samples are tested, strips # in. wide, 9? in. long, 
enough to stack about 4 in. high are used. These are either 
sheared from the sheet, or blanked out by means of a punch and 
die. 

When a round bar is to be tested it is passed through the 
round holes in the lower part of the poles and then clamped. 
These holes are ground accurately to size and polished smooth, so 
as to obtain as perfect a joint as possible. Sheet steel samples are 
placed in the square holes and pressed firmly against the metal at 
the inner side of the square hole by means of clamping screws. 

The pole pieces are made of the best grade of soft Swedish 
iron, forged in a single piece. The cross section is made very 
large throughout, so that the magnetic resistance or reluctance of 
this part of the circuit will be very low. 

The relative areas of the bar, and other parts of the circuit are 
shown by the following table: 


TABLE I. 


: wee Area compared with that of |Density when Density in the 
Portion of Circuit. Test Bar. Bar is 16,000 Gausses. 


Clamping contact at 


end of bar 4 diam. ..| 16 times area of bar .. I,000 
Pole pieces above clamps} 24 times area of bar .. 660 
Air gap at armature....| 24 times area of bar .. 660 
Armature core ........ 44 times area of bar .. 360 


The path of the magnetic lines is through the test bar from 
end to end, thence through one pole piece, through the armature 
core and the other pole piece to the opposite end of the test bar. 
From the above table it will be seen that the reluctance of the 
circuit other than the bar itself is very low; it is not, however, 
considered negligible. 

The magnetizing coil consists of a definite number of turns 
of insulated wire, and extends the full free length of the bar 
between the poles. The machine can be constructed and cali- 
brated so as to read in either set of units. When made to read in 
gilberts and gausses, the free length of the bar is made to be 


EsTERLINE ON MAGNETIC TESTING EQUIPMENT. 325 


12.566 or 4m centimeters. A constant current value of 1 ampere 
in the coil is used, so that H, the magnetizing force, is 
Ha4* NI 
io L 


where N is the number of turns, 
I is the current, 
L is the free length of the bar in cms. 


whence 


H 4mXNXI_1IN, 
10X47 Io 

The magnetizing coil is tapped at intervals, the taps con- 
nected to the contact points of the right hand dial switch. By 
turning this switch, the number of active turns can be varied step- 
wise, and the value of H accordingly. Between the second row 
of contacts on the right hand dial switch are connected resistances 
equal to that of the portion of the coil between the corresponding 
contacts in the outside row, so that when turns are cut in, a cor- 
responding resistance is cut out, keeping the resistance of the 
circuit constant. 

Between the contacts of the left hand dial are connected coils 
which compensate for the small reluctance of the air gap and cir- 
cuit other than the bar, while the centermost contacts of the right 
hand dial automatically compensate for the feeble field of flux 

produced by the coil, but which does not pass through the bar. 
When the machine is to read in ampere turns per inch, the 
free length of the bar is 5 in., and the current used 1 ampere, so that 


Nexis 


Ampere turns per inch = =—N. 
5 


we 
5 

The armature is specially constructed so as to give an air 
gap and core reluctance which is low, and yet develop sufficient 
voltage. 

The shaft is made of tool steel, accurately ground to size; 
the bearings are phosphor bronze, self-oiling and aligning, with 
provision for adjustment after wear. The armature is driven 
by a constant speed motor, either alternating or direct current. 

Since the speed and number of conductors on the armature 
are constant, the voltage developed by the armature is directly 
proportional to the flux set up in the test bar. The densities are 
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therefore read directly on the scale of a specially calibrated volt- 
meter, and the magnetizing force, H, or the ampere turns, as the 
case may be, are always indicated directly by the position of the 
right hand dial switch. 

The reversing switch at the right hand side, changes the 
direction of the current in the magnetizing coils, while the left 
hand switch changes the direction of the voltage impressed on the 
voltmeter. 

By means of a shunt, placed in the base of the instrument, 
the voltmeter can also be used to indicate the current in the 
magnetizing coils, by moving the small switch located between the 
dials. 

Since the values of B and H are both read directly, no cal- 
culations are necessary, and it is possible to obtain the data for 
the B and H curve of sample in about two minutes. 

Further, without any changes whatever, a complete hyster- 
esis curve may be obtained with equal rapidity. The apparatus 
is also especially well adapted to testing steel intended for use in 
permanent magnets. The maximum magnetizing force can be 
applied at once, and the resulting density read. The turns are 
then reduced to zero at one step, and the residual magnetism 
noted. _ Now reversing the current while the active turns are zero, 
and then gradually increasing the turns until the density is zero, at 
which point the dial switch indicates the coercive force, or the 
strength with which the permanent magnetism is retained. 

The author has found, by trial, that inexperienced operators 
having no knowledge of electricity and magnetism can obtain 
accurate results with the apparatus, after a little practice at reading 
the voltmeter scale. 

The cost of preparing a sample of solid metal varies from 45 
to go cents depending upon the labor and facilities at hand. The 
bars may be turned in a lathe and filed to a finish, or, what is better, 
turned nearly to size and finished in a small grinding machine. 

The cost of preparing a sheet steel sample varies from 5 to 10 
cents, depending upon the facilities. 

Core Lossrs.—The loss of power which takes place when 
iron is alternately magnetized and demagnetized is two-fold; 
hysteresis loss and eddy current loss. Both are the expenditure of 
energy, which appears in the form of heat. Iron may be magne- 
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tized and demagnetized in two ways. By moving it in the magnetic 
fields produced by magnetized poles which are alternately positive 
and negative, as in a motor or generator, or by magnetizing it 
directly by means of a coil of wire in which an alternating cur- 
rent is flowing. The transformer is an example of the second 
case. 

Hysteresis.—The generally accepted theory of magnetism 
is that it constitutes a certain molecular state of the metal, ie. 
when a bar of iron is magnetized, its molecules are arranged in a 
certain position with respect to each other. If the direction of the 
magnetic lines be changed, the position of the molecules of iron is 
also changed. If this be true, then when the direction of the 
magnetic lines is constantly and rapidly changing, as is the case 
in the core of an armature or transformer, the molecules of the 
iron are in rapid motion. 

It takes energy to keep the molecules of iron moving in order 
to overcome the molecular friction and this energy loss is known as 
“hysteresis”. 

The harder and more dense the iron the greater is the molec- 
ular friction and the higher the hysteretic loss, so that the loss 
depends to a great degree upon the physical state of the metal. 

As the magnetic density is increased, the greater is the relative 
motion of the molecules or the number of the molecules affected, 
so that the hysteresis loss increases as the maximum magnetic 
density is increased. 

Obviously, also, the loss will increase as the rate at which the 
molecules are moved is increased, so that the hysteresis loss 
is practically proportional to the frequency of magnetization. 

Eppy Currents.—lIt is well known that when an electric 
conductor is in a magnetic field, a current is induced in the con- 
ductor whenever there is a movement of the conductor relative to 
the magnetic field, and vice versa. 

Iron is a good conductor of electricity, as well as of mag- 
netism, and whenever the magnetic lines in iron have motion 
relative to the iron itself, currents of electricity are produced in 
the iron. These are of course idle, useless currents and are 
wasted energy, tending only to heat the metal. 

In practice, the production of eddy currents is greatly reduced 
by making the iron cores of transformers and dynamos of thin 
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sheets of metal, with the lamine perpendicular to the path of the 
currents. 

The eddy current loss depends therefore upon the degree of 
lamination, the thickness of the sheets, the insulation between 
them, the electrical resistance of the iron, the magnetic density 
and the frequency of the magnetic field. 
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It will be seen therefore that any method of testing sheet iron 
for core loss must duplicate as nearly as possible the conditions of 
actual use of the metal, or the results of tests will not check with 
tests of the finished machine. 

Obviously the test must include both the hysteresis loss and the 
eddy current loss. The laminations or sheets should be pressed 
firmly together as in actual use. 


329 


WATTS PER POUND 


ot 
aS SEEEECerPaceeoceeessssunnnTaTTTTnTTTnTzTiz i PEE or 
CEE CoN | i a a Porc non PE EECCA EEEEEEH iam 
° ie) EERE AEE Eccecr i a en EERE er EEEEEEEEEECEEHEEEEEEEEEREPEEE EE EEE 
peri a safecEont Bat neres Get aeeeratseataecsh Reeeeanae ECEREEPCCEEEEEEEEEEEEEEEEEEecE Ce 
wensen | Cee Beseeene Socsessas ie EEC ao 
a Soro FEEEEEEH : EEEEEE EE H FEEPeeeeeeeeeeeeoee| o> PEELE 
Zz Le FEEEHEEEEEEEHEEEEEEEECE AN FEEEEEEEEEEN E FEE CEEEEEECEEEEEEE EEE] © 
BS 4 8 Eresaeeeasareres pesreeerasea ; PEEEEEEEEEPEEreEEEPEEE| — 
5 = a) FEHEEEEEreEE Er CEtEe EPH poeaecasadafea EEE EERE & 
| ome | a tm Cer im ECC EEE Ere errr reece 
Ss aate fietiie EEEE EH PEER PEEEEEEEEEEEEEECPeEH] 
n cl Ech EEE rot (| EEREEEEEEEER ie 
om 2) {65) siisaits Poo aan Eee ec Cer = 
oa qe BeEeeeL CHEE CHEE EEEEEEE PEE CEH HEH HEECEEEEEEE 9 
20 EEECEEE EEE ECE sieiesourieantiit FEE EEEEEEEEEE $ 
2 m S H Beseesstet FEEEEEEEEH NCEE EEEEEEEEREEEEE EH EEEEEEEFEEA a 
A oo EEEEEEEEEEEHH H NEEEEEEEEEEE Ree EFEEEEEEEEE-+PECE CECE ERE EEEEPEEE Eee EP Re 
i > te) FH-EE-EH + EEE | HI FC Eeceecee| Ss H 
A 2.4 OE FH H FEERNEEE EEE EEREEEEEe cee ree EEE 
fb =e F EE EEEE-EEEEEECEEEEEEEEEEEe eee PEPE ECE 
= Ea ; ECEEECERNEEEEEE EEEEEEEEEEECECE EEEEEEEEEEEEEEE EEE EEZ 
iS 34 F LCEEECEEEENCEE EEEEEEEECE CEE CECE EEREEEEERE REECE 
i= fe} 4 EEEEEEEEEER BREE EEE ECE EE EE EERE EEE EEE EEC EE = 
fea =e} HH "| a 4 PEER EE EER EERE EE EE CE REEE EEE EE EM Cee 
Z, nm oO | Pe ECER Eee] | EE EEEEEEEEEEEEEEEE EEE a 
o\ © E H EEEEEECEC-EeeEEEANEEEE EEE EEE EEE EEE EERE CEE EEEE ECE EEE CE EPEE CE EE EE CH 
3 29 FEEEEEEECEEE CEE DSS EECEEEE PE CHRP EER CPE CEE ECP SPEE EE Ee CeePeeT CECE Eee CSeeEEE 
= ga EEEEEEPSSEEEPEEEEEEEECEEECEESSEEE EEEECEEEEE EEE NEE CECE CEEEEE CECE ECE CECH ECEEEE EH 
3 a EEECEECEERERC ES CEPEE CECE EEECE EE SRE EEEEEEEEEEEEEEE SE Re EERE CREEP RE EEE EE CE ErEEEESEEA 
Z, as Sere es H EEE H manaesaeee idl 
oO os paaaatesestite EEE EEE 
a eS sleceereenita FN a Ecce 
7, Cli, HH EEE PEEEPREEEEE PEELE EEE EEE EEE seems ho 
A oo ECE BEEEH Re eee cH EEEHEEENEECEEEEE ELEC EEE 
x, oS FLEE EEEEEECEHEEE EEE CECE SELECT EEE EEE EEE EEEEE 
3) iy (s) Wus~Schuat a 9 a mS 
i se EEEEEEEEEE ib SSOMPEEEEN UEECGRReeSoCeeceotai 
ca) oes FEFEE SESE se ELEN 
a= aan Baas ay ec caramns coneeesseeeeasaasestanecsar 
LE iS PEELE ~-l EEE EAS BCEEEEEEA-EEEEEE 
H 3 HEE SoRENEU cyat scedtay Sa, fee aceeeeatetaait 
Sas aa CEES Rreen ras a eses 
; gS S oO oo SP aie o #2 a 
~Y 


S3Ssnv9-O11m 


Fic. 8. 
ized by means of magnetized field poles, 


1S Magnet 


tested 
the relative motion of the magnetic field and the iron being pro- 


If armature iron loss is to be predetermined accurately, the 


be magnetized by an alternating current of known frequency and 
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wave form, and to a known density. 
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duced by mechanical means. The frequency, and magnetic 
density should be known. 

The author recently made a series of tests to compare the 
results on the same sample of sheet steel, when tested by different 
methods. 

Method 1—Calculation of hysteresis loss from the hysteresis 
loop. A number of sheet iron rings, 15 mils thick and about 5 in. 
inside diameter, 6 in. outside diameter, enough to stack $ in. high 
were used, wound with several hundred turns of wire. Using a 
ballistic galvanometer, a hysteresis loop of the ring was obtained, 
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and from the area of the loop the hysteresis loss at different 
densities and frequencies was calculated. 

Method 2.—Transjormer wattmeter method. Using the same 
sample and winding, the coil was connected to a small variable 
speed alternator, through a specially devised, sensitive wattmeter. 

The core was thus magnetized at various densities, for a 
number of different frequencies, the iron loss was obtained by sub- 
tracting the copper loss from the wattmeter reading, the remainder 
being the core loss. 

Method 3.—Dynamo method. The ring was now unwound 
and the same discs tested in an apparatus similar to that illus- 
trated in Fig. 9. In the first test the results are supposed to 
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; exhibit hysteresis loss only. The equation by which the loss is 


calculated is imperical, although generally accepted as fairly 
=. accurate. 
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In the second case the iron formed the core of a small trans- 
former, and was magnetized and tested just as transformer cores 
are tested. 

In the third test the discs constituted the armature core of a 
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small generator, and were magnetized by the field poles of the 
machine. 

To facilitate comparison the results of each test have been 
reduced to a single curve showing the relation between the loss 
in watts per pound of iron and the product of the magnetic density 
and frequency of magnetization, and are given in Fig. 7. 


Corre Loss METERS. 


The apparatus for testing iron by the transformer wattmeter 
method was described in an article before this Society in 1903 
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(Vol. IIT, p. 288). It consists of a non-conducting shell which 
carries the transformer winding. The two halves of the shell, 
Fig. 12 are so arranged that the coil can be opened, the iron core 
inserted, and the turns of the coil restored by placing the two parts 
together. 

An alternating current of constant value is used, the mag- 
netizing force varied by changing the number of turns by means of 
a dial switch. 

The resistance of the apparatus, whatever the number of 
turns, is constant, so that the C’R loss is constant. The wattmeter 
is adjusted to read zero when the normal value of current is flowing 
and no iron core in the instrument. When the core is inserted 
and magnetized cyclically, the reading of the wattmeter is the core 
loss in the iron. 

For determining the losses in iron due to cyclic magnetization 
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produced by pole pieces, the apparatus shown in Figs. 9, roand 11 
is used. This apparatus consists of a revolving field, having six 
inwardly projecting poles. The field is rotated by means of a 
small motor, the speed of which can be varied to give different 
frequencies. 

The specimen consists of a number of small stampings, which 
are placed on a brass spider. The shaft carrying the spider, rests 
on a jeweled bearing below, and is guided by a short cylindrical 
bearing at the top made of hardened steel. 

When the field is rotated and energized by a current which 
passes into the coils through the pole ring, the core loss tends 
to cause the specimen to rotate with the field. It is prevented from 
rotating by a helical spring, one end of which is attached to the 
spider, and the other end to a milled head on the upper plate. 
A vertical pointer is mounted on the spider and a horizontal pointer 
is clamped above the milled head. The top plate is graduated 
into 240 divisions. 

With no twist in the spring, and the vertical pointer at its 
zero, the horizontal pointer is set at zero on the scale. When the 
torque due to the core loss is balanced by turning the milled head 
the horizontal pointer indicates the core loss direct on the scale. 
The springs are made so that the instrument reads directly in watts 
at a stated frequency. 

When desired the specimen used can be a standard armature 
stamping, so that there is no waste of material. 

The air gap is of sufficient length to make the flux density in 
the specimen practically proportional to the current, so that the 
permeability of the specimen at the ordinary densities has very 
little effect on the density. 

Using a light spring, a full scale deflection of one revolution 
gives 2.4 watts, one scale division representing .o1 watts, making 
a setting readable to .oo1 of a watt. 

This method of testing was suggested and used by Holden, 
who used a bipolar revolving field. Where two or three phase 
alternating currents are available, the field magnetism can be 
made to rotate, while the windings are stationary, but this has 
the disadvantage that the loss varies slightly with the wave form, 
and special apparatus is needed if tests are to be made at differ- 
ent frequencies. 


METHODS OF TESTING CEMENTS FOR WATER- 
PROOFING PROPERTIES. 


By W. Purves Tavtor. 


With the continually increasing scope of uses to which cement 
mortars and concretes are put, occasions frequently arise in which 
it is desired to make the construction waterproof so that it may 
resist either water under head or dampness and hence be entirely 
dry on the unexposed surface. To meet this condition several 
methods of waterproofing have been devised, which may be 
roughly divided into three classes—(1) methods involving the use 
of bituminous compounds with or without the addition of paper or 
felt, the waterproofing substances being distinct and separate 
from the concrete—(2) surface washes applied to the surface of the 
hardened concrete, and (3) compounds added to the cement or 
concrete in mixing and hence forming an intergral part of the 
concrete itself, it being with this last class that this paper is chiefly 
concerned. The many waterproofing compounds now in the 
market are so varied in character that it is extremely difficult to 
devise laboratory tests by means of which their suitability for 
construction may be determined, and furthermore it is most nec- 
essary that these compounds should be subjected to tests, for while 
some of them are based on sound principles and produce excellent 
results, others are so poor that placing them on the market is little 
short of arrant fraud. 

It would appear that, to determine the resistance of a cement 
mortar to the action of water, the natural tests would be those of 
permeability and absorption, but unless the results of these tests be 
most carefully considered, misleading inferences are most likely 
to be drawn. Moreover simple as these tests are, there is no 
standard method of performing them, so that results obtained in 
different laboratories are seldom comparable. 

In the pursuance of the investigations of these compounds in 
connection with the work of your Waterproofing Committee the 
first method of testing permeability tried was that recommended 
by the French Commission on Standard Methods of Testing, 
which consisted of cementing a glass tube on the top of a cube of 
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the cement mortar to be tested and then connecting this tube to a 
reservoir of water the height of which and hence the head of water 
acting in the tube being either ;4,, 1, or 10 meters depending upon 
the permeability of the specimen. The writer was, however, unable 
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to obtain results anything like comparable or uniform by this 
method, although a number of variations in the size of the speci- 
mens as well as in the size and position of the tube were tried, and 
in spite of the fact that the greatest care was exercised in the 
forming and manipulation of the specimen. 


336 ‘TAYLOR ON TESTING CEMENTS FOR WATERPROOFING. 


After these unsatisfactory trials, the form of apparatus shown 
in the accompanying illustration was devised and has given more 
satisfactory results than any form so far experimented with. The 
specimen used is in the form of a disc three inches in diameter and 
one inch thick, which is made in a mold of spring steel fastened 
with a clamp or screw. The apparatus is made from a 34-inch 
brass pipe having a ring 4 inch wide fastened 1 inch from the end 
of the pipe. Rubber packing 3’ inch thick is placed against this 
ring and also over the specimen so that by tightening the outer nut 
the test piece is securely locked into position. The orifice in the 
outer nut is 2 inches in diameter, while the pressure is indicated by 
a gauge under which is a pet cock through which the air can escape 
and by means of which the pressure is exactly regulated. For 
test—pieces of 1 : 3 mortar, the pressure of water should be 10 
pounds, while the number of cubic centimeters of water per minute 
passing through the specimen gives a measure of the permeability. 

In making permeability tests it is especially important that 
the manipulation of the specimen be uniform or otherwise most 
discordant results will follow, for it appears that permeability is 
more affected by small deviations of method than probably any 
other test to which cement is subjected. 

Especial care should be taken to see that the granulometric 
composition of the sand is kept uniform, and the mixing and 
molding of the specimens should be performed with exceptional 
care. In the storage of the specimens there is no recognized 
standard practice although permeability is much affected thereby, 
storage in air increasing it, while storage in water decreases it, as the 
following example shows clearly, this test being made on a normal 
1:3 Portland cement mortar—all tests on the same specimen: 


Treatment. Permeability. 
7 days in water—14 days air 150 C. Cc. per minute, 
48 hours more in water cee a 
ee Saag a “ 127 ye ee “ 
2A = Se aes ite aeacum os 
72 a pA te wR EE ae = 
96 +f a oe - 200 ie “ “s 
Di eS Savater T6325 ow wis ss 
72 “ee oe c ec I50 oe be Lad “e 


Another important factor affecting the results of the test is 
the time at which the reading is taken after the pressure has been 
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applied to the specimen, the rate of permeability first increasing 
for from 20 minutes to an hour and then slowly decreasing. The 
pressure of course must always be the same in any series of tests, 
the rate of flow varying approximately with the square root of the 
head. 

In the test of absorption, there is comparative uniformity in 
practice except in regard to the treatment prior to immersion in 
water, some drying the specimen in an oven and others testing it 
merely air dry, the tests made in the first manner of course giving 
much greater values. Both methods of testing have strong argu- 
ments in their favor, but it is thought that tests on air dry specimens 
represent better the conditions of practice, and that their results indi- 
cate more nearly the true water resisting properties of the material. 

Several other tests for waterproofing are occasionally made 
such as forming small bowls of the mortar and floating them in 
water, recording the time at which they sink, this test giving a 
measure of both absorption and permeability, but unfortunately 
not being capable of giving precise results and hence unsuited for 
a standard test, although well adapted to showing the comparative 
merits of any two mortars. Another test.is made by spraying one 
side of a specimen or block from a standard nozzle and measure- 
ment being made of the time required for dampness to penetrate 
the face opposite the one on which the spray is applied, but such 
tests give practically no additional information when the absorp- 
tion and permeability are known and are much less adaptable 
to standardization. 

The following method has therefore been adopted tentatively 
as the standard for determining the water resisting properties of a 
cement mortar. Specimens are first made in accordance with 
standard practice in the shape of discs 1 in. in thickness and 
3 in, in diameter, the mortar being made in the proportion of 
1:3. The discs are kept in moist air 24 hours, then immersed in 
water six days and finally removed from the water and kept in dry 
air for 21 days more. At the end of this time (28 days from the 
time of making) they are weighed and placed in water for 48 hours 
then weighed a second time and the percentage of absorption 
determined. The specimens are then immediately placed in the 
permeability machine before they have commenced to dry out, and 
subjected to 10 pounds water pressure, which is maintained for 
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10 minutes, and then the number of c. c. of water passing in a 
minute are measured, giving the value for permeability. A test 
should be based on the results from not less than five specimens, 
any results being discarded which are obviously in error. Of 
course when it is expected to use the mortar under unusual con- 
ditions, these conditions should also be duplicated as nearly as 
possible on additional test pieces, and tests made on specimens 
kept in acid or alkaline waters, in oil, in gas drip, and in other 
conditions will give most valuable information. 

To show the character of results obtained by this method, a 
few preliminary series of tests will be cited, the first being on 
mixtures of Portland and natural cement, the results of which 
follow, all tests being made on i : 3 mortars: 


Mixture. Strength. 
|Ab tion, | Permea- 
Portland, Natural, lorie: bility. 
per cent. per cent. 7 days. 28 days. 4 mos. 
Ioc c 301 375 361 9-5 794 
80 20 279 361 410 8.9 753 
60 40 251 347 439 7.0 340 
40 60 203 324 411 6.7 380 
20 80 150 259 375 foes (500) 
° 100 84 173 292 9-6 640 


It will be observed that the absorption and permeability are 
both least when the mixture is about half and half, a result which 
might be expected. The high strength of these mixtures at four 
months presents also an interesting feature. 

The following series shows a few tests made on mixtures of 
Portland cement and hydrated lime in 1 : 3 mixtures: 


Mixture. Strength. 
Absorption.| Permea- 
Cement, Lime, bility. 
per cent. per cent. 7 days. 28 days. 4 mos. 

100 : ° 301 357 361 9-5 794 
95 5 260 351 373 6.7 735 
go Ke) 274 305 282 6.4 715 
85 ies 281 315 267 6.4 470 
80 20 289 ans 260 Os 430 
67 33 243 250 245 7-3 220 
50 50 146 206 2u7 7.8 Io 
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which shows the great value of the use of this material in decreas- 
ing permeability, while small additions have but little effect on the 
strength. The last values of absorption are apparently anomalous 
and may be due to error. 

The value of the permeability tests was still better shown in 
the examination of cement mortars treated with various compounds 
the results of which will be presented later in the report of the 
Waterproofing Committee. 

In closing, I would state that the purpose of introducing a 
discussion on this subject was due to the great difficulty experienced 
by the Committee in properly testing the various waterproofing 
compounds submitted for examination, and it was thought that 
an open discussion on these tests would not only be of interest to 
the members, but of help to the Committee in the pursuance of 
their investigations. 


Mr. Lazell. 


DISCUSSION. 


Mr. E. W. Lazett (by letter).—In connection with the paper 
on permeability tests of mortars by Mr. J. Purves Taylor, I wish 
to give some results obtained in the Laboratory of the Henry S. 


Lab. No. 


Tapper ole 


Composition 
of Pat. 


Age of Pat. 


41,050 


41,000 


41,070 


41,080 


41,090 


43,490 


43,500 


43,510 


43,520 


43,530 


I cement 
3 sand 


-95 cement 
.05 Limoid 
3.00 sand 


-go cement 
.to0 Limoid 
.0o sand 


Ww 


.85 cement 
.15 Limoid 
3.00 sand 


.80 cement 
.20 Limoid 
3.00 sand 


I cement 
4 sand 


95 cement 
.o5 Limoid 
4.00 sand 


-go cement 
.to Limoid 
4.00 sand 


.85 cement 
.15 Limoid 
4.00 sand 


.80 cement 
.20 Limoid 
4.00 sand 


7 days 


Water passing 

in c.c., time: 

1 hr., ptes- 

sure. 30 lbs, 


Age of Pat. 


Water passing 
in c.c., time: 
1 hr., pres- 
sure: 30 lbs, 


LO C.c. 


SiCoe: 


4 C.c. 


Cx, 


28 days 


% 


To 


* Note in these tests the same pats were used as in the twenty- 
eight day test, with the exception that they were allowed to dry out in 
the atmosphere of the laboratory for two weeks before being retested. 
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Spackman Engineering Company in testing pats composed of 
cement sand mortar and cement hydrated lime sand mortar. The 
pats were made up in circular brass molds, three inches in diam- 
eter and one inch thick and were tested in an apparatus similar 
to that used by Mr. Taylor. The water pressure employed was 
thirty pounds and each pat was exposed to this pressure for one 
hour and the water coming through the pat was measured. 

The sand used in these tests was standard Ottawa sand; the 
test pieces were stored twenty-four hours in a moist closet and then 
kept in the regular briquette tanks, under water, until tested. For 
each test five pats were made up, two being tested at the age of 
seven days and two at twenty-eight days; the results given are the 
average of two pats. 

The Portland cement used was a normal Portland cement, 
and was thoroughly tested before use; the lime employed was 
Limoid, a hydrated dolometic lime supplied by the Charles Warner 
Company, the addition of Limoid in each instance replaces the 
same amount of cement. Table I gives the results obtained. 

The results show that the addition of hydrated lime to cement 
mortars increased their resistance to the flow of water through it. 

It may be interesting to give the results obtained from the 
tensile tests on the 1 to 3 mortars with the various lime additions. 
These briquettes were made up in the regular manner, stored 
twenty-four hours in a moist closet and then kept in the regular 
briquette tanks until broken; the tests cover a period of nine 
months: 


1-5 Tests. NinE Montus. WATER EXPOSURE. 


iLANGy, IN ing pM oor ees 39,890] 40,310] 40,370) 40,430] 40,490) 41,620 41,740 
ip GEN Badan oc oo Some ae 206 TOY) 189 239 2a We 175 
Ae. GN Se oe aa 6 eo] 278 Bivit 364 2604 268 259 268 
Ssanoyalots 90 bap dao ae 441 389 419 Qe 274 314 281 
G) TaaVONaN El Sis G foo) 6 oe enor 358 321 341 278 260 207 253 


@) maXeralitlotSin 1 Getioko os oe 390 301 308 279 268 250 232 


Mr. Lazell. 


WORK DONE IN THE STRUCTURAL MATERIALS 
TESTING LABORATORIES, UNITED STATES 
GEOLOGICAL SURVEY, DURING THE 
YEAR ENDING JUNE 30, 1906. 


By Ricuarp L. Humpurey. 


The work done in the Structural Materials Testing Labora- 
tories, United States Geological Survey, from July 1, 1905 to 
July 1, 1906, consisted of tests of the constituent materials of 
mortar and concrete. 

Sands, gravels, broken stone, cinders and slags from various 
localities throughout the country were tested for their suitability 
and value for use in mortar and concrete. 

In order to obtain a uniform basis of comparison for the 
various tests ten barrels of Portland cement (donated by each 
of seven manufacturers) were thoroughly mixed and the resulting 
mix, called “typical Portland cement,” was used in all these 
investigations. 

Seven barrels, one barrel of each brand, were mixed together 
at one time and placed in galvanized iron cans. Although the cans 
were sealed as soon as filled with this mixture it was thought best, 
since the tests would extend over a long period of time, to parallel 
all mortar tests of sands by a series of neat tests in order to ascer- 
tain whether there would be any deterioration in the quality of 
the cement. 

Samples were taken from each barrel before mixing, from the 
resulting mix, and again when the cans were unsealed for tests of 
physical strength and chemical composition. No variation in 
strength or quality was noticed. 

All tests of cement were made in accordance with the methods 
recommended by the Committee on Uniform Tests of Cement 
of the American Society of Civil Engineers. - 

Tests of neat cement were made for tensile, compressive 
and transverse strength for I, 7, 28, 90, 180 and 360 days, and a 
parallel series of tests was made of one to three mortar for all 
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ages except one day. Standard Ottawa sand was used in all 
mortar tests to determine the quality of the “typical cement.” 

A chemical analysis was made of each sample in accordance 
with the methods recommended by the Committee of the New 
York Section of the Society for Chemical Industry. 

The following general conclusions are noticeable: For 
cements yielding a tensile strength of less than 600 pounds at 
seven days the increase of strength from seven to twenty-eight 
days was 42 per cent.; while those for which the tensile strength 
fell between 600 and 700 pounds at seven days the average increase 
was 12 per cent., thus showing a decrease of relative gain as the 
strength at seven days increases. 

In the case of one to three mortars the increase of tensile 
strength between seven and twenty-eight days was as follows: 


Tensile strength at Percentage increase 

4” days. from 7 to 28 days. 
lEalowy DOO S oncs Goode neeoocmucoune a mudcOUS 86.2 
HIS BO, OHS WS omen cdacdss aoneod ones mo oo oe 74.6 
AIS) ROS Ho goon omssan ce opdoecgoueuGeober 36.6 
ZOO 1) BSS YS chacvdssodtnno se Hsuno bo conono 20.6 


Thus, again showing a falling off in relative gain as the strength 
at seven days increases. 

The ratio of compressive to tensile strength for neat cement 
varied from 74 at seven days to 124 at six months, while for 1 
to 3 mixtures with Ottawa sand this ratio varied from 4 at seven 
days to 6.4 at six months. The ratio of transverse to tensile 
strength was about 1.92. 

The probable error of the mean of ten determinations for 
tensile tests was about 1.1 per cent., while the average probable 
error of a single determination was about 3 per cent. ‘Phe 
probable error of mortar tests was about the same. 

Thirty-six samples of sand were collected by a geologist 
who made complete reports upon the location, extent, and geologi- 
cal formation of the source of the supply, the methods of preparing 
material for the market, markets supplied, output, etc. 

All sands were investigated as to specific gravity, weight per 
cubic foot as received and after drying, mechanical analysis using 
Nos. 10, 20, 30, 40, 50, 80, 100 and 200 sieves, percentage and 
character of silt, percentage of voids, percentage of moisture in the 
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sample as received, and strength in tension, compression and 
bending with different proportions and different size of grains. 

The results of the strength tests studied in connection with 
the corresponding mechanical analysis seems to indicate that the 
curve which nearly approaches a straight line gives the greatest 
strength, and that the result of the yield test for density is a much 
better criterion of the strength than the percentage of voids, the 
increase in strength with increase in density being much more 
consistent. For 90 days the compressive strength of 1 to 3 
mortar from unscreened sand varied from 2,000 to 6 200 Ibse; for 
1 to 4 mortar from unscreened sand from 1,500 to 4, 500 lbs.; and 
for 1 to 3 mortar from sand screened between Nos. 20 to 30 
sieves from 1,500 to 3,200 Ibs. per square inch. 

The tensile strength for the same period varied from 370 lbs. to 
745 lbs. for 1 to 3 unscreened sand mortar; from 270 to 660 Ibs.; 
for 1 to 4; and 290 to 495 lbs. for 1 to 3 sand, screened between 
Nos. 20 to 30 sieves. 

The percentage of voids in the unscreened sand had little 
influence on the strength of the 20-30 material screened from it; 
when the voids in the unscreened sand was small the strength 
of the 1 to 4 mortar was higher than that of the x to 3 mortar from 
20-30 sand. As the voids in the unscreened sand increased the 
strength of the r to 4 mortar fell steadily with respect to the 1 to 3 
mortar of 20-30 sand, until with sands having 4o per cent. of 
voids the latter resulted in a stronger mortar than the former, and 
€ven approached the 1 to 3 mortar from unscreened sand. 

The ratio of compressive to tensile strength is practically the 
same for mixtures of 1 to 3, I to 4 unscreened and tf to 3 (20-30) 
sand varying from 43 at seven days to 9 at six months. 

The ratio of this modulus of strength in bending to the tensile 
strength is also fairly constant for all mixtures being about the 
same (1.8) at seven days and six months. 

Sand screened (passing } inch screen) from twelve samples. 
of gravel was also tested and the results of the strength and density 
tests and mechanical analysis led to conclusions similar to those 
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Thirty-six (36) samples of broken s'one and of gravel were 
investigated for specific gravity, mechanical analysis using screens 
with 2, 13, 14, 1, 2, 4, and 4 inch mesh, and sieves Nos. 10, 20, 
39, 40, 50, 80, 100 and 200; weight per cubic foot, as received 
and after drying; absorption; percentage of voids; amount and 
character of silt; yield; and strength. 

The results of the tests of the material finer than +.Inch have 
already been referred to. The tests of the material larger than 
z inch are not yet in shape for presentation. 

These tests of constituent materials of mortar and concrete 
will be continued on a much more extensive scale made possible 
by the increased equipment. In addition to these tests investiga- 
tions were carried on in a few of the laboratories connected with 
Engineering Schools. The test pieces were made and tested in 
the presence of a representative of the Structural Materials Testing 
Laboratories. The results of these tests are being collated and 
will be published in a Bulletin. 

There is also being planned the largest series of tests of con- 
crete beams, plain and reinforced, about 600 in all, that has yet 
been undertaken. The variables in this series are percentage of 
reinforcement, size and number of rods, aggregate and age. 

Auxiliary tests of the materials of which the beams are 
composed and strength tests of the concrete will also be made. 

An elaborate series of tests of concrete blocks of different 
types in which the proportions, consistencies, and method of 
curing are to be varied will also be made. 

It is expected that much information of value will be secured 
during the coming year. 


CONCRETE COLUMN TESTS AT THE WATER- 
TOWN ARSENAL. 


By James E. Howarp. 


Tests on cements, mortars, and concretes, which have been 
in progress during the past six years at the Watertown Arsenal, 
have reached the subject of columns. Of these, ninety-nine 
have been tested, others have been made and await being tested, 
while still others of the series are yet to be made. 

The tests embrace columns of different mixtures, ranging 
from neat cement to those of very lean mixtures, both plain and 
reinforced with longitudinal bars imbedded therein, or by the 
several current methods of external lateral reinforcement, con- 
sisting of hoops and other means, and also by the combined action 
of hoops and longitudinal bars. Reinforcing material has been 
received from the Expanded Metal Companies, The Hennebique 
Construction Company, The Trussed Concrete Steel Company, 
The Cummings Structural Concrete Company, and the Clinton 
Wire Cloth Company. 

In general, the dimensions of the columns are 8 feet in 
height and from ro inches to 12 inches in diameter. They are 
made in molds, excepting a number of those having expanded 
metal cages which were covered with finer mesh lathing, in a 
vertical position, of wet mixtures, and harden in the air. 

They are tested in a horizontal position. For purposes of 
transportation, adjustment in the testing machine, and to secure 
even bearing surfaces, they are built upon iron plates and capped 
with the same. Side rods with turnbuckles are used to put the 
columns under sufficient initial compression to permit of being 
handled. 

During testing the columns are loaded with increments of 50 
pounds per square inch, measuring the amount of compression 
under each increment, returning to the initial load and observing 
the sets. Micrometer observations are thus made on a gauged 
length of 50 inches, equi-distant from the ends of the columns. 


Acknowledgement is made to the Railway and Engineering Review 
for the cuts used in the paper.—Ep. 


(346) 


ey 


Sn Vala > © 
7 . 


HowaRD ON CONCRETE CoLumN TESTS. 347 


Full details are published in Tests of Metals, a Congressional 
document, issued by the Ordnance Department, U. S. Army. 

The following tables give the principal features of tests 
which have been made since the last published report, of 1905. 
These results, in detail, will appear later in Tests of Metals, 1906. 

In presenting tests reaching up to the time of this meeting, 
necessarily little opportunity has been available for comparisons 
and deductions. Indeed, since the series is by no means com- 
pleted, extended deductions should be held in abeyance. Certain 
features of interest, however, have been developed and will be 
referred to, for the illustration of which a number of diagrams 
have been prepared. 


MORTAR COLUMNS 


LONGITUDINAL 
PLAIN REENFORCEMENT 


Diagram No. 1, 


On diagram No. 1 are represented the compressive strengths 
of some mortar columns, plain and reinforced with longitudinal 
bars of 32-inch twisted steel. The progressive loss in strength 
of the plain columns, as the mixtures become leaner, will be noted. 
The ultimate strength of the 1: 1 column was not reached. It 
exceeded the capacity of the testing machine. This mixture 
was not reinforced. Each of the others were reinforced, four 
with 8 bars each and one with 13. The percentage of rein- 
forcement was about 2.86 and 4.63, the darker shaded lower 
ends of the figures representing the relative amounts. 

The steel reinforcing bars extended from end to end of the 
columns, and came to a full bearing against the compression 
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platforms of the testing machine. They were used without other 
lateral support than that which was afforded by the mortar in 
which they were imbedded. These reinforced columns would be 
classified as strong columns, according ‘to current practice. 
Diagram No. 2 shows the strength of a rich and a lean mor- 
tar, each of which was reinforced with hoops and longitudinal 
angle bars; also, corresponding cohcretes, reinforced. The 
hoops measured 1.5 in. by 0.12 in. in cross section, lapped and 
riveted joints. The plain 1:1 mortar displayed a compressive 
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Diagram No. 2. 


strength of 4,320 pounds per square inch, which in the hooped 
column rose 5,980 pounds. The addition of two parts trap rock 
to this mortar resulted in a strength of 5,433 pounds. This lose 
in strength, by the addition of stone to a mortar, is not peculiar 
to the present example. It has occurred in a number of cases. 

The weaker 1: 4 mortar was raised by the hooping and angles 
from 1,050 pounds to 2,766 pounds, which in ‘the corresponding 
concrete reached an ultimate strength of 3,002 pounds. The 
free span between the hoops, 24 inches, permitted this lean mortar 
to flake off, while the larger pieces of stone in the concrete were 
retained in place. 

On the diagram which next follows, No. 3, the several columns 
were of the same composition, namely, 1: 2: 4 mixtures. 
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This diagram is intended to illustrate the effect of hooping 
alone, and with the further reinforcement of longitudinal angle 
bars. The compressive strengths of this group are as follows: 


Lbs. per sq. in. 


iPS apne), Geikkiasial seo am otras Ge, dceeneiee sae Boos Reece cer Ge 1,413 
ES MLO POG or oe eeraa wauishe ene eu sectors et Sassi ue sl oA nnelig <ea SE 2,232 
TH lawoyeyos ehekel A EMee OEE sg Como o mo comodo u on ocr 3,029 
ASA NOLO: Gis a A Oke: Sloe soe See ich ie te aOR erie agg 3,428 
AS NOOO ANC 1 Aral [ORES . ono co nstaL ood ag naan: 4,189 
Ag) NOC Sa0590 600500560 Sun OGRE cu comp oto me eae 5,289 


Thus it appears that the hoops and angles each contribute 
toward increasing the ultimate strength of the columns. 
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I.2.4 CONCRETES 
Diagram No. 3. 


The question of ultimate strength only is now referred to, 
considering the gain effected by means of lateral reinforcement. 
It will be shown presently that rigidity of shape does not advance 
in corresponding degree with the gain in compressive strength. 
This is regarded as an important feature, not to be overlooked 
in judging of the advantages of exterior lateral support as com- 
pared with longitudinal reinforcement, or the gain in both strength 
and rigidity which accompanies the use of rich cement mixtures. 
Any desired strength may be attained by means of lateral rein- 
forcement, if sufficient metal is used, but it is obvious that a 
certain amount of longitudinal compression of the concrete will 
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be necessary before the lateral reinforcement becomes effective, 
which, in the case of lean mixtures, involves a large direct com- 
pressive movement of the column. 

On diagram No. 4 are represented several columns which 
are strong by reason of their composition or on account of their 
reinforcement. In composition, reinforcement, and strength, 
they are described as follows: 


Lbs. per sq. in. 


Le PaMOrtan, (ol aint cei peer ee eae above 5,011 
Lgl s 21CONCTC TEs Dl atl ee ee ae 3,900 
I: 2 mortar, 8, 34 in. twisted steel bars............. 4,200 
I: 5 mortar, 13, 34 in. twisted steel bars............ 3,905 
I. 2: 4 concrete, 25 hoops and 4 angle bars ......... 4,189 
I: 3: 6 concrete, 25 hoops and 4 angle bars ........ 3,862 
1: 4: 8 concrete, 25 hoops and 4 angle bars ......... 3,002 
<PLAIN> ONG BARS an < HOOPED 
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Diagram Ne. 4. 


The relative rigidity of these columns, a feature not sug- 
gested by a comparison of their compressive strengths, is indi- 
acted on diagram No. 5, which next follows. 

The order in which the compression curves appear is the 
same as the figures on diagram No. 4, excepting the 1 : r mortar 
and the 1: 1: 2 concrete have changed places, the latter appear- 
ing first on the left of this group. 

As may be noted, the plain columns display the greatest 
rigidity of the several types here represented. This has been 
a noticeable feature in the tests as a whole. 
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It is even found that plain columns are a little more rigid, 
over the range of stresses here plotted, than the same mixtures 
in which longitudinal bars are used as the means of reinforce- 
ment. In so many cases has this occurred that some explanation 
should be sought why the presence of the steel bars, themselves 
so much more rigid than the concrete, should not result in 
increased rigidity of the column as a whole. It is not improb- 
able that the settlement in height of the column is so far restricted 
by the steel bars that minute fissures are developed during the 
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early stages of hardening of the concrete. Internal strains without 
the presence of fissures, would hardly account for this behavior. 

The difference between the plain and the longitudinally 
reinforced columns is not great, however, in this respect. 

The hooped columns are a distinct group, and decidedly 
more compressible than the others. Comparisons are now being 
made between columns of different mixtures, and, it may be added 
the leanest mixtures are expected to display the greatest com- 
pressibility. . However, lateral reinforcement, while effective in 
raising the ultimate strength for loads once applied, does not 
result in imparting rigidity to a weak concrete. The value of 
lateral reinforcement, as a method of raising the limit of endur- 
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ance against long continued or repeated stresses, is a query sug- 
gested by an inspection of these curves. 

Diagram No. 6 is introduced merely to show the range in 
compressibility which is experienced, and the sets developed, in 
different mixtures. The several curves refer to hooped columns, 
excepting the 1:1 mortar. They are plotted because of their 
greater strength over the plain mixtures, but the curves are similar 
in their characteristics. 

The moduli of elasticity at successive stages, referring to 
values over a range of 500 pounds per square inch next above the 


COMPRESSION CURVES AND SETS 


Diagram No. 6, 


initial load, are shown on diagram No. 7- In obtaining these 
values the columns were loaded with successive higher stresses 
and then returned to the range from roo to 600 pounds, at which 
time the micrometer observations were made. The numerical 
values were as follows :— 


I :1 mortar, plain. 
Libs. per sq. in. 


Original value of Sin.) neue, eee 3,378,000 
After a loadrok myooot lbs eee a) ane 3,247,000. 
és TST sal | Wutte ea he, ae 3,247,000 
% 25000. OE RA, hae air Ngan Cae 3,205,000 
a 2 SOON? | ac ea ne Oe 3,165,000 
ss SOOO. [55 an ere eee 3,086,000 
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I 22:4 concrete, 25 hoops. 
Lbs. per sq. in. 


Original value of E «1.2.0... -- see eee eee ee eee 2,874,000 
= itera loadsot 1,000 lS. ema uete el sore ere ia 2,551,000 
“ee 
TRO hope poaneous one ea mec 2,016,000 
‘ 
: DESOS ““  peaoonis ode onn sano ¢ 1,582,000 
» PREGGO | Me stein Creme ene ther ee 1,337,000 
ee ae 
Doe) “Go eanong SOSH UD UGS 1,244,000 


MODULI OF ELASTICITY 
AT SUCCESSIVE STAGES. 100-600 LBS. LOAD 


<—— HOOPED ——~>_ © PLAIN? 
€1.3.6—-> <1.2-4 <—I.I-— 


Diagram No. 7, 


1:3: 6concrete, 48 light hoops, 4 angle bars. 
Lbs. per sq. in. 


Original value of Be... . see ve wrens n ete meres I,220,000 
After a load of 1,000 Ibs. ....+- sees rete eretes 899,000 
a Te SOOM | Gieyqteeusannrme sennpl nara 801,000 
Ss Biter 1 Gobet om 0 On Ge crue omnes 912,000 


1:3: 6 concrete, cinder, 25 hoops. 
Lbs. per sq. in. 


© Original value of Eo :....+-1-sscsisee ener eee: 702,000 
INiteralOAd Of ME OSO! lSn er tsoeemieas i ue 538,000 
x TOOOr eo Reta ee ae 426,000 


Neat cement and rich mortars do not show any considerable 
loss in the value of the modulus of elasticity when examined over 
an early range of loads succeeding the application of succes- 
sively higher stresses. 

Other mixtures are subject to decided changes. After the 
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application of each higher load there results a difference in the 
rate of compressibility under lower stresses, the modulus in some 
instances dropping to less than one-half its original value. It 
will be understood from this that the proportion of load carried 
by steel in combination with concrete is subject to great fluctua- 
tions. This feature will deserve consideration in the case of 
reinforced beams, when they are studied in the manner in which 
the present column tests are being carried out. 

It may be remarked in passing that compressive stresses 
exceeding 50,000 pounds per square inch are of frequent occur- 
ence in columns tested to their ultimate resistance, whence it 
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Diagram No. 8. 


follows that steel employed for longitudinal reinforcement should 
have an elastic limit not less than the above. 

In addition to the changes in the modulus above referred 
to, the curves of ascending and descending stresses do not coin- 
cide, the departure increasing with the application of succes- 
sively higher loads. This behavior js indicated upon diagram 
No. 8, which shows the stress-strain curves of four columns. 

These curves were obtained after the columns had been 
loaded as follows: 


; Lbs. per sq. in. 
I: 1 mortar, plain, after having been loaded with....... 3,500 
1:1 mortar, 25 hoops and 4 angle bars, after having been 
loaded With a onAart ot.) 5,700 


been loaded with cc) 3. i, «+ th eas 2,500 
I: 2: 4 Concrete, 25 hoops, after having been loaded with . 3,200 
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Concerning the amount of lateral expansion which accom- 
panies the direct compression of the material, observations have 
been made on several columns. Measurements have also been 
made upon the expansion of the hoops of hooped columns during 
testing. Adjacent hoops have been found working under very 
different strains. The location of final rupture in unreinforced 
columns is often indicated prior to reaching the maximum load, 
by reason of the greater lateral expansion in that vicinity. 

Columns have been made for test by long continued loads, 
and are now sustaining stresses of different amounts. The loads 
are maintained by means of groups of steel bolts which tighten 
end plates, between which the columns are located. 

In conclusion, it is believed that the present tests are sufh- 
ciently advanced to clearly indicate that high ultimate strength 
may be reached by each of the three current methods of practice; 
that is, by the use of rich mortars or concretes, by means of suff- 
cient longitudinal metal reinforcement, and by means of adequate 
hooping or other external lateral support. Rigidity of the columns 
will be attained by the use of rich cement mixtures or by means 
of longitudinal steel bars. The rigidity of the mortar or con- 
crete itself is effected practically only by the use of rich cement 
mixtures. Economy of cost, to attain compressive strength, 
within certain limits, will be promoted generally by the plentiful 
use of cement. 


Mr. Talbot. 


Mr. Cummings. 


Mr. Howard. 


DISCUSSION. 


Mr. A. N. Tatsor.—At the University of Illinois this last 
year tests were made on columns 12 inches square and 12 feet long, 
on others g inches square and 12 feet long, and on a few others 
of a length of six feet. A portion of these of each length and size 
were plain concrete columns; another portion had longitudinal 
rods at the corners extending through the length of the column; 
and still another had in addition to these longitudinal rods hoops 
or rods passing around the reinforcement at distances apart of 
about nine inches. All of the concrete was of the general mixture 
of 1-2-4. The reinforced columns gave a total ultimate load a 
trifle more on an average than the plain columns. But when the 
differences in the effective area, by counting the stiffness of the 
steel and adding the area of the steel times the ratio of the modulj 
of elasticity or of the relative proportions of stress to deformation 
is taken into account, the resultant unit stress for the plain con- 
crete columns was more than that for the reinforced columns. 
The deformations were measured in a gauge length of about ten 
feet. There was every indication that the steel buckled before 
the ultimate strength of the column was reached. It was ordinary 
mild steel. This goes to confirm what has been said elsewhere, 
that the ordinary reinforcement by longitudinal mild steel rods 
does not give any particular additional strength to the column 
when central stresses are applied. This conclusion does not, of 
course, affect the problem of spiral hooping or other form of 
reinforcement, nor does it have any bearing upon whether the 
presence of such reinforcement will be an advantage if tension may 
be brought upon the column due to eccentric loading or settle- 
ment of the building. 

Mr. R. A. Cummines.—I would like to ask Mr. Howard 
about the bearing of the platforms of his testing machine upon 
the ends of the columns, what influence that had on the results. 

Mr. J. E. Howarp.—The bars all came to full bearings. 
They were flush with the ends of the columns and rested directly 
against the platforms of the testing machine. 
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In regard to the effect of longitudinal reinforcement, it may 
be added, that the bars used had an elastic limit in excess of 60,000 
pounds per square inch, not less than this is believed necessary in 
such bars. 

These columns were unhooped, the concrete being relied 
upon to keep the longitudinal bars in position against lateral 
deflection. At the time of failure no doubt some buckling occurred. 
However, the lateral force necessary to retain the rods in position 
is not at times very great, and it was noticed, after failure, that 
buckling had been restricted to a short distance, the strength of the 
concrete being sufficient to retain the longitudinal bars in place 
through the remaining parts of their lengths. 

The stresses on the bars, represented by the resilience, made 
it appear that they were stressed in the vicinity of 60,000 pounds 
per square inch, that is to say, several hundred thousand pounds 
compression were not infrequently sustained by the longitudinal 
reinforcement. ; 

Mr. G. Lanza.—I understood Professor Talbot to say that 
he estimated the amount of the load on the concrete to the load 
on the steel in his columns on the basis of the ratio of the two 
moduli of elasticity. I wish to ask whether he estimated the 
modulus of elasticity of the concrete as a constant, or whether he 
used for each separate load a different modulus of elasticity. 

Mr. Tarsot.—I think I should not have used the term 
modulus of elasticity; I did not intend to use it. I did intend to 
use the ratio of the deformations which would come with the 
different loads, whatever this ratio may be called, and got at that 
for the reinforced columns from the amount of compression 
found on the columns with the given loads. 

Mr. S. A. BRown.—I should like to ask what probable 
difference there would be between a column tested horizontally 
and one tested vertically. I noticed in some of the pictures that 
the flaking seemed to be on the upper side, and I was wondering 
what effect that would have. 

Mr. Howarp.—The difference amounts to about 50 pounds 
per square inch between the opposite sides of the column. 
Counterweighting would, of course, correct this, but from the 
manner of failure of the columns it is not thought that this differ- 
ence in stress has materially influenced the results. Flaking occurs 
on all sides and does not begin on any particular one. 
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THE CONSISTENCY OF CONCRETE. 
By SANFORD E. THOMPSON. 


The object of the experiments described in this paper was 
to determine the effect of employing different percentages of water 
with the same proportions of cement. and aggregate. Incident- 
ally, a few points of interest of a more general nature were noted. 

Many engineers can recall the days when concrete specifica- 
tions invariably included the requirement that the consistency 
should be such that “‘a film of water shall rise to the surface upon 
hard ramming,” while nowadays we have passed to the other 
extreme, and we frequently see the advocacy of very wet, sloppy 
concrete, which in some cases results merely in a mixture of stones 
and watery grout. 

A number of series of tests have been made in the United 
States with concrete of different consistencies, but the conclu- 
sions therefrom have been more or less contradictory. Recent 
European tests essentially confirm the results of the present series. 


CONCLUSIONS. 


The following principal conclusions are drawn from the 
experiments: 

1. While a concrete of dry “damp earth” consistency is im- 
practicable and not essential to the maximum ultimate strength, 
on the other hand, there is danger from a too large excess of 
water. Consequently, in building construction or other rein- 
forced concrete work, concrete should contain only sufficient water 
to produce a consistency soft enough to flow sluggishly around 
and thoroughly imbed the steel and permit smooth surfaces 
against the forms. 

2. A comparison of dry with medium “quaking” consistency 
indicates that while dry concrete thoroughly rammed in thin 
layers attains its ultimate strength at an earlier period, the medium 
mixture will closely approach and probably equal the dry after 
several months’ hardening. If not thoroughly compacted, the 
concrete of dry consistency will have less strength than the 
medium, 
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3. An increase in the percentage of water beyond that neces- 
sary for a medium quaking consistency slightly decreases the 
density with a corresponding loss in strength. 

4. A large excess of water, especially when the concrete is 
laid in water-tight molds, further reduces the strength and 
water-tightness of the concrete because of the formation of “ lait- 
ance” and injury to the chemical setting of the cement. 

Further incidental conclusions from the experiments are 
noted in connection with the description of details which follows. 


DESCRIPTION OF EXPERIMENTS. 


For determining the relation of consistency to strength, three 
consistencies were adopted, and there were made of each con- 
sistency six 12-inch cubes, four 8-inch cubes, and four beams, 8 
inches square by 8 feet long. These tests were followed by a 
series of permeability tests employing five consistencies. The 
effect upon the density and tensile strength of mortars of varying 
the percentage of water was also studied incidentally. 

The materials for all of the tests were Atlas Portland cement, 
Newburyport sand having a specific gravity of 2.65, and broken 
trap stone with specific gravity of 2.78. 

The mechanical analyses were as follows: 


MECHANICAL ANALYSES OF SAND AND BROKEN STONE. 


Sand. Broken Stone. 
Size of Sieves. Total Size of Sieves. roel 
Diameter of Saat Diameter of Tea 

Number.j opening. eiees Number, opening. Sevres 
inches. ; Inches. ‘ 
5 0.160 100.0 1 inch 1.000 100.0 
12 0.058 ; fn 0.748 © 

523 93-7 oe If 73 
40 0.0148 4.4 4 0.504 Pie ots 
Too 0.0055 One — 0.248 ate) 
No. 5 ©.160 3-6 

“ee 

12 0.058 0.6 


The proportions in all the concrete specimens were 1: 2.3: 4.6, 
based on a unit of 100 pounds of cement to a cubic foot, but to 
insure greater accuracy, the materials were actually proportioned 
by weight upon the basis of sand (with natural moisture), 86 
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pounds per cubic foot, and broken stone, 85 pounds per cubic 
foot, these weights being obtained by experiments upon the 
materials employed. By weight the proportions were thus almost 
exactly 139274. 

Consistency of Mixtures.—The three consistencies employed in 
the strength specimens may be termed dry, medium and very wet. 

The dry consistency was designed to have the appearance 
before placing of damp earth, with only sufficient water to glisten 
on the surface under hardramming. As is the case in practice 
when laying dry concrete, some of the concrete after ramming 
scarcely glistened, while other specimens showed a decided film 
of water, or in some cases of mortar. These variations were 
found not to seriously affect the results, although when the mix 
was extra dry it was more difficult to compact the smaller 8-inch 
specimens, and their strength was consequently lowered. 

The medium consistency contained sufficient water to look 
wet when mixed, but not to flow in the mixing box. It was soft 
enough for the rammers to sink into it slightly and produce 
quaking. 

The very wet consistency, which was about like thick soup, 
contained so much water that it settled to a level in the mixing 
box, and required scoop shovels for handling. It was slightly 
wetter in fact, than is generally customary in building construction. 

Percentages of Water.—The quantity of water in each batch 
was determined by the appearance of the concrete when being 
mixed. The percentages expressed in different ways averaged 
as follows: 


Based on , Based on with eee 
Consistency. weight of cement,| Weight of cement plus sand, plus 
Per cent. plus sand. stone. 
Per cent. Per cent. 
Dry 25-40 as eee eee 34-3 Te 7 5-0 
Mieditrin\ e eer ey tenaeene 44.7 Tip 6.5 
VERY Wetin cre ine eae 67.0 22.8 9.8 


Percentages of water do not definitely define consistency, 
since not only do different brands of cement require different 
quantities of water to produce the same consistency, but still 
greater variation is caused by the sand, a fine sand or one con- 
taining a large percentage of fine grains frequently requiring twice 
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as great a percentage of water as coarse sand. A fixed percentage 
of water, therefore, will not necessarily produce the same con- 
sistency with different aggregates. 

Furthermore, the natural moisture in the sand adds another 
uncertain element, while if several layers of medium or wet con- 
crete are laid consecutively, the water works up through the mass, 
and the upper layers require less water to produce the same con- 
sistency. 

Mixing the Concrete-—The cement and sand were mixed 
twice dry, shoveled on to the stone, and the mass turned twice 
dry, then the water was added, and the concrete turned three 
times wet. 

A part of the beams were molded on end, and a part on their 
sides. The concrete in the horizontal beams and in the 12-inch 
and 8-inch cubes was compacted by square iron rammers in 
layers 2 or 3 inches thick in order to obtain the maximum density. 
Since this ramming was more severe than is possible in practice, 
duplicate experiments were afterwards made upon blocks about 
44 inches thick, in which all the material was placed before 
beginning toram. The wet specimens were rammed and puddled; 
the vertical molds were also pounded with a hammer to further 
settle the material and drive out the air. 

Storage—The specimens of the principal strength series 
were made about the middle of March and placed in the open air 
at a temperature averaging about 40° Fahr. for one month. The 
remainder of the term the 8-inch cubes and the beams were stored 
in the Massachusetts Institute of Technology laboratory at a tem- 
perature of 70° Fahr., while the 12-inch cubes were stored in a 
room at the Watertown Arsenal in a room slightly heated. The 
rest of the specimens were stored in a fairly damp basement. 

Since the variety of treatment did not prevent similar results 
from each series, it is evident that the relative strength of the wet 
and dry specimens was not seriously affected by the method of 
storage. . 


RESULTS OF TESTS OF STRENGTH. 


The results of the tests of the three principal series of strength 
tests are tabulated in TablesI, IT and III, and the growth in 
strength is shown in Figs. 1, 2 and 3. 
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In every case it will be seen that the strength of the specimens 
of dry and of medium consistency is greatly in excess of the very 
wet. The medium is lower in strength at an early age than the 
thoroughly compacted dry concrete but closely approaches it 
with age. 

In Fig. 1, which represents the 12-inch cubes, the curves are 
not in every case drawn exactly through the points, because when 
the weight of the different specimens is taken into account, certain 
of the results are evidently slightly abnormal. Thus the medium 
and wet blocks tested at the age of seventeen months weigh only 
147 pounds per cubic foot, while the ordinary weight is 150 
pounds, and it is thus unfair to infer a decrease in strength at 


TaBLE II].—CoMPRESSIVE STRENGTH OF SPECIMENS OF DIFFERENT COoNn- 
SISTENCY ABOUT.94 INCH DIAMETER By 4% INCH HIGH. 


Tested at Watertown Arsenal. Age 54 months. Proportions 1 : 2.3 : 4.6. 


Dry, Rammed Dry Medium | t t 
Lightly. y. é : Wet. Very Wet. 
23 23 23 23 23 
9 wa oo. 00 ° i fe} ; 
oh gee GS |) eae] 8 eo | or Poet 3G. as 
So S| ges dee) So ae So ie ao my oo 
00-3 a & OD- ae OD. aS 00-3 at 00.2 Als 
‘oe of O82 og ‘oe oe Oa oe oa ©? 
be} inlet) =) Aes) 2) wp 3 ae) 2} oi 
EO aA BO na EO an ZO ma | EO an 
lb. Ib. per lb. Jb. per Ws, Ib, per lb. lb. per Ibe ibe per 
sq. in. sq. in. sq. in. sq.in. sq. in. 
133.8 2580 144.2 4298 149.6 5140 149.0 | 4814 148.8 | 3524 


seventeen months. Similarly, the dry mixed block at the same 
age is abnormally heavy, 155 pounds per cubic foot, so the average 
curve fairly passes below it. 

The 8-inch cubes of medium consistency shown in Table I 
appear to pass the dry consistency blocks at the age of sixty days, 
but this is evidently due to the low weight of the latter, 143 
pounds per cubic foot. Consequently, in Fig. 2 a slight allow- 
ance is made when drawing the curves. The small specimens 
at the foot of Table I show a set of blocks made at a different 
time by different operators, but which are in substantial agree- 
ment with the other tests. 

Table II gives the results of still another series of tests, con- 
firmatory of the results in Table I. Two specimens of dry con- 
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sistency were made at this time. The first was only lightly 
rammed and the effect is shown by the the light weight and low 
strength. An additional consistency termed “wet” was intro- 
duced, and the strength of this mixture is seen to be nearly equal 
to the medium, while the strength of the very wet is very much 
lower, as in the previous tests. 


6000 


5000 


4000 


3000 


2000 


Compressive Strength in lbs. per sq.in. 


Age imo, 2mo. 6mo. 17mo, 
Fig. |. Growth in strength of 12 inch concrete cubes of different con- 
sistency. Proportions 1:2.3:4.6. 


The tests of the beams presented in Table III and Fig. 4 are 
more erratic than the compressive tests, but point to the same 
general conclusions. 

The low weight and correspondingly low strength of certain 
of the 8-inch cubes of dry consistency in Table I, and the dry 
specimen in Table II, illustrate the difficulty of making perfect 
small sized specimens with a dry mixed concrete. Evidently, 
the stones arched and the specimens were not homogeneous. On 
the other hand, the 12-inch cubes and the 8-inch beams are as 
heavy when made with the dry mixture as with wetter consistency. 
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The uniformly lower strength of all the 8-inch cubes may be due 
to less perfect homogeneity or to the fact that they were crushed 
on edge instead of vertically as molded. 

The specimens which reached a strength of 5,000 pounds, 
sheared through the stone when being crushed so as to form 
pyramids with nearly smooth surfaces. The specimens of lower 
strength tested at the same periods, produced similar pyramids 
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Age 1 mo. 2 mos, 
Fig. 2. Growth in strength of 8 inch 
concrete cubes of different consistency. 
Proportions 1:2.3 : 4.6 


Age 1 mo. 2 mos, 
Fig.3. Modulus of rupture of 8 inch 
beams of different consistency. 


when breaking, but the stones generally pulled out instead of 
shearing through. 

Strength of Whole vs. Halj Beams.—A comparison of the 
moduli of rupture of the whole beams and the half beams shows 
an average difference of only 2 per cent. 

Relation of Compressive to Transverse Sirength.—The average 
compressive strength per square inch of the 8-inch cubes was 
about seven times the unit transverse strength or modulus of 
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rupture of the 8-inch beams. The 12-inch cubes were nine times 
stronger in compression than the 8-inch beams under transverse 
load. The latter is the more correct comparison because the 
12-inch cubes were nearly identical in weight with the 8-inch 
beams. 

Injury due to Laitance Formation.—In the specimens _pre- 
pared for the permeability series to be described, a laitance for- 
mation was noticed on the surface of the blocks after setting, 
varying from o inch thick for the mixture of dry consistency up 
to $ inch for the very wet. No laitance formed on the surface 
of the cubes or beams molded on edge, because the surplus mortar 
was removed, but in all the very wet specimens wherever a large 
void occurred, due to imperfect mixing or placing of the material, 
this same laitance was deposited in the form of a layer of light- 
colored matter having very slight cohesion. Moreover, through-. 
out the interior of many of the very wet blocks, the color, instead 
of being a cement gray, was nearly white. 

The laitance was of cheese-like consistency, turned white on 
exposure to the air, and never attained great hardness. Mr. 
Clifford Richardson kindly examined and analyzed a sample of 
it. His results and conclusions are here given: 


The composition of the laitance is as follows: 


Per cent. 
(Soll are ys SRO 8 A Serres are ur aay Ae rem Pc 16.00 
mucmuna and Irom (AIDO, Pe, Os)... ..o.h20 shu os 8.66 
Tatoos, (COATO)). snd cheat ote stakes Diag aie SRA ee 47.40 
Maonesias@xtcder(ioOln yar ae NG ee hig c ae. 2.40 
De ES ae ese Pe oink aby eae Se wath elke vis 93 WOO 


If this is calculated to a water and carbonic acid free basis, the 
analysis becomes: 


Per cent. 
SENG AC) ME. ae prea, ae eae 20.94 
Alumina and Iron (Al,O,Fe,0O,)...... Cea pae eat Te |30 
Ibsen: (CAO) WS aetdecs seak nen enema ee 62.94 
Ma cneci aa Oxi ee (Vig) iepwr mera wre eee. le Bin ih 


It is evident from these figures that the laitance consists of all the 
elements originally contained in the Portland cement, in fact, its com- 
position corresponds exactly with that of a normal Portland cement 
except that it is unusually high in alumina and iron. It is not a simple 
hydrate or carbonate of lime. 
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I have had a thin section ground, but find that it shows no structure 
which is characteristic. The section consists largely of amorphous 
material of an isotropic nature, that is to say, it does not affect polarized 
light. It reveals a considerable amount of a yellow substance which 
seems to be the undecomposed magma contained in the orginal cement. 
The presence of this magma may explain the unusual percentages of 
alumina and iron. I have made a material very similar to the laitance 
by shaking Portland cement with water, decanting the finer portion, 
and allowing it to settle out, and harden. This material, like your 
laitance, is rather soft and this is due to the fact that the Portland cement 
is much more thoroughly decomposed under these conditions than under 
ordinary ones, which accounts for its character. 

Where an excess of water is present in a mortar, this excess, through 
the subsidence of the cement particles by gravity, is brought to the sur- 
face, carrying with it the finer particles of the cement. These particles, 
being so fine, are entirely, or much more thoroughly, decomposed than 
the remainder of the cement, with the formation of the very light colored 
laitance. The composition of this should not be, and is not found to be 
different from that of the original cement. 


Mr. Richardson states that by elutriating cement he has 
obtained so fine particles that they are quite decomposed and 
hydrated on setting, and then become white in color and attain 
very little strength. This has the appearance of the laitance on 
the blocks except that it is whiter, resembling a hard, cream- 
white chalk. 

The strength, and, as will be discussed later, the water- 
tightness, are thus decreased when laitance is formed, by the ex- 
traction from the concrete or mortar of a portion of the cement, a 
portion which from Mr. Richardson’s researches appears to be 
the finest, and therefore the most adhesive grains. The cement 
thus withdrawn will not crystallize or harden and so is 
wasted. 

Formation of Laitance in Leaner S pecimens.—A few specimens 
were mixed in proportions 1 : 2.3: 5.8, instead of 1 : 2.3 : 4.6, to 
determine the effect of increasing the proportion of stone. The 
cubes did not differ greatly in strength from the richer cubes in 
Table I. However, the very wet beam molded on end showed 
an extremely low strength, breaking with its own weight at thirty 
days, and the half beams attaining a modulus of rupture of 
only 105 to 143 pounds per square inch at the age of sixty days. 
The probable explanation of this low strength is indicated by the 
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appearance of the specimen after breaking, the two faces of the 
break being shown in Fig. 4. 

At the right is the fractured surface of the lower portion of 
the beam after breaking, and at the left the adjoining surface of 
the upper half of the beam. Upon the lower surface, as shown 
more or less clearly in the photograph, the powdered laitance 
settled, covering the stones, while the stones of the upper surface 
are sharp and clean. 

Effect of Tight vs. Porous Molds.—The forms in which the 
specimens were molded were made practically water-tight, any 


Fic. 4.—Photograph showing adjoining Broken Surfaces of Beams of 
Leaner Concrete. 


slight leakage being closed immediately by the cement. The 
question naturally arises as to the effect upon the very wet speci- 
mens of thus retaining the excess water in suspension. ‘To decide 
this point, a series of tests was made, using tight molds and also 
molds loosely tacked together with cracks between the boards to 
allow the excess water to escape. 

The result of these tests is shown in Table IV. The lower 
strength of the concrete when formed in the tight molds is evident. 
The specimens which were rammed or puddled violently were 
noticeably smaller in volume than those rammed lightly, and 
the density was therefore greater, as indicated by the higher 
weight per cubic foot. 

The proportions and conditions of manufacture of these 
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blocks coincide with tests previously described, so that the re- 
sults may be directly compared with them. 

Inspection of the table shows the specimens in the tight 
molds to be very similar in strength to the 8-inch cubes at one 
month given in Table I. The porosity of the molds appears to 
increase the strength about 25 per cent. However, referring to 
Tables I and II, we find by averaging the eight sets of compara- 
tive tests that the average strength of the medium consistency 
is 71 per cent. higher than that of the very wet. It is thus fair 


TABLE LV. 
Errect or Ticut vs. Porous Motps upoN CONCRETE OF VERY WET 
CONSISTENCY. 


Tests of 8-inch Cubes; Proportions 1 : 2.3 : 4.6 by volume, or 1:2 :4 
by Weight. Age one month. 


Compressive Strength. 
; Weight 
pe Mola: Ramin) per ca. Individual Average , 
lb. per sq. in. Ib. per sq. in. 

(1) tight. light. 149-9 1470 

(5) o ee 148.2 1380 j 1a29 

(2) hs violent. 1S 0.8 I410 I410 
Average for tight mold...... LA QAO Wigs oer ee 1418 

(3) Porous. light. 150.9 1790 1700 

(7) pease 149-7 1610 

(4): violent. TE eet) 1830 86 

(8) “e ‘i 153.7 1890 I ° 
INSEL Wope jXOrxoueey iaaVaiel acwogniog gogcasogasacegobe ssa: 1780 


to conclude that only a small part of this difference is due to the - 
tightness of the molds. 

That even a loss of cement with the water which escapes, 
may not lessen the strength (provided of course the quantity lost 
is not sufficient to make stone pockets in the concrete) is indicated 
from the fact that the specimen of highest strength lost an appre- 
ciable quantity of cement through the cracks in the mold—sus- 
taining in fact a greater loss than all the other specimens combined. 


Moputus oF ELASTICITY. 


Determinations of elastic deformation were made at the 
Watertown Arsenal, upon twelve of the 12-inch cubes, using a 
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5-inch gauged length. Although the deformation of cubes may 
not exactly correspond to prisms or columns, the results may be 
considered of comparative value. 

The elastic deformation, that is, the gross deformation minus 
the permanent set due to the removal of the load at intervals of 
500 pounds per square inch, forms a curve which is practically 
a straight line for the specimens of dry and medium consistency 
up to a load of at least one-half the ultimate strength. The 
specimens of wet consistency, except at the one month period, 
also showed a deformation curve only slightly curved up to nearly 
one-half the ultimate load, but their permanent set was very much 
greater and the modulus very rapidly dropped after passing the 
point of maximum curvature. 

The moduli, figured for portions of the curves which were 
nearly straight lines, are given in Table V. 

The comparatively low modulus of very wet concrete is of 
interest in reinforced concrete design. 

Another point of interest in the elasticity results is the fact 
that in these tests with similar concrete there is no appreciable 
increase in the modulus with age. 


TESTS OF PERMEABILITY. 


The series of permeability tests was made to determine the 
relative effect of the consistency of the concrete upon its water- 
tightness, the same proportions and materials being employed 
as in the strength series already described. The most water- 
tight mixtures were found to be those of medium and of wet con- 
sistency. Very wet mixtures allowed more water to pass, and 
mixtures of dry consistency passed more than the very wet. 

The number of experiments in the permeability series was 
so small that the results might not be worth presenting were it not 
for the meagerness of the data upon this very important sub- 
ject of water-tightness, and the difficulty in preparing specimens 
for satisfactory tests. 

The mixtures were of five consistencies, and the results of 
the tests are shown in Table VI. The first specimen marked “Dry, 
slightly rammed”? was mixed with only sufficient water to give 
it the appearance of damp earth, placed in the mold and com- 
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pacted so lightly that the appearance was rough and very porous. 
The next specimen, mixed to a similar dry consistency with the 
same percentage of water, was placed in the mold to the full 
depth of 44 inches and rammed so as to bring moisture to the 
surface. The remaining specimens, containing increasing per- 
centages of water, were rammed just enough to drive out the air 
and produce a compact and homogeneous mass. The relative 
water-tightness of the different specimens was determined by 
the quantity of water flowing per minute through the specimen 
under pressure of eighty pounds per square inch, the maximum 
flow being recorded. 

Method of Testing Permeability—The test was made by 
cementing a short piece of 1-inch pipe to the top of the block after 
roughening and wetting it, by means of a cone of neat cement, 
then connecting this pipe with the city water pressure. This 
plan gave fair satisfaction, but required careful workmanship to 
prevent leakage around the pipe under the high pressure which 
gave the best relative results. The compressive strength of the 
same specimens was determined by clipping off the cone and 
capping with a thin layer of neat cement. 

Frequent improvements in the method of forming the per- 
meability specimens for subsequent tests have finally resulted in 
a modification which gives excellent satisfaction, except that it is 
impossible to determine the exact weight or density of the con- 
crete. However, a separate specimen may readily be made for 
this determination. 

Instead of first making the-concrete block and then con- 
necting the nipple with it, the specimen and its cement coating 
are formed at one operation. Since ramming brings the cement 
to the surface, the specimen must be molded upside down. The 
method of forming it is shown in Fig. 5, and the specimen ready 
to test in Fig. 6. Having selected the size and shape of the speci- 
men,—which may be either round or square,—and prepared the 
mold, a piece of wrought iron pipe about 4 inches long, with 
an increasing bushing made up on to the end of it, is placed 
upright in the bottom of the mold, and a crater of very fine, wet 
sand formed around it. Neat cement of plastic consistency is 
then placed around the pipe to within } inch of the top of the 
nipple, and is also plastered around the sides of the mold. Before 
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Fic. 5.—Permeability Specimen as Molded. 


Fic. 6.—Permeability Specimen as Tested. 
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this has commenced to set, the concrete is placed within it. To 
better hold the neat cement in place, a thin metal mold of smaller 
size with no bottom may be set within the other, to be withdrawn 
as the concrete is placed. 

By permitting the specimen to set in the mold for about a 
week in a sheltered place, the cement is prevented from checking, 
and after soaking in water for twenty-four hours, the specimen 
is ready to connect with the pressure, as shown in Fig. 6. The 
water passing through, is caught in a pan, and weighed at fre- 
quent intervals to determine the rate of maximum flow. 

Effect of Surjace upon Permeability.—The specimens shown 
in Table VI were made before the effect of the surface of the speci- 
men was considered, and the pressure was directed against the 
surface of the block as molded. Subsequent tests showed that 
inverted specimens permitted a much greater flow of water, but 
a few comparative tests, duplicating the original set, indicate that 
the relative permeability of the blocks of different consistency 
was not greatly different by the two methods. 

The important effect of the surface on water-tightness is 
shown by the following test of specimens alike in all other par- 
ticulars: 

Flow against top of specimen as molded, 0.3 gram per 
minute. 

Flow against bottom of specimen as molded, 170.1 grams 
per minute. 

Other tests gave a similarly high ratio. 

Undoubtedly the troweling of the surface of concrete, which 
has been found so effective in practice for increasing the water- 
tightness of dams and other structures, is a still more effective 
application of the same principle. 

Effect of Addition of Slaked Lime upon the Water- Tightness.— 
A few specimens were made with a small addition of slaked lime 
putty, with the results shown in Table VII. Every specimen with 
lime showed a marked increase in water-tightness over a similar 
specimen made without lime. In subsequent experiments, not 
here recorded, hydrated lime was substituted for lime putty. 

Effect of Age upon the Permeability.—A few specimens were 
tested at two different ages. The rate of flow on the average 
was found to decrease about 50 per cent. between the ages of 


twenty-one and eighty-four days. 
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RELATION OF DENSITY TO PERMEABILITY AND STRENGTH. 


The volume of neat paste made from a given weight of cement 
varies, even after setting, with the percentage of gauging water. 
With 50 per cent. of water, for example, I have found the volume 
of set paste to be in some cases 1.3 times the volunle when gauged 
with 25 per cent. of water, with .a corresponding decrease in 
density. Also, on sand mortar the usual effect of gauging to a 
softer than plastic consistency is to considerably increase the 
bulk of the set mortar, a mortar of coarse sand being less affected 
than one of fine sand. With concrete an increased percentage 
of water has still less effect, but even so, the slightly reduced 
density appears to be responsible in part for the lower strength 
of the wet concrete. 

The relation of the density* to the strength and permeability 
of concrete of several different consistencies is illustrated in Fig. 
7, which is drawn from data in Tables I and VI. 

As previously indicated, the strength of the “dry” specimen 
is slightly lower proportionally than in some of the other tests. 

In the three curves the points of maximum density, strength 
and water-tightness all lie not far from the medium quaking con- 
sistency, although for maximum water-tightness a softer con- 
sistency appears to slightly increase the water-tightness. 


THE CONSISTENCY OF MORTAR. 


A few tensile tests were made with mortars of Atlas cement 
and Newburyport sand mixed to different consistencies, and the 
results at the ages of seven and twenty-eight days are shown 
in Fig. 8. 

Only three or four briquettes were tested at each age with 
each per cent. of water, so that there are one or two erratic points, 
but the general form of the curves is definite, the strength decreas- 
ing with the larger percentages of water, but to a less degree in 
the twenty-eight day than in the seven day tests. | 


*The term density is used in its meaning now generally accepted, as 
the ratio of solid particles in a unit volume of concrete. It is thus the 
complement of the voids. For example, if a piece of concrete has 15% 


voids (including the air and the water), 85% of its volume must be solid 
material, and its density is 0.85. 
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The lower curves in the same diagram give the elementary 
volumes of the cement, and also the density, that is, the elemen- 
tary volumes of the cement plus sand in the mortars. These 
mortars were made from the same batch as the briquettes of 


\ 


5.4 5.4 6.9 9.2 11.0 13.7 
Percent. Water of Weight of Total Dry Materials, 


Fig. 7. Comparative strength, density and water-tightness of concrete 
of different consistency. 


similar consistency and measured in a glass graduate. The 
point of maximum curvature in the density curves is to the left of 
the strength curve, but this may be due to the difference in ram- 
ming of the briquettes and the density specimens. The density 
of all the specimens grows less as- the water is increased beyond 
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the percentage required for the maximum. Another fact of 
interest is the similarity in the density of the mortars of different 
proportions when mixed with like percentages of water. 


EFFECT OF CONSISTENCY UPON ADHESION TO STEEL. 


Although no tests of the effect of the consistency of concrete 
upon its adhesion to steel are included in this series, the relation 
is of such importance that we quote from the conclusions of Mr. 
R. Feret, from tests made by him in France,* which apply to the 
union of steel and concrete as well as adhesion to stone: 


Adhesion, which is zero or nearly zero for mortars mixed dry, 
rapidly increases as the proportion of water is increased, and reaches 
its maximum value for mortars of plastic or slightly soft consistency. 
.Adhesion to stone, even when care be taken to wet them, is often highest 
for plastic mortars, but as the proportion of water is increased, the ad- 
hesion decreases more or less slowly. 

The maximum strength in adhesion nearly always corresponds to a 
consistency a little wetter than that for maximum compressive strength, 
which in turn generally corresponds to a consistency a little less dry 
than that required for maximum density. 

The influence of the quantity of water for gauging concrete appears 
similar to that found with mortars. 


PRACTICAL RULES For FIx1Inc CONSISTENCY. 


In many classes of concrete construction it is entirely 
impracticable to specify either a dry or a “medium quaking” 
consistency. Jn reinforced concrete, for example, of more impor- 
tance than the strength is the proper imbedding of the steel so — 
that the air voids shall not permit rusting or prevent adhesion. 
Tests of Professor Charles L. Norton for the Insurance Engineer- 
ing Station at Bostont indicate the absolute necessity of a fairly 
wet consistency to attain this end. The perfect filling of the 
forms to insure smooth surfaces is also an essential in walls 
exposed to view. At this time, however, there seems to be need to 
emphasize the advisability of limiting the mixing water to the 
minimum quantity which will permit perfect coating of the steel 


*Translated from Baumaterialenkunde, Jan. 1, 1906. 
{See Taylor & Thompson’s ‘Concrete, Plain and Reinforced,’ 


Pp. 427. 
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and filling of the forms. The practical necessity of this is evi- 
denced not only by the lessened strength and water-tightness, but 
by the fact that a large excess of water, instead of improving the 
appearance of the surface of the concrete, tends to produce stone 
pockets resembling those in an excessively dry mix. 

These experiments and practical experience suggest the 
adoption of the following rules for fixing the consistency of con- 
crete for a given structure. 

1. Dry concrete may be used, although at a higher cost, for 
mass foundations to be subjected to severe compressive loading 
within one or two months, provided the concrete is carefully 
spread in layers 4 to 6 inches thick, and rammed so as to bring 
water to the surface. : 

2. Medium or quaking concrete is suitable for ordinary 
mass concrete, such as foundations, heavy walls, large arches; 
piers and abutments. 

3. Wet or mushy concrete is required for rubble concrete, 
and for reinforced concrete such as thin building walls, floors, 
columns, conduits and tanks, but the consistency should be as 
thick as will flow sluggishly and thoroughly coat the steel or 
large rubble stones. 
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APPENDIX. 


For the purpose of further investigation of the subject of 
consistency, the following references to literature are noted. 
The percentages of water in these concrete tests in the United 
States vary from 3.4 to 9.4 per cent. to weight of total dry 
materials, Mr. Rafter’s ranging from about 5 per cent. in his “Dry” 
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block to 6} per cent. in his “Excess” specimens. In the Euro- 
pean tests the percentages are much higher, but smaller stone was 
used and a larger proportion of sand to stone, so that more water 
was required to produce the same consistency. 


_ Feret, R.—Influence de la proportion d’eau de gachage sur l’adhérence 
des mortiers et bétons au fer. Baumaterialienkunde, Jan. 1 and 
I5, 1906. 

Bacu, Von C.—Versuche tiber den Gleitwiderstand einbetonierten 
Eisens. Baumaterialienkunde, Sept. 1, and Oct. 1, ros. 

Hatr, W. K.—Wet vs. Plastic Concrete. Proc. Indiana Engineering 
Society, 1904, p. 161. 

Bacu, Von C.—Mittelungen tber die Herstellung von Betonkérpern 
mit Verscheidenem Wasser-Zusatz, Sowie tiber die Druckfestigkeit 
und Druckelastizitat derselben. Stuttgart, Griininger, r904. 

LarNeED, E. S.—Effect of Water on the Setting and Strength of Cement. 
Proceedings of the American Society for Testing Materials, 1 903, Pp. 40. 

DoyLe Anp Justice.—The Strength of Concrete as Affected by Different 
Percentages of Water. Engineering News, July, E9035 P.O 7. 

Sussex, JamMEs W.—The Relative Strength of Wet and Dry Concrete. 
Engineering News, July, 1903, p. 67. 

Parkuurst, H. W.—Wet, Dry or Medium Concrete. Journal Western 
Society of Engineers, rgo2. 

Hirz, Irvinc.—Experiment with Wet and Dry Concrete. Journal 
Western Society of Engineers, Dec., 1900, p. 488. 

Hensy, W. H.—Cinder Concrete,Wet and Dry. Journal Association 
of Engineering Societies, Sept., 1900, p. 157. 

Rarrer, G. W.—Tests of Concrete of Different Consistency. Trans- 
actions of the American Society of Civil Engineers, 1899. Tests of 
Metals; Un Sm Anersoss passa: 

TETMAJER.—Mittheilungen der Anstalt zur Prufung von Baumaterialen. 
Tetmajer, Vol. VII, 1894, p tro. 

Ferret, R.—Compacité des mortiers hydrauliques. Annales des Ponts 
et Chaussées, II, 1892, p, 35. 


Mr. Taylor. 


Mr. Talbot. 


DISCUSSION. 


Mr. W. P. Tavtor.—I should like to comment on what is to 
me the very false impression given by the diagram showing the 
variation in strength with the consistency of the concrete. When- 
ever a practical engineer is discussing wet and dry concrete, it will 
be found that he will almost invariably prefer the wet mixtures, 
while a man whose experience has been confined to the laboratory 
will consider the dry concretes superior. Both men are correct, 
but judge from a different standpoint, the difference being in the 
amount of manipulation and compacting given the material. 
Dry concretes almost invariably give the better results in laboratory 
tests, but it may readily be computed that, if the same time was 
employed in the field on tamping and placing as is used in the 
laboratory in making a six-inch cube, it would take four men a 
day’s work to compact a yard of. concrete. In the field, where 
it is impracticable to work the material for anything like that 
time, it will be found that the wetter mixtures, which compact 
easier and with much less labor, will usually produce the better 
results. This condition should always be borne in mind when 
the results of tests of wet and dry concrete are considered. 

Mr. A. N. Tatsot.—Mr. Thompson has an item on the 
storage of these cubes. I should like to call attention here to 
the difference in the crushing strength of concrete cubes, due 
to the way in which they are stored. The method of storage will 
greatly affect the results, according as the material is kept dry or 
moist or very wet. If the material is dry and is left in a room 
where there is much chance for evaporation, the results will be far 
lower than will be found if the pieces are stored, say, in damp sand, 
or kept in a very damp place. Foundations, of course, will 
gencrally be damp enough for the purpose of securing good setting; 
but in much of our building construction it seems to me that 
greater care should be taken to keep the materials at least free 
from becoming very dry, or very poor concrete will be the result. 
This matter of drying out during the time of setting is important, 
not only in investigational work, but also in building construction 
and builders should give more care to avoid improper conditions 
for the setting of the concrete. 
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Mr. JoHn G. Brown.—The U. S. Army engineers made a 
very elaborate set of tests in connection with the permeability of 
mortars which had never been published. They were made by 
Lieutenant Spencer Cosby’s corps, at a time when there was a 
great deal of discussion about the water-tightness of the Queen 
Lane Reservoir; and at the same time the United States Army were 
having difficulty all over the country in trying to keep their maga- 
zines dry. ‘There was a thought that by using a rich mixture of 
concrete they would overcome the tendency of the water to perco- 
late through the batteries. Six months were devoted to these tests 
by one man and two assistants, who made many specimens of 
different mixtures of concrete, which were tested at different 
periods. The specimens were made of 1:2 mortar; then of 1:2 
mortar backed up with 1:2:4 concrete; then other proportions 
were tried up to 1 part of cement to 4 of sand and 10 of stone. 
It was found in connection with the 1: 4: 10 concrete that at the end 
of the first week, clear water ran through there very rapidly. 
After the specimen had hardened three weeks the water did not 
go through as quickly, and at the end of three months when the 
specimen was subjected to hydrostatic pressure of 250 pounds 
per square inch, no water came through. These blocks were 
made up of 2 inches of mortar and 4 inches of concrete. 

Mr. Sanrorp E. THompson.—When we capped the concrete 
in the tests referred to, we did find occasionally a slight leakage. 
However, when leakage occurred it was always observable, so 
that we could tell a poor specimen and repair it. The later 
method illustrated in Figs. 5 and 6 entirely prevents the leakage, 
because the concrete and the neat cement coating are laid at the 
same time. Ifa specimen of set concrete is to be coated with neat 
cement the skin must be entirely chipped off with a cold chisel, 
the concrete surface soaked with water and the cement for the 
coating mixed to a rather stiff plastic consistency. 

S. A. Brown.—How did you determine the percolation of 
water ? 

SANFORD E. THompson.—By gaging the water which passed 
through. The pressure is turned on and the time is noted at 
which the water first flows through; then the water which passes 
through is weighed at definite intervals, of say, 5 minutes. A 
number of determinations, are made and the maximum rate during 
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a period of fifteen minutes is taken as the flow. I will say, in 
reference to Mr. Brown’s point about the hollow, that we always 
follow the practice of gouging out the concrete in the interior of the 
nipple so as to have a fresh surface of concrete at the point of 
pressure. 

Mr. RicHarp.L. HumpHrey.—A method used in the St. 
Louis laboratory for determining the permeability or rate of flow 
of water under pressure through a mass of mortar or concrete 
consists of a cylinder 8 inches in diameter, 16 inches long, in which 
is embedded an inch pipe. The mortar or concrete is molded 
into a cylinder, in the center of which is a two-inch pipe running 
to within six inches from the bottom. After the concrete or mor- 
tar has partially hardened this pipe is removed and an inch pipe 
inserted at the end of which is fitted a washer two inches in diame- 
ter. This pipe is lowered so that the washer at the end of the pipe 
is six inches below the top of the cylinder and the space around the 
inch pipe is filled with neat cement. The inch pipe has on the 
outer end a part of a union which connects with the tank arranged 
for measuring the amount and pressure of the water flowing into 
the cylinder. The amount of leakage around the joint of this 
apparatus seems to be very small and the apparatus in other 
respects seems to be satisfactory. 

Mr. JoHN BrirkINBINE.—I agree with Mr. Taylor that the 
results obtained in the laboratory and in practice often differ 
widely; but I do not agree with him that all engineers prefer wet 
concrete. The discussion has been mainly on results obtained 
in test specimens; but when concrete is used in construction we 
want impermeability so that our reservoirs or other structures 
shall not leak. I question the desirability of very dry concrete, 
but I am’more opposed to very wet concrete. I realize that it is 
essential, in making a cement, that there should be enough water 
to form the necessary combination, and that anything beyond 
what is required is a detriment. We were taught in school that 
two substances cannot occupy the same space at the same time; 
and if we have an excess of water, this must find its way out some- 
where or leave voids in the construction. ‘Therefore, I think 
very wet concrete is objectionable in large structures. 


NOTES ON COMPRESSION TESTS OF CEMENT. 
By W. Purves TAvtor. 


Although compression tests of cement mortars are given an 
important place in most text-books and in academic research, 
their use in every day routine is extremely infrequent and investi- 
gation will show a surprisingly limited amount of data that can be 
considered reliable and authentic. The argument often advanced 
—that since cement and concrete are used mostly in compression 
the tests should also be so made—is not without fallacy, but at 
the same time has more truth in it than most testers of cements are 
willing to assign it. The practical reasons that count most against 
the use of this test are three—the greater amount of material 
necessary for making the common specimen, the 3-inch cube, the 
greater strength and hence larger testing machine required for 
breaking the specimens—and the use of a specimen more likely 
to be injured in making, storing and testing. 

In commencing last fall to make a series of compression tests 
in the Philadelphia laboratories, the first point was to devise a 
suitable form of test-specimen, it being obvious to any one con- 
ducting a commercial laboratory that for the reasons just given, 
the ordinary 2-inch cube is utterly impracticable in ordinary 
routine. One-inch cubes are better in point of size, but to make 
them uniformly and without imperfections is a most difficult and 
tedious operation. As a result of the trial of several forms, it was 
found that the best form of specimen, if indeed not the only form, 
adapted in all respects to meet the requirements of commercial 
work was that of a cylinder one inch in height and having a diame- 
ter ofa little over an inch and an eighth, giving an area of one 
square inch. The specimens are made most conveniently when 
the molds are in gang form, an 8-gang cylinder mold being 
about the same general size as the common 3-gang briquette 
mold. Moreover, the standard methods as proposed by the 
Committee of the American Society of Civil Engineers for mold- 
ing tensile briquettes can be followed exactly when these cylinder 
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gang molds are used, a condition practically impossible with any 
other form of specimen. 

From a practical standpoint the manipulation of these cylin- 
ders is even more simple than in the case of tensile briquettes 
—there is less material to handle—less danger of damage on 
removing from the molds—and less space required in storage, 
while on account of their shape they may be compacted under 
hand methods with even greater uniformity. The common accept- 
ance tests of 1:3 mortars at seven and twenty-eight days may be 
readily broken on one of the common cement machines of the 
long lever type. Neat specimens and long time mortar speci- 
mens have however the disadvantage of requiring a larger machine 
of 12,000 or 15,000 lbs. capacity. The specimens are best broken 
when bearing directly on the steel surfaces without the interpo- 
sition of blotting paper or any similar substance, although one 
of the bearing plates should rest on a ball and socket joint to 
compensate for any slight angle between the planes of the surfaces. 
of the specimen. Of course this bearing is not perfect unless 
the cylinders have been ground to planes, but it is believed that 
the error introduced by any such eccentric strains is less than the 
similar error occurring in tensile briquettes, whose bearings 
theoretically are never perfect. 

From an academic standpoint the shape of these cylinders 
is defective in the ratio of diameter to height, but if either the 
diameter is decreased or the height increased the difficulties of 
uniform manipulation are much greater, and it is not believed 
that this practical objection would warrant increasing the height 
to about 1.5 times the diameter which is required by theory. 
A long series of tests showed that these cylinders gave strength 
values about 30 per cent. in excess of those obtained on 2-inch 
cubes. 

Tests of these cylinders were made daily during the past 
winter in the Philadelphia laboratories, some of the results of 
which have been tabulated, and which have several features of 
interest. 

As regards the uniformity of these tensile and compressive 
tests there is but little difference—the probable error of the 
individual tests averaging about 3 or 4 per cent. in both cases. 

The tests first of all show the well known facts that the ratio 
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of compressive to tensile strength increases both with the age 
and the richness of the mortars. A most important difference, 
however, is found between the amount of this ratio and that 
given by most authorities. Johnson in his “Materials of Con- 
struction” gives for this ratio the value 8.64+1.8 times the loga- 
rithm of the age in months, this being based on a series of tests 
by Tetmajer on 1:3 mortars, which ratio is quoted by Taylor 
and Thompson, Sabin, and others as authoritative. Eckel says 
“it may be assumed that at the end of a year the average Portland 
cement mortar will have a compressive strength about ten times 
as great as its tensile strength.” All writers in fact agree that 
this ratio should be from 8 to 12 for 1:3 mortars, although almost 
all obtain this from Tetmajer’s tests and from some few by Chand- 
lot and Feret. 

These tests, however, show this ratio to average but slightly 
over 4 for the ordinary 1:3 mortar with quartz sand, the values 
being 3.98, 4.09, 4.37, and 4.45 for seven days, one, three and 
six months respectively, the highest value for any period being 
5-75 and the lowest 2.93. Now these specimens were made 
from the same mortar, and were manipulated, stored and tested 
under identical conditions, which would have been impossible 
had 2-inch cubes been used, so that it is unlikely that any syste- 
matic error could have been made, while the number of tests, 
almost 2,000, is amply sufficient to give reliable data. Moreover, 
if the ratio be reduced to the basis of 2-inch cubes, it will be seen 
that it becomes only a little over 3. Or in other words the 
commonly assumed ratio of tensile to compressive strength of 
cement mortars is about three times as great as these tests show. 

Another frequently made statement that tests in compres- 
sion show a uniform increase in strength between different periods, 
is not borne out by these tests, the strengths in compression 
showing the common up and down values that are so familiar 
in tensile tests, and being of sufficient frequency and amount to 
preclude the possibility of being caused by error. Moreover 
the values do not go up and down together showing that not even 
for a single test can the ratio be considered a constant quantity, 
and that tensile and compressive strength are really entirely 
distinct properties and are only interdependent to a very slight 
degree. 
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It is to be hoped that more attention will be given to this 
important subject in the near future both to determine the average 
strength and ratio for purposes of design, and also to ascertain 
whether or not the compression test indicates better than the 
tensile test the true resistive properties of the cement, and hence 
whether it should supersede or at least be made in addition to the 
tensile test in routine laboratory work, 
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TaBLE I.—COMPRESSION TESTS OF ONE-INCH CYLINDERS. 


7 Days. 28 Days. 3 Months. 6 Months. 
No. Brand. Composi- | Kind of 3 Com- : Com- 2 Com- x Com- F 
tion. Sand. eee pressive Ratio a ensile pressive Ratio. Tea a pressive Ratio Siee pressive Ratio. 
trength. | Strength. trength. | Strength. Strength. | Strength. trength. | Strength. 
I A I°3 Standard 281 1129 4.02 352 1391 3:95 377 1672 4.44 316 1782 5.64 
a f B si Quartz 285 1145 4.02 378 1537 4.07 377 2066 5.48 358 2021 5.65 
3 Cc a Se 265 1104 4.17 345 1403 4.07 348 1693 4.86 341 1344 3-94 
4 D ae cs 196 718 3.66 275 1121 4.08 321 1406 4.38 354 1369 3.87 
5 E ee ef 155 600 3.87 241 1024 4.25 292 1345 4.61 313 1512 4.83 
6 F oe oy 225 672 2.99 301 gir 3.03 341 1303 3.82 361 1483 4.11 
7 G ss oe 242 920 3.80 308 1041 3.38 360 1481 4.01 377 1553 4.12 
8 H se s 266 1184 4.49 357 1316 3.69 371 1515 4.08 320 1320 4.15 
9 B Pu S 199 779 3.91 290 996 3-43 358 1345 3-76 386 1342 3.48 
to i : us 248 820 3.31 344 * 1449 4.21 342 1462 4.80 367 1391 3-79 
Ir J w 277 IOOL 3-61 343 1434 4.18 378 1629 AS a: 368 15905 4.33 
12 Cc : Pe 233 1070 4.59 303 1478 4.88 326 1459 4.48 327 1607 4.91 
13 H s 242 868 3.59 323 1146 3-55 Zon I501 4-53 329 1504 4.57 
14 K se ss 235 1085 4.62 338 1390 4.1L 351 1758T 5.01 330 1777 5.38 
15 F. 7 Ss 163 650 3.99 252 939 3.73 333 1094 3-29 412 1207 2.93 
16 G = . 228 874 3.83 303 1209 3-99 335 1523 4.55 409 1778 4.35 
17 D a 201 817 4.00 287 1245 4.34 358 1414 3-95 365 1381 3-78 
18 = J "A 281 938 3.34 343 1372 4.00 346 1420 4.10 365 1690 4.63 
19 ¢ A : i 277 1248 4.51 350 1448 4.14 333 1665 5.00 385 1745 4.53 
20 | 8 4 L es ss 283 1022 3.01 316 1206 3.82 365 1404 4.09 334 14067 4.39 
2i $m M - ¥ 264 996 Ber 318 1220 3.84 357 1486 4.16 321 1435 4.47 
22 aw M - i 245 1029 4.20 330 1468 4:45 308 1573 gern 307 I514 4.93 
23 I i ie 274 946 3.45 337 1321 3.92 357 1527 4.28 353 1657 4.69 
a4 M - a 243 880 3.62 345 1125 3.26 337 1547 4.59 350 1451 4.15 
25 B i 235 984 4.19 281 1461 5.20 354 1196 3-38 323 1357 4.20 
26 N i . 222 953 4.29 207 I410 4.75 320 1501 4.56 363 1614 4.45 
27 } . . 221 970 4.39 342 1421 4.15 360 1317 3.66 354 1462 4.13 
28 “A o 267 1088 4.07 330 1436 4.35 320 18790 5.75 337 1586 4.71 
29 A mi i 253 1081 4-27 315 1504 4.77 357 1466 4.11 314 1756 5.59 
30 I Fs a 213 833 3-91 298 1327) 4.45 336 1433 4.26 314 1484 4.73 
31 E ia 153 880 5.75 259 1325 5.12 257 1226 4.77 259 1361 5.25 
32 A es 235 845 3.60 313 1182 3.78 359 1272 B54) 375 1387 3.70 
33 J ; Ottawa 310 1388 4.48 374 1874 5.01 387 1719 4.44 330 2468T 7.28 
34 H i a 306 1037 3.39 361 1760 4.88 399 1632 4.09 380 1755 4.62 
35 Cc a is 326 918 2.82 376 rosot 5.21 473 23771 5.03 419 2128 5.08 
36 af a s 315 1380 4.41 381 1753T 4.60 4ir 2168f 5.22 412 2082 5.05 
By B Ms ee 326 1126 3.45 407 1498 3.68 449 1733 3.86 382 2105 5.75 
38 G. os a 261 1018 3.90 318 1558 4.90 431 1672 3.88 444 1988 4.48 
39 L A i 5 305 1302 4.27 338 1723 5.10 447 1835 Agios 424 2148 5.07 
40 M ; 415 I41t 3.40 438 2243 5.12 485 1962 4.05 403 26837 6.66 
4r ( N. ri Standard 1Or 834 4.37 283 1123 3.07 380 1856 4:77 527 2048 3.89 
42 O a Quartz 225 86x 3.83 321 1613 5.02 461 1506 3.27 476 1828 3.84 
43 N. - i 202 1203 5.96 331 1613 4.87 453 2090T 4.61 523 23471 4.49 
44 O. S % 205 1271 6.20 345 1810 5.25 403 1942 4.19 542 27087 5.00 
45 N in 201 929 4.62 310 1306 4.38 445 1755 3.94 526 22371 4.25 
46 ; N Mi I 107 807 4.10 308 1125 3.65 439 1484 3-38 539 1448 2.69 
47 rs N. is cs 188 781 4.15 275 1234 4.49 419 1633 3.90 492 1522 3.09 
48 ud Pp 158 830 5.25 220 1208 5.28 341 1572 4.61 442 ro5st 4.42 
49 | 8 O. Neat. Sener nies 275 24671 3.07 340 33301 9.79 413 44rot 10.68 445 50571 13.39 
5° z Pp 3 Selene sks! 245 1619 6.61 362 22251 6.15 505 3910 7.74 508 510of 10.04 
51 N. Ps SATs hol oe Pe 2X1 1556 7.37 345 2233 6.47 389 20451 47.57 406 34527 8.50 
52 N. [eee e eres 230 1692 7.08 337 2442 7.25 417 3062 7.34 431 4560T 10.58 
53 Q v= S8G5qce0n0 106 1751 8.93 303 2202 7.56 360 4047 10.07 407 4762T 11.70 
54 N. fe Rene GOOG 215 | 1318 6.13 329 1953T 5.94 456 2728 5.98 407 4203 8.46 
55 ee e a 371 310of 8.36 454 35507 7.82 538 42081 7.82 400 6003 12.03 
56 O in Ie at atalts 2 3 275 2580f 9.38 368 30887 8.39 445 3838T 8.62 435 6383T 14.67 
57 r M = ses eeeee 714 8535T 11.05 825 86257 10.45 799 8485 10.62 753 11837 15.72 
58 4 K fs Finan Se 420 4290T 5.96 701 69877 8.83 820 9647 9.22 720 9090 12.47 
so | it; i = |ponsdacae 737 54571 7.40 607 76057 10.91 163 67787 8.88 690 11203T 16.24 
60 q 4 Cc fae Hed 782 | 77101 9.86 783 94757 12.10 766 7057F 9.21 740 10988 14.84 
6n ss i ee Cee 669 4303T 6.57 653 5482T 8.40 663 6535+ 9.86 715 90624 12.67 
62 5 [eee e eee 847 8130 9.60 868 74771 8.61 481 9083T 11.63 7I7 o413T T3er3 
63 | | G. ¥ Neetoents 531 Sal 6.73 565 4407T 7.96 504 7183T 12.09 560 7025 TA.15 
64 225. he ete | Pulhets conten 627 5232 8.34 4746 6183T 8.20 750 6005T 7.91 734 8563t 11.67 
Average—Portland 1:3 St- Quartz| ...< 3 3 EVOeh «dle ou aasoedel| omonbes bo: BROOME TVS ioe cess crell Scatereteles acai Peco fe mecretic spall Ssca Dow a 4.45 
Portland 13 Ottawa . Tr al etal Hon tices Poe noOn As: 4.81 Wa tease Ihsan ‘ AiS4. Nees cece ee omen 5.50 
Natural I:2 St. Quartz ALSitm l\Pienietsewersistiame sorceress SOG [oa eceeetadengs gain sndoass AOS oll Alikenerce.che resell Nocturne ts 3.06 
Natural Neat. DOCS Con OmE Cay el Nasivclo oade Alls apoabiruS ‘ GeeS ASRS SERBS Renoeeeoeeee Bisa | le satarele Sara oi Peleonee meters II.I7 
Portland Neate: |(Biauets ce eter. Wiedane ees ie osmoaao or PAM ete tscs rave arses’ | cue anaitene rare, ewe Ky Wisin oceind ayn obo. 13.86 
Grand average|..... SH Ane co Reena Siew ietsl ates stare 3 5.74 Beto cate ermesisraetoes, . 6.07 otc nee Nie, oe cee Deer Goateid le oeh acne Uanatem tears 7.79 
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Notes.—All tests made by standard method. Each value based on three specimens. 
machine, except those marked f which were broken on “* Universal ’’ machine. 


6 


Rate of stress, 


Tensile tests made on * Fairbanks'’ machine, compression tests on 
600 pounds per minute. 


“ Olsen *"’ cement 


DISCUSSION: 


Mr. SAnrorp E. THompson.—Did Mr. Taylor make any Mr. Thompson. 
comparative tests between these small cylinders and two-inch 
cubes ? 
Mr. W. P. Taytor.—Several series of tests were made to Mr. Taylor. 
determine the ratio between these cylinders and two-inch cubes 
and it was found that the cubes had practically three-quarters of 
the strength of the cylinders for all periods and mixtures tried, 
showing the ratio to be almost entirely independent of the charac- 
ter of the material. 
Mr. A. N. Tarsot.—I should like to ask Mr. Taylor a little Mr. Talbot. 
further concerning the statement that an inch length of cylinder 
was found to be the most desirable. What would be the disad- 
vantaye of making the cylinder, say, twice as long as its diameter, 
or such an amount as would get us away from the shearing into 
pyramids which is obtained with ordinary cubes? I know it is 
accepted theory that the failure of these short prisms and cylinders 
is due to shearing action along a diagonal plane; but it is also 
thought that the friction of the bearing plates really causes this 
form of failure; and it is pretty well known that when the test 
piece is lengthened to an amount, say, twice as great as the diameter 
of the cylinder, the failure will be more of a splitting or crushing 
failure, there not being sufficient lateral strength to keep the piece 
from expanding laterally. If there is no objection to a greater 
length, would we not, in that way, get a better estimate of the real 
compressive strength of the material ? 
Mr. Tayior.—My objection to the higher cylinder is one of Mr. Taylor. 
ordinary manipulation, it being almost impossible to compact 
under one pressure, a specimen whose depth is greater than one 
inch, so that if a greater depth is employed the difficulties of uni- 
form manipulation are much increased. Moreover no distinct 
advantage is gained by its use, for the ratio between these and 
longer cylinders is so nearly constant that the error is small and in 
uniform ratio. 
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Mr. Mansrretp Mrerriman.—There is a committee of this 
Society Committee K—which is charged with the investigation of 
methods of testing; and that, of course, includes the form of com- 
pression specimens. The paper presented to-day by Mr. Taylor 
will be of much service to that committee when it takes up the 
matter of cement, because there are so few series of tests on the 
compressive resistance of this material available. It is doubtful if 
the exact proportions of the specimen advocated by Mr. Taylor are 
those that will ultimately prevail; for it seems that the idea of facility 
in the preparation of the test specimen ought not to be the control- 
ling one. The specimen ought rather to be of such proportions that 
failure may occur by diagonal shearing, since in this way the 
weak point of the material is developed; and this cannot be done 
unless the specimen is double the length of that used by Mr. 
Taylor. 

Concerning the ratio of 8 or 1o between compressiveand tensile 
strength, noted by him as not having been observed, I will say 
that in experiments at Lehigh University a similar conclusion has 
been derived. For a number of years compressive tests of cement 
have been made in our laboratory in connection with every tensile 
test, both on neat and mortar cubes, the neat cube being 14 and 
the mortar cube 2 inches in size. Notwithstanding the defects 
of the cube there is considerable to be said in its favor. It has 
been extensively used, and is to-day the form of specimen generally 
used in Europe, so that the comparison of international work is 
probably rendered more satisfactory from cubes than when it is 
endeavored to corrolate conclusions derived from specimens of 
different forms. 

Mr. S. A. BRown.—I have made quite a number of compres- 
sion tests in connection with the Market Street Subway, 
Philadelphia, and have noticed particularly the greater a 
between compression test pieces. 

Tf such a test as Mr. Taylor has described, could be incorpo- 
rated in the ‘Uniform Tests for Cement,” I think it would be 
highly desirable and better suited to the purpose than tensile tests. 

Mr. Ira H. Woorson.—I want to say a word along the line 
that Mr. Merriman just spoke of, in regard to the form of test 
specimen to be used in this and other cases. My own experience 
has been that about 95 per cent., perhaps 98 per cent. of the test 
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specimens for compression on materials like stone, concrete, etc., 
coming into a testing laboratory as commercial work, are of the 
form of cubes; and unfortunately, to my mind, that has been the 
form of test specimens for a good many years. It is desirable, 
particularly from the commercial standpoint, to test cubes, be- 
cause they are easily comparable with past. work,as Professor 
Merriman has said, but I never make a test of that kind without an 
apology to myself at least, for making a test which I think is scien- 
tifically wrong. It seems to me that, in this connection,we ought 
to adopt and to give our favor every time to the form of specimen 
that we believe to be right, irrespective of what past practice has 
been. I think Mr. Talbot’s point was very well taken, that it 
would be better to have the specimens for this character of test 
longer than the diameter, so as to bring out that shearing effect 
and do away with the possible effect of friction on the plates; and 
I agree with Professor Merriman, that for that purpose we ought 
not to let the question of difficulty in making the specimen interfere 
with the form of specimen. ‘There is a disadvantage in the cube, 
I should think, in this kind of work, namely: the disadvantage 
of getting it out of the mold without possibly injury to the corners. 
It seems to me the cylinder is decidedly the best form. 

Mr. Taytor.—I do not wish to be put on record as not 
recognizing the defects of these cylinders, but my claim is that in 
spite of these recognized defects this specimen is the best adapted to 
routine laboratory work. ‘The common tensile briquette is known 
to be far from accurate, but it is used because it is more convenient 
than any other form developing a purer tensile stress. ‘The same 
is true of this specimen, and any one who has had occasion to 
make a large number of compression tests will realize that uniform 
manipulation is far more readily obtained when cylinders instead 
of cubes are employed, while the same condition is found when 
short cylinders are compared with larger ones. The ratio between 
long cylinders and short ones, and between cubes and cylinders 
will be found practically constant and independent of the character 
of the material, so that if it is desired the compressive strength of a 
cube or deep cylinder may be computed from the results of these 
short cylinders with very little error, certainly far less than the 
error between the results from the common tensile briquette and 
the true strength of the material in pure tension. 


Mr. Woolson. 


Mr. Taylor. 


Mr. Humphrey 


The Chairman, 
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Mr. Ricuarp L. Humpurey.—The compressive test of 
cement is one that the Committee on Uniform Tests of Cement 
of the American Society of Civil Engineers has had under discus- 
sion practically ever since it was appointed. ‘There is a great deal 
to be said on the subject. One of the essentials in the adoption of, 
any standard method for testing is the facility with which the test 
can be made, that is, convenience. It has been found that 
briquettes with square corners are much more difficult to mould 
than the briquettes in which these corners have been rounded off. 
The cylinders suggested by Mr. Taylor would probably therefore 
be more easy to mold than the cube. It is true also that the two- 
inch cube requires a greater mass of material. On the other hand, 
there are reasons why the cube is preferable to the cylinder, 
especially one as small as that proposed by Mr. Taylor. In intro- 
ducing a new form of test-piece, there is, of course, always prejudice 
against it, especially the compression test since it is the practice to. 
test cement largely in tension. Until the compression test has 
been used for a sufficient length of time to enable the operator to 
become familiar with it, it is quite likely that it will give irregular 
results. Uniformity is in my opinion more dependent on practice 
in the use of any given method than to variation in the form of test- 
piece. The difference in consistency of mortars will also largely 
offset the differences in the form of the test-piece. It is, however, 
quite certain that a great deal more work must be done on the 
compression test-piece before a method can be definitely estab- 
lished. It is the hope of the Committee on Uniform Tests of 
Cement that a method will be agreed on which can be reported on 
at the next meeting of the Society. 

Tur CHAIRMAN (MR. R. W. Lestry).—Possibly the ques- 
tions I am about to ask do not apply so much to the actual results 
shown here on the subject of compression; but they do apply 
to two or three other things of interest. The paper, first of all, 
seems to confirm in a measure the theory of Michaelis, enunciated 
about a year ago, on the relation of the gain between the 7 and 
28 day periods, between the tensile and compression tests. I do 
not know whether that relation has been plotted; but I feel very 
sure that if the hasty examination of these figures that I have 
made is any index the figures corroborate very largely that theory, 
namely: that in tension there is a different action than in com- 
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pression, and that the percentage of gain is generally larger in 
compression. I trust, if Mr. Taylor has the opportunity, before 
this paper is finally published he will plot this relation. I think 
that the facts will be found as I stated both for the mortar tests 
and for the neat Portland cement tests. 

Again, I note at the bottom of the table a lot of Portland 
cement records running from about 700 to 850 pounds per square 
inch at 7 days and I also note some of the cements gave much lower 
values at 7 days. Is there any knowledge whether these cements 
are foreign or American? 

Mr. Taytor.—They are all American. 

THE CHAIRMAN.—The point I wish to make is that some of 
these lower cements seem to show larger gains, and also larger 
ratios, than some of the others. Tetmajer’s figures which I 
studied a good many years ago—in 1896—were all based on the 
cements of that period all running between 4oo and 500 pounds 
at 7 days and applied to cements made prior to the use of gypsum 
as a retardant of the setting properties.of the alumina in rotary 
kiln cements. and were all what is known to-day as very low- 
lime cements, many of them falling, I believe, outside of the 
modern hydraulic indices that the chemists of to-day use. If 


that is the case, and all those tests were made on the old style of 


dome-kiln cement, the ratio of that time between compression and 
tension may have been perfectly right; whereas, the present ratio 
applying to modern conditions might show an entirely different 
state of affairs. I think that might be brought out by a comparison 
of Mr. Taylor’s figures with some of the original reports, issued by 
Professor .Tetmajer at Zurich. I should like to ask whether the 
cements referred to as ‘‘natural’”’ are natural cements, or what are 
known as “improved” cements, made in the Pennsylvania 
district ? 

Mr. W. P. Taytor.—The first four are ““improved”’ cements, 
the others natural. 

Tue CHAIRMAN.—The table shows a very interesting state of 
facts: First, in the relatively high tensile strength of the 1: 2 of 
the natural sand mortars compared with the r: 3 Portland 
cement mortars, the former at 28 days having practically the 
same and in many cases a higher tensile strength than the lat- 
ter. In comparison the strength of the cement mortars does not 
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The Chairman. 
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seem to be quite as high, though at the age of chree weeks the 
results in comparison with the 1:2 natural mortars appear to be 
higher than that of the 1:3 Portland mortars, and at the age of six 
months the comparative strength of the former is much greater 
than that of the latter. 

This calls to mind a point made by Mr. Stearns in the con- 
struction of the Clinton dam of the Metropolitan Water Board. 
In that case he had a large body of water to retain and the 
question of the greatest economy in a very large wall came in. 
With Portland cement he could build this wall of a certain width 
and stability; while with natural cement, which cost about half as 
much as Portland cement did at that plant, he could largely increase 
the width and the stability of the dam and in that way, at equal 
economy, get what he considered much the more substantial 
work. 

Mr. Taylor’s figures if plotted, and plotted with the relative 
cost of the two mortars, might indicate that for a great many 
pieces of work a natural cement could be used with equal safety as 
a Portland cement. By that I do not mean that in reinforced con- 
crete, in floors, in exterior construction and in sidewalks, a natural 
cement could be substituted with safety; but these investigations, 
which, I trust will be carried out further, certainly demonstrate 
with the relative tensile and compressive strength of Portland, 
natural, and improved cements shown, that the cost of natural 
cement would be lower for a given strength. 

Up to this date very few results of compression tests upon 
natural cements have been published. Engineers have known 
that in tension the values of natural cements were low; although 
their curve was a gradually ascending one rather than the rapidly 
ascending and then steadily declining curve of the Portland cem- 
ents. There has been little knowledge of the compressive 
strength of natural cements and I think this investigation of that 
subject will throw a great deal of light on why the old natural 
cements of this country have given such wonderful results in 
practice, why they have been of such a permanent character, 
and why, wherever work done with natural cement had to be torn 
down, it had to be done by blasting. Mr. Taylor’s results are 
very interesting and instructive and I trust a good many of the 
things suggested by this investigation may be ultimately worked 
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out more fully for the advancement of and knowledge concerning 
both classes of cement. 

Mr. Lee W. Watter.—I should like to ask Mr. Taylor 
if in making tests of mortar to determine its comparative strength 
under tension and compression, he has used any sand other than 
the standardized crushed quartz? It occurs to me that the ratio 
of strength under compression and tension would differ materially 
by using different grades of sand. 

Mr. Tayitor.—The ratio of tensile to compressive strength 
undoubtedly varies considerably with the character of the sand 
employed, as can be seen from the tests of the two grades of sand 
given in the table, although those made with Ottawa sand are 
not sufficient in number to give a definite ratio between the two. 


The Chairman. 


Mr. Walter. 


Mr. Taylor. 


THE DETERMINATION OF THE SPECIFIC GRAVITY 
OF CEMENTS. 


By RicHarD K. MEADE. 


Some time ago the writer undertook a series of experiments 
to determine the reliability of the various forms of apparatus now 
in common use, both in this country and abroad, for taking the 
specific gravity of cements. The result of this investigation is 
given below in the hope that it may prove of interest to the mem- 
bers of this Society. ; / 

As the first step to this investigation, four samples of cement 
were prepared by drying at 100° C. and passing through a No. 
50 sieve. The specific gravity of each sample was then care- 
fully determined by the use of a 50 cc. pycnometer or specific 
gravity bottle. Kerosene, freed from water by distillation over 
lime was employed for the liquid and the temperature was con- 
trolled to o.1° C. The specific gravities of the samples were 
compared with water at 15° C. and were 3.088, 3.121, 3.193 and 
3.240, respectively. The samples were kept in air-tight fruit 
jars. 

The specific gravities of the four samples were then taken 
with LeChatelier’s* apparatus, Jackson’st apparatus, McKenna’st 
apparatus and Schumann’s$ apparatus. The results of these 
determinations were as follows: LeChatelier’s apparatus gave 
results uniformly o.or too high. Jackson’s apparatus gave 
results from 0.13 to 0.15 too low. McKenna’s apparatus gave 
fairly satisfactory results. Schumann’s apparatus gave satis- 
factory results. 

The error in the case of the Jackson’s apparatus seemed 


* Proceedings of the American Society for Testing Materials, Vol. 
IN TeoYoy, IP. Tein. 

+ Journal of the Society of Chemical Industry, June 15, 1904; also 
Engineering Record June 16, 1904. 

t Journal of the American Chemical Society. XI, 50 (1899). 

§ See Butler’s ‘Portland Cement.” 
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most probably due to improper calibration of the flask and since 
all volumetric apparatus is likely to be incorrectly graduated 
all four forms of apparatus were examined to ascertain how care- 
fully this had been done. The apparatus in all cases was freed 
from oil with benzine, ether, alcohol and water, in the order 


x 


oO 


Fig. t. Fig. &.\ f7g. 3. fig. 4. 


named, freed from cement particies by washing with a little hot 
dilute hydrochloric acid, and from dust, etc., by allowing a mix- 
ture of potassium bichromate water and sulphuric acid to stand 
in it over night. After washing and drying it was calibrated. 
In the LeChatelier apparatus, Fig. 2, the bulb, }, should 
hold exactly 20 cc. and the stem, a, between the Boone 
o and 3 should hold 3 cc. The bulb of the apparatus tested held 
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20.05 cc. at 70° F., or an error of 0.05 cc. The graduations on 
the stem were found to be accurate, consequently the total error 
amounted to 0.05 cc. and this amount (equivalent to an error of 
about 0.008) was added to each reading in making a determina- 
tion with this particular LeChatelier apparatus. 
; In the Schumann apparatus, Fig. 3, the stem, a, is graduated 
into 4o cc. and these again into tenths cc. These graduations 
were found to be accurate. 

In the Jackson apparatus, Fig. 1, the bulb, a, of the burette 
should hold 180 cc. and the stem, 0, 5.71 cc. The flask, c, should 
hold 200 cc., or if the burette bulb holds less or more than 180 cc., 
it should hold the contents of the bulb plus exactly 20 cc. 

The flask of the apparatus in question held the contents of 
the burette bulb plus 19.3 cc., or an error of 0.7 Cc. (equivalent 
to an error of from 0.12-0.15 in specific gravity). The gradua- 
tions on the stem were found to be correct. 

All of the apparatus was calibrated by running in water or 
kerosene from a calibrated 25 cc. burette, graduated into FEvcc. 
and easily read to a's cc. 

The flask of the Jackson apparatus was then recalibrated 
by adding 20 cc. of water from the burette and then the bulb 
of the Jackson burette full (180 cc.) of water. 

Determinations made with the recalibrated Jackson appa- 
ratus and by applying the correction to the LeChatelier apparatus, 
were very satisfactory as the following table will show: 


TABLE OF RESULTS. 


Cement No. I 2 3 


Form of apparatus used. 


Pycnomiter ered tant ANE oh ade, wloneterione 3.193 3.088 Qaeo ie 3.240 
Jackson Sion om een eat Oe 3.09 Bua BoP 
LeChatelienS nearer aoe ote ByZO 3.09 Bub? 2424 
Me Keentiats rar casera suspeeees ca 310 3.08 eee ges 
Seloibiookahcad ouonacuonteo o tus BEEO 3.09 Ree 224 


To guard against improperly calibrated specific gravity 
apparatus, the tester should either check the volume of the bulb 
of the LeChatelier apparatus and of the flask of the Jackson 
apparatus or else request the maker of the apparatus to furnish 
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with the same a certificate from the U.S. Bureau of Standards 
testifying to its trustworthiness. Of the four forms of appa- 
ratus, three are affected by any change in the temperature of the 
liquid between the two readings. With the Jackson apparatus, 
a table is supplied which gives the correction to be applied. In 
the other forms of apparatus, precautions are usually taken to 
guard against changes in temperature, such as immersing the 
instrument in a jar of water. The coefficient of expansion of 
kerosene is 0.0009 per degree C., or 0.0005 per degree F. The 
LeChatelier apparatus has a volume of 130 cc., consequently 
the expansion due to a rise of one degree C. amounts to 0.12 Cc., 
after deducting for the expansion of the glass, or an error of 
approximately .o18 in specific gravity. 

The Schumann apparatus holds from 110 to 150 cc. and 
hence has about the same error. The McKenna apparatus, 
however, has a volume of 300 cc. and, since the stem is graduated 
into only 11 cc., the sample is smaller (between 30-35 grams) 
than that used for either the LeChatelier or the Schumann appa- 
ratus. The expansion per degree C. rise with this apparatus 
amounts to 0.27 cc., or an error of approximately 0.07 in specific 
gravity. Dr. McKenna has now improved his apparatus by 
blowing a thermometer into the bulb between the two tubes 
allowing temperature corrections to be easily made. The bulb 
itself is much smaller, doing away with the large error due to 
expansion, and the graduated tube is narrower and longer making 
the apparatus much more delicate. 

Since it is by no means an easy matter to keep the tempera- 
ture constant during a determination, unless water, oil, cement 
and apparatus are allowed to remain side by side for some time, 
I have usually found it more convenient to take the temperature 
of the oil just before bringing it to the zero point and just after 
making the final reading. With the LeChatelier apparatus 
0.12 cc. is then deducted from the final reading for every degree 
€. rise or added for every degree drop in tempexature of the second 
reading over the first. 

The chief objection I have found to the standard LeChat- 
elier apparatus is the time and care necessary to run the cement 
into the apparatus. The same objection holds good for both 
the Schumann and McKenna forms of specific gravity apparatus. 


26 
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McKenna’s apparatus must also be protected from even slight 
changes of temperature, and requires a higher degree of manipu- 
lative skill than any of the other three forms. The Jackson 
apparatus is much more convenient than any of the others and 
is just as accurate provided it is properly graduated. This latter 


may be made sure of, as I have suggested, by having it certified 
to by the U.S. Bureau of Standards. The makers could have this 
done at small cost in lots of ten or more. The greatest objection 
to the Jackson apparatus when properly graduated is the necessity 
of drying the flask before each determination. This can be 
avoided by graduating the flask wet (with kerosene), say after 
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draining two minutes in an inclined position so as to allow the 
bottom also to drain and removing the suspended drop. Flasks 
so graduated give just as accurate results as do dry flasks and time 
may be saved by using the wet flask. 

It is sometimes necessary to take the specific gravity of sam- 
ples of cement after ignition at a low red heat. With the appli- 
ances at hand in the ordinary cement testing laboratory it is a 
difficult matter to ignite more than 5 or ro grams at one time. 
None of the forms of apparatus ordinarily used for taking the 
specific gravity of cement is suited to the use of such a small sam- 
ple. For this purpose I have used the method given below: 

From one arm, a (the left), of the balance take off the balance 
pan and in its place suspend from the stirrup, as shown in Fig. 
5, 4 50 gram weight, 6 (or any weight sufficient to more than 
balance this pan such as a lead fishing sinker). Take the weight 
of this on the other pan and call this weight “A.” Now attach 
to this by a fine silk thread or wire a 50 or 100 cc. pycnometer, ¢ 
(a small 100 cc. Erlenmeyer flask with a narrow mouth will also 
do). Weigh the pycnometer so suspended and call the total 
weight “B.” B-—A will then be the weight of the pycnometer 
in air. Now fill the pycnometer with water in the usual way 
carefully forcing out all air and weigh suspended in a tall narrow 
beaker or jar, d, of water. Call this weight “C.” ‘Loss in 
water” =(B-A)—(C-A). Now dry the pycnometer, fill with 
oil and weigh suspended in kerosene. Call this weight “D.” 
“Loss in kerosene” = (B-A)—(D-A) 


‘Loss in kerosene ”’ 


Specific gravity of the kerosene = : 
P g Pe “* Loss in water ”2 


Now remove the pycnometer and pour out half of the kerosene, 
introduce W (usually 5 to 10) grams of the ignited cement and 
mix thoroughly by twirling around the contents of the pycnome- 
ter. Fill the pycnometer to the neck with oil and allow a few 
minutes for the contents to settle. Fill the neck full by pouring 
down the sides, suspend in kerosene and weigh as before. Call 
weight “E.” 


W &X specific gravity of the oil | 
(W+D)—E 


Specific gravity of the cement = 
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The temperature of the oil should not change more than 
2° C. during the time between the taking of its own density and 
that of the cement. The weight of the pycnometer suspended 
in water need be taken but once. After this is done a deter- 
mination can be easily made in ten minutes. Even the finest 
particles of the cement settle in a few minutes and results obtained 
by the method are very trustworthy, as the following will show:- 


Sample Pycnometer Suspension 
No. Method. Method. 
Sa er ee aE a bo LAB CO Ran Ae i aren Seb 3.190 
ite, Saved chee bani ayes oo.8.e bealeloiomb mag dio woso apc a o0% 3.086 
Be Kat a oe td cemkeasy ara Pe Ob ean ots eae 5555 3.120 
TR Merrett) Bide coe os On UD OOO BACT Over Rom ac. cd om ap ie s.0% 3-241 
Rito diod nese aro cin an: ok raga. UST: Get hanes ae veliape ke eee 3-230, 


(SMES oredr amman ae jt BVO cent aie inj. sagatateee tga ee eee 3.026 


An example of the calculation is given below :— 


Weight .to balance (A) 12.2.0 06. 2s ese c seca eee eiiIno29 
Weight of pycnometer suspended to the above in 

ait (BY) Jie cee oe One Cee yee ee 40.825 
Weight of pycnometer suspended to the above in 

MCC OM (ONedeusaaeBodb ocd Jongo0% Saad ons hence 29.181 


“Loss in water” = (B-A)—(C-A) = (40. 825-11 .823)—(29. 181-11 .823) 
=: 11.644. ; : 


(The above are permanent results and provided the same 
pycnometer or flask is used for each determination need be obtained 
but once.) 


Weight of pycnometer suspended in kerosene (D) 31.662 
“Loss in oil’ =(B-A)—(D-A) = (40. 825-11 .823)—(31 . 662-11 . 823) 
=). 10%). 


; Loss in Oil 9.163 
Specific gravity of oil = = Or 
P S y. Loss in Water 11.644 ee ES 


Weight of pycnometer +10 grams of cement sus- 
pended in kerosene (EW. aac cses aan eee 39-152 


W XSp. Gravity CLOW 
(W+D)—E oy 
10 Xo. 787 Tou 


= =). HAM, 
(16-3602) 3.9 5 2m ON Sy 


Specific Gravity of Cement = 


SOME SAND EXPERIMENTS RELATING TO 
PER CENT. OF VOIDS AND TENSILE STRENGTH. 


By J. Y. JEwert. 


The accompanying tabulation shows the results obtained 
from a series of tests recently made at the Denver Cement Testing 
Laboratory, United States Reclamation Service, with relation to 
the per cent. of voids and tensile strength of mixtures of sands of 
varying degrees of fineness and coarseness. 

Object of Tests ——These experiments were suggested by 
some rather unexpected results obtained for per cent. of voids in 
various sands tests made during the past year at this laboratory 
and it was thought that some interesting results might be ob- 
tained by making up a number of sand mixtures by a process of 
assortment of a selected sand into grains of various sizes and 
then mixing these together in various proportions to see what mix- 
tures would give the lowest per cent. of voids. The tests for ten- 
sile strength were made to see what relation exists between the 
per cent. of voids and the tensile strength, it being generally con- 
sidered that sand with a low per cent. of voids will give a higher 
tensile strength than would be obtained with a sand of the same 
quality but having a higher per cent. of voids. 

It has been the writer’s experience that as a general rule 
coarse sands give a higher tensile strength than the finer grades 
and in the tests above alluded to it was noted that some extremely 
coarse sands gave better results for tensile strength than other 
sands such as are generally spoken of as being well graded with 
grains of various sizes and which are generally considered prefer- 
able on that account. Therefore, another object in making the 
tests here described was to see how far this coarseness could be 
carried to good advantage, both with relation to the per cent. of 
voids and the tensile strength. 

Material Used.—The sand used for these tests was obtained 
from the bed of Clear Creek, near Denver, and after being dried 
was separated from the gravel with which it was mixed by screen- 
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ing on a No. 4 sieve. It was then separated by screening into 
six different sizes, as shown by the accompanying table, the 
mixtures being subsequently made in proportions as there shown. 

It may be noted here that this sand was all obtained from 
the same place in the creek bed and was all of the same quality, 
the various portions differing only in size of grain, the finer por- 
tions having a similar appearance when viewed under a magnify- 
ing glass to that of the coarser portions when seen by the naked 
eye. This is considered to be an important point in connection 
with the experiments, making them more nearly comparable 
than would otherwise be the case. 

With regard to the range of fineness and coarseness of the 
material, it may be noted that of the portion passing the No. 100 
sieve, about 25 per cent. would pass the No. 200 sieve, while of 
that passing the No. 4 sieve and held on No. 10, a large propor- 
tion, as far as could be judged by observation, would range nearer 
the No. 4 sieve than the No. 10. In fact, this portion taken by 
itself might almost be classed as fine gravel. 

The cement used was of the Iola brand and gave tests as 
follows: 


Per cent Passing | Initial | Final Tensile Strength. 
i Set. Set. Lbs. per sq. in. 
No. roo.|No. 200. Hours. | Hours. 7-day. | 28-day. | 3-month. 
Of Oni 7/5 One) SO OM OOM MIN Co tii nnne inane 635 769 870 
Standard Sand, 3 
COuky ce secteenee 306 | 403 | 486 


Methods Used.—The method used for determining the per 
cent. of voids was recommended to the writer by Mr. R..L. 
Humphrey of the Structural Materials Testing Laboratory, 
United States Geological Survey, St. Louis, Mo., and was 
described by him as follows; this being an improvement over the 
method of pouring water into a vessel containing the sand as it 
eliminates all error caused by bubbles of air being caught and 
held in the sample under test: : 


“The apparatus consists of a percolator about three inches in diam- 
eter and eight inches long, having a funnel-shaped orifice at the bottom, 
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which is connected by a rubber tube to a graduated burette. A small 
perforated porcelain disk fits over the opening in the percolator, in which 
is placed a given quantity of the material, filling it up to a mark of a 
definite volume. The burette is read; the water is then allowed to 
gradually enter the percolator from the bottom until it reaches the upper 
mark. The difference in the readings of the burette gives the quantity 
of the water required to fill the voids.” 


It may be noted as a matter of detail in using this method 
that the writer found it more convenient to fill the percolator to 
the top rather than to a mark on the side, in which case the sand 
can be struck off even with a straight-edge, and a piece of glass 
placed over the top very readily shows when the water has reached 
the exact level required. 

In all measurements the sand was measured loose and not 
compacted in any way. 

In the 3 to 1 tensile tests the proportions are by volume, not 
by weight, the relation between weight and volume of the cement 
being taken at roo pounds per cubic foot. 

The consistency of the mortar in making the tensile tests 
was made to approximate as closely as possible the ‘‘normal con- 
sistency” of the regular tests of cement with standard sand, and in 
filling the molds the material was pressed in firmly with the fingers 
and finished off with a trowel without ramming. The figures 
given for tensile strength are in each case the average of three 
briquettes for the period in question, while the results given for 
per cent. of voids are in each case the average of two determina- 
tions, except when these did not give a close enough check, in 
which case a third determination was made. 

With regard to the method employed in making up the 
various mixtures of sand used, it may be said that in cons’ ring 
the method to be employed the fact was recognized tha -here 
was an almost unlimited number of different mixtures that could 
be made. It seemed desirable, however, to make up the mixtures 
according to some regular system and not in a haphazard manner. 
It seemed desirable also to have them include as wide a range as 
possible, not only of well graded mixtures, but of extremes of 
coarseness and fineness and, in fact, of mixtures in which each of 
the six grades used would be largely in excess. It will be noticed 
from the table that the various mixtures made are arranged in 
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groups. For instance, in the first group a start is made with 
ro per cent. of the portion passing sieve No. 4 and held on No. to. 
The remaining go per cent. is then divided into fifteen equal parts, 
five of these, or 30 per cent., being assigned to the next portion, 
four to the next and so on to the end. The next step is to assign 
the ro per cent. to the second portion or that passing the No. 10 
sieve, and held on No. 20, moving each of the other percentages 
along one place, as shown by the table. This process is continued 
for all six portions and then the ro per cent. is again assigned to 
the first portion, as shown in the second group in the table, and 
the position of the other 5 percentages is reversed, beginning with 
the smaller and running up to the larger, and the series is made up 
by moving each percentage forward one place in succession as 
before. After this 10 per cent. double series was completed, 
similar ones were made with 20 per cent., 40 per cent. and 70 per 
cent., concluding with roo per cent. of each portion. Also partial 
series, starting with 50, 60, 80 and go per cent. respectively, were 
made, these being included especially to show how far coarse- 
ness of grain could be carried to good advantage as already 
spoken of, when describing the object of these tests. The 30 per 
cent. series was omitted altogether, as it would give mixtures not 
materially different from the ro per cent. series. 

Resulis Obtained.—In tabulating the results obtained, col- 
umns have been inserted in the table, showing the “relative posi- 
tion” of each mixture as to the per cent. of voids from the lowest 
to the highest and for tensile strength from the highest results to 
the lowest. 

With regard to the results obtained for per cent. of voids, it 
may be noted that of the sixteen mixtures giving less than 35 per 
cent. of voids, four of these, Nos. 6, 25, 37 and 4u, are in general 
what might be called well graded sands, although the two latter 
are rather coarse, while the other twelve, Nos. 5, Oy Oy 1 Palos 20; 
21, 31, 32, 39, 43 and 51, each contain comparatively large pro- 
portions of the coarse and fine grades with correspondingly small 
proportions of the medium grades. 

It will be noticed also that there is quite a marked difference 
in “relative position” between the mixtures giving the lowest per 
cent. of voids and those giving the highest tensile strength, and 
it would seem that there is not such a close relation between the 
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two as there has sometimes been considered to be, the tensile 
strength apparently being more largely dependent on the coarse- 
ness of grain than on a lowper cent. of voids. Thus in making a 
comparison between the sixteen mixtures already mentioned as 
giving the lowest per cent. of voids and the sixteen mixtures 
giving the highest tensile strength which are: 


7-day, Nos. 6, 9) 25; 37) 40, 41, 45> SI, 57 59-65. 
g5-day, Nos. 0, 25, 32, 37, 40,41, 44, 45, 515 $7,150, 01-65. 
2 month, Nes.-0, 25, 33, 3741, 45, 515.57-05; 


it may be noted that of the former list the following numbers 
only are included in the latter list: 


FAY, INOS. 0,6) 25, 37, 41; 51s 
ae-ay, NCS0, 25,/32, 37, AI, 51. 
3-month, Nos. 6, 25, 37, 41, 51. 


While the numbers making up the latter list are without 
exception the coarsest sands in the lot, No. 65 which marks the 
extreme of coarseness having a relative position of 4, 8 and 11-for 
7 days, 28 days and 3 months respectively, but at the same time 
having a relative position of 64 with relation to the per cent. of 
voids. 

It is quite possible, however, that while coarseness of grain 
tends to produce a high tensile strength a better graded sand 
might produce a mortar of greater density and one that would 
give higher results in compression tests than the coarser grades, 
and it is to be regretted that compression tests were not available 
for comparison with the tensile tests here reported, especially in 
connection with some of the more important mixtures. 

Therefore, in conclusion, it may be said that while these 
experiments may not be as complete as could have been desired, 
still it is hoped that they may be of some interest along the lines 
indicated, and may add a little to the information already at hand 
from the various investigations that have been made in regard to 
the best grades of sand for use in the works of engineering con- 
struction into which this material enters. 


APPENDIX. 


Since the foregoing paper was written tests for compressive 
strength and permeability have been made on some of the more 
representative mixtures included in the above table the results of 
which are herewith added to the results there given. 

The compression tests were made at the Structural Materials 
Testing Laboratory of the U.S. Geological Survey at St. Louis, Mo., 
six samples of sand being sent there for that purpose and a supply 
of cement also being furnished from the same lot used for the 
tensile tests in the above mentioned table. The results obtained 
are as follows, the figures given being in each case the average of 
three specimens tested for the period in question: 


Compressive Strength. 
| Pounds per sq. in.—3 to 1 (by Vol.). 
Sample. = 
7 days. 28 days. 3 mos. 
INS sta WKSENGhine sts aiponc ose aon occ Io 861 TQOe 1,833 
bos Wiellicradeds i. warn iente| 1,284 2,335 4,150 
‘39, Lowest per cent. of voids (mix- | 
ture of coarse and fine) ..... 920 1,718 3,050 

CN A COATS ccuenwiao Ceaelepons = shatters 1,619 2,400 4,108 
OO. iO ial HO es ieee Rta coho Ao Bee aS 413 1,219 1,742 
SS Ocrely xtreme lyaCOanscemny erties tee: 669 1,589 3,800 


The permeability tests have not been very extensive and it 
will hardly be in order to give a detailed description here of the 
apparatus used. Briefly stated, however, the apparatus consists of 
cast iron cylinders containing a core of mortar 20 in. high and 6 in. 
in diameter connected with the city water system in such a way 
that water pressure from the system can be applied to the top of the 
cylinder of mortar and measurements taken at the bottom of the 
amount of water coming through in a given time, giving the rate 
of percolation in cc. per hour, this method being similar to that 
used for an extensive series of experiments made in this line in 
connection with the Metropolitan Water Works of Massachusetts, 
at Clinton, Mass., at which place the writer was located before 
coming to his present position. 
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It was well known from the tests made there that a sand of 
a coarseness such that 50 per cent. or more would be included in 
the portion passing a No. 8 sieve and held on a No. 30 would give 
good results in this line. Therefore, Sample No. 26 was taken 
as a representative sample of this class and tests for a comparison 
with it were made on Nos. 41 and 65 to get some idea of how much 
farther, if any, the coarseness could be carried with good results 
as to permeability. As to the results obtained, No. 41 gave a 
somewhat lower rate of percolation than No. 26, but in the case 
of No. 65 there was a very large flow, the water passing through 
in a large stream with apparently but little diminution in force. 

These additional tests for compression and permeability 
taken in connection with the results previously reported would 
seem to show that Sample No. 41 is about the limit to which 
coarseness can be carried to good advantage, this sample giving 
as a whole the best results of any under consideration here. 

It would seem from the results of the foregoing tests that a 
low per cent. of voids alone does not give much indication of the 
value of a sand unless accompanied by coarseness of grain, and, 
also, that requirements calling for a well graded sand might well 
be modified to call for a sand graded from coarse to fine with the 
coarse grains largely predominating in amount, such as are repre- 
sented by Nos. 25, 37 and 41 of the foregoing series. 


Mr. Brown. 


Mr. Humphrey. 


M:. Brown. 


Mr. Humphrey. 


DISCUSSION. 


Mr. S. A. Brown.—I should like Mr. Humphrey to kindly 
describe in detail the method he uses for obtaining voids. 

Mr. Ricuarp L. Humpurey.—The apparatus referred to 
by Mr. Jewett in his paper is one of several which we are try- 
ing at St. Louis. It consists of a percolator of glass, having 
a porcelain cap fitting over the outlet at the bottom. The 
burette provided with a stop cock, contains the water which is 
used. The burette is connected to the bottom of the percolator 
by means of the rubber tube. The percolator is filled with 
sand or the material from which the percentage of voids is to be 
obtained either toa given mark or to the top. The water is allowed 
to flow in from the burette through the tube, and in rising in 
the percolator drives out the air of the quantity required to fill 
the percolator to the top, representing the voids in the mate- 
rials under test. As indicated by Mr. Jewett, better results can be 
obtained by bringing the sand up to the top of the percolator and 
filling with water to that point than to attempt to bring the sand 
and water to a given point. The great trouble in determining the 
percentage of voids is to get the entrained air out of the mass of 
sand. It is almost impossible to pour water in from the top of a 
vessel so as to get this air out, and the most efficient way seems to 
be to pour the water from the bottom of the vessel. We also tried 
to sieve the material into a jar of water and observe the increase 
in volume due to the admission of a given quantity of material, but 
careful comparison of this method with the percolator gave 
practically concordant results, besides the percolator is much more 
convenient. ‘The more accurate way of determining the percentage 
of voids is to get the specific gravity of the materials and from this 
calculate the voids in a given weight of the same material. We are 
making both determinations at St. Louis. 

Mr. Brown.—If you pour the sand into the vessel containing 
the water is not the air thoroughly driven out, which produces a 
readjustment of the particles, causing shrinkage in volume ? 

Mr. Humpurey.—I think that is quite true, but it should be 
remembered that there is a given amount of material to be tested 
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and the amount of water required to fill the vessel up to the level 
of the material before the water is admitted represents the total 
voids in that material in the loose state. No matter what kind of 
sand is used and no matter how carefully the tests are made there 
will always be more or less shrinkage in the volume. 

Mr. Brown.—There has always been a question in my mind 
as to whether the voids should be calculated upon the original 
volume used at the beginning of the test or the readjusted volume. 
It seems to me that in concrete where the water is sufficient to 
allow a movement of the particles that this readjustment would 
take place with a consequent reduction of voids. Such a read- 
justed volume should be used as the basis for calculation. 

In experiments with different sands I have noticed that in 
allowing the sand to settle through the water, a graded sand would 
decrease considerably in volume, while a uniform sand tested 
under the same conditions would remain about the same in volume. 

Mr. W. B. FuLLer.—I would question the accuracy of the 
determination of voids in sand by any means of measuring with 
water, andam accordingly inclined to view with doubt conclusions 
as to relative values of mortars based on such determinations. 

Voids determined by the water method, even if accurately 
determined, represent the voids only under one condition and that 
condition is entirely distinct from the arrangement of the par- 
ticles of sand as they occur in mortars. I have made many 
tests on sands which are found in the vicinity of New York City 
under different conditions of contained moisture and packing and 
find such sands to weigh anywhere from 80 to 120 pounds per 
cubic foot, although the. specific gravity of the sand particles. is 
alike in all cases.* In other words identically the same sand 
- will have from 25 to 50 per cent. voids depending on the conditions 
of measurement. 

It is quite possible that the sands as represented in the author’s 
tables as having the least amount of voids may not have the least 
amount of void when mixed in the form of mortar. 

To my mind the scientific way of comparing different mor- 
tars and concrete is to weigh all the material entering into its 
composition and after determining its set volume to entenlale from 


*See Taylor and Thompson’s Treatise on Concrete, Plain and 
Reinforced, pp. 176-178. 
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Mr. Fuller. 


Mr. Fuiler. 


Mr. Taylor. 
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the known specific gravity of the materials the density of the 
specimen (that is the total amount of solid ingredients it contains). 

This insures a knowledge of the absolute volume of each 
ingredient and thus a knowledge of the remaining void and 
I believe as a result of my experience with New York City sands 
that a comparison on such a basis would bring out laws of value 
to other experimentors along the same line. 

Mr. W. P. Taytor.—I would like to corroborate in every 
respect what Mr. Fuller has said. ‘The only proper condition in 
which sand can be tested for voids is after first drying it to a fixed 
temperature of a little over 212° F., and if that is done and water 
is added, the amount of water absorbed during the process is so 
great as to entirely upset any calculation; whereas, if the sand is 
first dried and then put into a cylinder or some similar receptacle 
under a uniform compacting or jarring it is possible to get very 
uniform and accurate determinations on these tests by means of 
a simple weighing. 

Mr. L. W. Watters.—I agree with Mr. Taylor in his remarks 
as regards the advisability of drying sand in all cases before deter- 
mination is made for percentage of voids. I have made extensive 
experiments to determine the comparative volume of mortar 
resulting from using sand by measure wet on one hand and dry on 
the other; and I would say that the volume of resulting mortar 
runs usually from 10 to 15 or 16 per cent. higher by using the dried 
sand by measure than by using the same sand wet by measure 
without compressing. This would indicate that the percentage 
of voids in wet sand is much greater than in the same sand if dried; 
and from this fact I think it is important that in determining the 
percentage of voids in sand, we adhere to one particular method, 
either by letting water enter the sand as measured dry or by pour- 
ing sand into the water; because, by varying the methods, the 
results obtained will be materially different. 

Mr. HumpHrey.—I am glad that Mr. Fuller and Mr. Tay- 
lor and others have brought out points in discussing this ques- 
tion of the percentage of voids, and I would like to say that I did 
not intend, in answering Mr. Brown’s question, to stand for any 
method. I did not tell the whole story in describing that method. 
We take the sand which comes to the laboratory, dry it, determine 
its specific gravity, get the percentage of absorption and then dry 
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the sand before determining the percentage of voids, that is, before 
placing it in the percolator. When we determine the percentage 
of voids by the percolator method the absorption and the specific 
gravity and therefore the calculated percentage of voids to com- 
pare with the amount observed by means of the percolator. The 
method suggested by Mr. Fuller is that which we have in use and 
is the one which was adopted by the Joint Committee. After 
a thorough discussion of the subject the committee decided that 
in all determinations of this kind the percentage of voids should 
be also determined by calculation from the specific gravity. 

Mr. Brown.—It strikes me that the amount of voids in any 
material used fer concrete, is the amount of voids obtained in the 
resulting concrete and not in the dried material. 

If there is sufficient water and pressure (from weight of mate- 
rials) the aggregates will form a more dense body than in handling 
them in the dry state, and as the first condition is that in actual 
practice, I should think that a method of determining the voids 
recognizing this point would be best. 

Has any one present made any experiments to ascertain the 
comparative weight of loose, packed, damp, wet and sand dried 
after allowing it to fall through water to a given volume? It 
will be found I think in all cases that the voids are reduced ma- 
terially by dropping through water. 

Mr. Taytor.—lt seems to me that if Mr. Humphrey already 
knows the specific gravity of the sand, he takes a very roundabout 
method of getting the voids; because if the weight of the sand in 
the cylinder is known, the percentage of voids follows from a little 
calculation, all these water percolations being entirely unnecessary. 

Mr. FuLLer.—Answering Mr. Brown as to the determination 
of per cent. of voids by dropping sand slowly through water, the 
speaker would say that this method occured to him at one time as 
being a possible way of obtaining a satisfactory result; but on 
making several hundred tests of that kind he found that very 
different results are obtained depending on the size of the sand 
grains. A great many tests were then made by separating the 
sand grains into different sizes, beginning with the very finest 
which will go through a 200 sieve, and it was found that there are 
variations of fully 50 per cent. in the determinations of the voids 
in sand by the method of dropping through water. 


Mr. Humphrey. 


Mr. Brown. 


Mr. Taylor. 
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SOME TESTS OF REINFORCED CONCRETE BEAMS. 
By GAETANO LANZA. 


Inasmuch as the writer believes that a prerequisite to the 
deduction of suitable formule for the determination of the strength 
of reinforced concrete beams, is an experimental study of the 
strains actually occurring in such beams, under a variety of 
loads, the following account will be given of certain work of this 
character performed under his direction in the laboratory of 
Applied Mechanics at the Massachusetts Institute of Technology 
by Messrs. W. H. Adams, I. F. Atwood, H. O. Blatt and J. D. 
McQuaid for their graduating theses. ) 

The beams included in this paper were thirteen in number, 
all 8 by 12 in. cross-section and 11 ft. span. They were all 
supported at the ends, and loaded transversely, the load being 
applied, in each case, at two points, each 22 in. from the middle 
of the span. 

The composition of the concrete was the same in all cases, 
viz: 1 part, by volume, of Portland cement (Star brand), 3 
parts, by volume, of sharp, clean, and coarse sand from New- 
buryport, Mass., 4 parts, by volume, of trap rock from Somer- 
ville, Mass., which would pass a t-inch ring sieve, and 2 parts, 
by volume, of the same kind of rock which would pass a $-inch 
ring sieve; these proportions being such as would, theoretically, a 
little more than fill the voids in each case. The quantity of 
water used, varied from 6 to 7} per cent. by weight. 

The tensile strength of the steel reinforcing bars used, when 
plain, varied from 56,000 to 63,000 pounds per square inch, and, 
when twisted, the tensile strength was about one-third greater. 
The elastic limit varied from 29,000 to 38,000 pounds per 
square inch for the plain bars, and, for the twisted, from 52,000 
to 61,000 pounds per square inch. 

The average modulus of elasticity of the steel, was about 
28,000,000 pounds per square inch. = 
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The reinforcing rods which were either square bars, or 
square bars twisted, extending longitudinally throughout the 
length of the beams, the centers of their cross- sections, at ne 
ends, being 2 inches from the bottom, with a sag of from } to 2 
of an inch at the middle of thespan. Beams L 2 3, and L by each 
contained, in addition to their reinforcing rods, a vertical layer 
of expanded metal, extending throughout their length and height. 

The strains were measured at four points in the depth of 
the beam on each side. The points at which strains were meas- 
ured were respectively 1 in. and 5 in. above and below the center 
of the depth of the beam; those s in. above and below the center 
being determined on a gauged length of 27 inches, and those 
1 in. above and below the center being determined on a gauged 
length of 12 inches. 

The strains plotted in the strain diagrams are those corre- 
sponding to the difference between the load indicated, and the 
initial load, the amount of which is shown in each case in the 
plots. 

On the folding plate plots will be found showing, in the 
case of each beam, the height of the neutral axis above the bot- 
tom of the beam, as determined by experiment, compared with 
that which would be obtained from calculation by assuming the 
strains to vary directly as their distances from the neutral axis, 
and the stresses in the concrete and the steel, respectively, to be 
the product obtained by multiplying the strains by the respective 
moduli of elasticity of the materials. The height of the neutral 
axis above the bottom of the beam in each case is also given 
in the tables, under the heading Neutral Axis. 

It will be seen that, in the beams tested, the extreme motion 
of the neutral axis under different loads was not very great. 

In making the calculations for the positions of the so-called 
theoretical neutral axis, the modulus of elasticity of the steel 
was taken as 28,000,000 pounds per sq. in. and that of the 
concrete as 3,000,000 pounds per sq. in., which was approxi- 
mately the average of the moduli of elasticity of the concrete 
used as determined by compressive tests. 

In the strain diagrams the abscissas represent the strains to 
a scale of 0.25 in. for o.coo1 strain, while the ordinates rt 
distances from the bottom of the beam, 
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BEAM A—t1. 
One 1-inch plain rod. Age, 
53 days. 
Initial load, 1250 lbs. 
Breaking load, 15250 lbs. 
Load. Neutral Axis. 
Pounds. Inches. 
2250 7-6 
3250 7-5 
4250 O27, 
5250 6.6 
6250 6.9 
8250 Up) 
10250 ie 
12250 Vee 
14250 dee 
ao BEAM A—2. _ 
ee : i One 1-inchtwistedrod. Age, 
a : Seen : 49 days. 
ents HES Initial load, 1250 lbs. 
co ee Breaking load, 16500 lbs. 
$0tafestagaza ered ffaad fits His Hf Hing iS 5 . 4 
a : a aa First Application. 
a Cee ae aa Sree Load. Neutral Axis. 
any a a i eas ne Pounds. Inches. 
a i Hitt tis H Hee 2250 5-4 
a FEE Et i 2 eae 3250 6.2 
il a SESH = ett 4250 7-4 
8. oo 5250 6.7 
i a ‘| aD a H 6250 On7 
ii ce ean 8250 FEO, 
| i i i di fe AH suit HEE 10250 7-1 
i Ein 12250 Fhiact 
. 
_ ae Second Application. 
He 2250 TO 
Hi 3250 8.4 
Bit : 4250 ‘6.4 
ae 5250 6.5 
el 6250 Tee 
8250 Choy, 
10250 7 ot 
| a 12250 7.9 
f a 14250 Te 
ae ity 16250 ie 
EGR Te! 
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5 ee ess BEAM B—3. 
ce ee Two ?-inch plain rods. Age, 
aS : : ae 43 days. 
2 oe ee ee ee ee Initial load, 1250 Ibs. | 
ee = ee Breaking load, 15950 lbs. 
ee First Application. 
e Load. Neutral Axis. 
Pounds. _ Inches. 
2250 6.0 
3250 : 
4500 ‘ 


6250 
8250 
10250 


. 


Feat 
6.5 
5250 6.9 
7.2 
7°5 


iglesia te een Lae reo FREE H = 
disci esta eyes RIE ey fil fieHipit 
Es ct ae eect seg TOR CEE i ate 
fait pee uiae Edie Be shih 
Ej fife at te Bae 
i He . . 
HE Second Application. 
fn 2250 8.0 
ae : 3250 6.8 
He 4500 7-7 
6250 io) 
at 8250 ENO) 
10250 Ah 
12250 Poly: 
HH 
ie 
iH 
a 
z nies 5 feel i 
ei Sueur i Sine dee ctu 
ree ee ers i ty if HEH 
i i if 
sis a tet BESHES ate zt ae eu RET 
i fara nestesestpastzs i a 
f citi si +o i Se HH * . . 
eee eee ae Third Application 
BEER ene ett Tia) Aieaun Rau are eee 
FC 2250 7.7 
ae gata : steuipenaaeeisteit 4) Haga Fs ta 
ee Pele 3250 7.4 
oe beta 5250 (Ee 
Se a A He A 8250 TA 
ee ee 10250 75 
Ee sonata ara i i 12250 7°5 
i Hee : (ea SPARS a 
i cae 
eaaens ep a at 
Breet aia if : ae i He 
REE i ie Beuceaati gin 
Hertel fH i HE ae 
Hedin Feag aed ea een ctacat i +H HH 
HEH eiteated testis tii if 
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: Hs Fourth Application. 
: Load. j Neutral Axis. 
He Pounds. Inches. 
i H 5250 Upe) 
faa : Hi 6250 Gets 
ae : : 8250 7-7 
—! i : : 10250 Teceh 
ae i : 12250 7.6 
aa Ha ae as a eee i * 14259 315 
| 
teat fit HE E : aie 
: : e 
a BEAM C—s. 
Four 3-inch plain rods. 
Age, 35 days. 
= Initial load, 2000 lbs. 
ss Breaking load, 17500 lbs. 
eS Load. Neutral Axis. 
: = Pounds. Inches. 
eee 4000 (jas) 
eee = 6000 4 
eee 8000 7.6 
a : oe = I0000 Tks 
ae g Seeeeeers I2000 7.6 
He ae fae SS 14000 7.7 
Hee as ogee ee 16000 7-9 
ci Sa aieaie Sis LE Seecsese 
: 
BEAM E—». 
Two 4-inch twisted rods. 
‘ Age, 54 days. 
Initial load, 1250 lbs. 
Breaking load, 22250 lbs. 
First Application. 
Load. Neutral Axis. 
a Pounds. Inches. 
E Ea 2250 8.0 
Gita i fe 6 
Ln Ht RE Bs 4250 9 
: a ageagie : 
|. oe a 
a a syed 250 “9 
Gaia ae eR aaa 8250 6.9 
eee aay 10250 6.9 
St ea te 12250 6.9 
i Heese 


$3 alee i 


if 
tt 


tf 
at 
Hie 


of if Ht Hf tft 
ii 
é 4 i: 
arti ara tae ti 
siti cae 
th StH a te 
it = +t LEE tt 


it 


i = i: ferseite EE 
anes iastesanies 
ss tosvazznssi 
z : 
PH Bah este: Hf] tt 
sath = ie - 
Ht HH 
A 
ieee pananae 4 
str cts: H a 
“ttt i 
HH i aici feet o fet 
y a FTEEERFSESEEEH 
. ef 
SHE ae He 
HH SE: a # 
fe i. = 
+ fei 
+H # Ht seater 
lee # 
i ria 
EeretEe oH tres Ps 
ee nel naee oe 
if Gfeial ett ee erated 
Es 
i apetstnisieitaasi: 
ts is : 
Et aatslaitiracs 
iit H 
etic 
i | [EE 


Second Application. 


Loads. 
Pounds. 
3250 
4250 
5250 
6250 
8250 
10250 
12250 
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Third Application. 


2250 
3250 
4250 
5250 
6250 
8250 
10250 
12250 


6. 
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Neutral Axis. 
Inches. 


Fourth Application. 


2250 
3250 
4250 
6252 
8250 
10250 
12250 
I4250 
16250 
18250 
20250 
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BEAM L—23. 


Two 2-inch twisted rods and expanded metal. Age, 4o days. 
Initial load, 1250 lbs. Breaking load, 24250 lbs. 


Load. Neutral 
Pounds. Coos 
2250 6.1 
3250 rr) 
4250 6.3 
5250 6.5 
6250 On 
8250 VfokS: 
10250 shou 
12250 oe 
14250 Gh 
16250 isd 
18250 Who 
20250 6.9 
22250 6.8 
: eT BEAM L—24. 
A a One 1-inch twisted rod and 
ee expanded metal. Age, 
LC He 49 days. 
/ Te Initial load, 1250 lbs. 
i Breaking load, 21750 lbs. 
ce First Application. 
in 7 : Load. Neutral Axis. 
ae Pounds. - Inches. 
a a 2250 8.3 
HEH Hit 3 2 50 7 MW 4 
Ht 7 a if 4250 7-7 
5250 7-6 
i He 6250 = Si.0 
tate 8250 Sire 
WHER 10250 Sie 
12250 Sor 


Second Application. 


. 


COHHHHOHWOON 


HE 2250 
ae 3250 
i 4250 
# 5250 
6250 
8250 
By 10250 
‘ 12250 
i 14250 
16250 
is 18250. 
20250 
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Se ee ae . A Sage BEAM G—z3. 
| eee ee aes Two 1-inch twisted rods. 
ee : Age, 14 months. 
=e 2 = ae = Initial load, 1300 lbs. 
Se Breaking load, 33950 lbs. 
ee ee Load. Neutral Axis. 
ae = f= cage Pounds. Inches. 
Sete epee imeem! 4300 6.2 
Seas ——— 6300 2 
a= See = is Saas 8300 aa 
es ee Sara Ss I0300 6.0 
ise piace ee Se 12300 6.5 
sees eae ener ae eee 14300 6.7 
2 Be Fo fff : = 18300 em 
ae fit 22300 7-5 
= See aes seeees 26300 Gea) 
He : = : 31300 Ff oS 
= = = = BEAM G—14. 
= See £4 Two r-inch plain rods. 
22 BS eee ee Se Age, 14 months 2 
Hees 5; Ses days. 
aS a Hees ee Initial load, 1300 lbs. 
=  E a : Breaking load, 32100 
== = : Se Ibs. 
ae == ie ee Load. Neutral Axis. 
ae = : a Pounds. Inches. 
ae 2 . : 2300 ices 
HS = zit SEH tae ra eeeneaea Lo oe 5° 
Seer See a are Se ae 6300 5-8 
: = pve feaasie ae SEE 8300 at) 
oS ee Ae oe ae 10300 Bae) 
Spee BEE oe cai e 12300 5-9 
aoe i : ee s 16300 6.2 
atte Se eetiet = ze = inti = pest z ZO3 00 6 8 
ee 2 ee 24300 6.2 
28300 6.5 
: a Sa BEAM H—15. 
isa Three J-inch twisted rods. 
Age, 14 months 8 days. 
Tnitial load, 1300 Ibs. 
Breaking load, 36600 lbs. 
Load. Neutral Axis. 
Pounds. Inches. 
2300 5-9 
4300 5-6 
6300 6.0 
8300 So 
10300 6.0 
12300 6.0 
16300 One 
20300 6.5 
24300 6.6 
28300 6.8 
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BEAM H—t16. i 
Three {-inch plain rods. 
Age, 14 cipanis 7 days. 
Initial load, 1300 lbs. 
Breaking load, 31500 lbs. 

Load. Neutral Axis. 
Pounds. Inches. 
2300 ipo 
4300 O55 
6300 6.8 
8300 O25 

10300 6.8 
12300 6.9 
16300 7.0 
20300 7 eal 
24300 Wise 
28300 7 
30300 7-0 
BEAM I—17. & 
Four 23-inch twisted rods. 
Age, 14 months 2 days. 
Initial load, 1300 lbs. 
Breaking load, 32200 lbs. 
Load. Neutral Axis. 
Pounds. Inches. 
2300 7.9 
4300 6.5 
6300 622 
8300 ay 
I0300 6.4 
I2300 6.5 
16300 6.9 
20300 Tie 
24300 ee 
28300 Woes 
30300 vo 
BEAM I—18. 
Four 3-inch plain rods. Age, 
14 months 8 days. 
Initial load, 1300 lbs. 
Breaking load, 31800 lbs. 
‘Load. Neutral Axis. 
Pounds. Inches. 
6300 4. 
8300 4. 
10300 os 
12300 5-6 
16300 One 
20300 (ee 
24300 6.3 
28300 6.4 


PLATE XX\I. 
Proc. Am. Soc. Test. Mats. 
VOLUME VI. 
LANZA ON TESTS OF CONCRETE BEAMS. 
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TESTS OF REINFORCED CONCRETE BEAMS. 
By C.2).-timpen. 


The tests to be described were made at the University of 
Michigan in April and May, 1906, for the Trussed Concrete Steel 
Company of Detroit. 

Seven beams were tested,—four on a span of 13 feet, two ona 
span of 17 feet 8 inches and one ona span of 21 fect 8 inches. The 
four smallest beams were 12 inches wide, 16 inches deep and about 
14 feet long, two of which, numbered 1 and 2, were reinforced with 
the Kahn trussed bar, while the remaining two, numbered 6 and 7, 
were reinforced with plain round rods for purposes of comparison. 
Beams 3 and 4 were each 16 inches wide, and 20 inches deep, and 
18 feet 8 inches in length, both reinforced with Kahn bars. The 
largest beam, number 5, was 2 feet deep, and 20 inches wide, witha 
total length of 22 feet 8 inches and reinforced with Kahn bars. The 
span in cach case was clear, and kept constant by‘ the use of steel 
rollers between the supporting blocks and the under side of the beam. 

All the beams were reinforced with steel both top and bot- 
tom, that is against compression as well as tension. The tension 
reinforcement varied from 1.08 to 2 per cent. of the area of cross- 
section above center of steel, the area of steel in compression being 
from one-third to one-half of that in tension. The arrangement of 
reinforcing bars in the several beams is shown in Figs. © 10.4; 
and the shapes and sizes are given in the table. 

The beams were made in December, 1905, by the engineer 
of the Trussed Concrete Steel Company, and tested by the writer 
after four or five months. (The age in days at testing is given in 
column 4 of the accompanying schedule.) The mixture used was 
one part of Etna cement, two parts of clean sand and four parts of 
crushed limestone broken to 2 of an inch or smaller. The forms 
were tight and a wet mixture used, the mixing being done by hand. 
The resulting concrete was very dense and uniform. ‘To prevent 
freezing, the forms were enclosed in a rough shed and a stove fire 
kept burning for a week or ten days after filling the molds. 


Acknowledgment is made to the Railway and Engineering Review 
for the cuts used in this paper.—Ep. 
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The method of loading was designed to secure the nearest 
possible approach to a uniformly distributed load on the beam, 
and is illustrated by Figs. 1 to 5. The clear span between sup- 
ports was divided into 6 or 8 or 10 bays, depending upon the span, 


= = Z 4-3-0- -—______- 

oath B ENG ee E F 
Ore Ot OD OOS OND Cer Oller 

eee nr De ar eK Sa 
ILE REE ONE, ORR Oe OR LEE NPN X Sa 

RAK KPIS ws ROU x y SC Ss KX SS 

- Sa aN ee eee ee 
——— — 


Fig. 4. Beam 7, 


lettered A, B, C, etc. By means of pipes laid in pairs transversel y 
on top of the beam, the load was concentrated at intervals of 1 3 
inches. Each pair of pipes carried a load of sand bags, each bag 
weighing one hundred pounds. The number of sacks on each pair 
of pipes was kept constant and carefully recorded as the test 
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progressed, so that the total load on the beam as well as the load at 
each point of concentration could be readily determined at any 
stage of the test. 

The pipes rested on the beams at about their middle points, 
overhanging the south side of the beam about ten feet. On the 
north side, the ends of the pipes were carried in yokes, hung to a 
frame by means of spring balances (Fig. 5). These yokes were 
merely to prevent the load from toppling over while the sand 
bags were being placed, and the balances enabled that portion 
of the load not effective on the beam to be determined as a “‘nega- 


Fig. 5. 


tive reading.” The total load on each bay and the negative read- 


ing of the corresponding balance, was recorded at each increment 
of load, when the deflection was read. The absence of “arching” 
effect in this system of loading was evidenced in several ways at 
different times during the tests. In loading the beams, it some- 
times happened that the load on a pair of tubes would be slightly 
greater on the side away from the spring balances than on the side 
towards them. This would cause the load on that particular 
pair of tubes to tilt, and this without affecting in the slightest the 
load on either side. Another and rather striking bit of evidence on 
this point occurred on sunny days about noon, when the sun’s 
rays were parallel to the length of the pipes. The continuous 


Ce ee 
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streaks of sunshine on the ground between the shadows of adjacent 
piles of sand bags showed conclusively the independent action of 
each pile. 

Deflections were measured by means of a specially devised 
apparatus reading to one one-hundredth of an inch. The photo- 
graph, Fig. 6, shows the apparatus attached to beam No. 4, 17 
feet 8 inches span. The instrument is hung on the beam at the 
ends, directly over the supports, by means of the frame, and the 
deflections read at mid-span. A block of wood, shod with brass, 
is rigidly attached to the beam and bears on the brass disc, which 


late, (6, 


is eccentrically supported and carries a long arm, or pointer. 
The deflection of the beam causes an equal deflection of the 
center of the disc, and this causes a rise ten times as much at the 
end of the pointer. The scale is divided into tenths of an inch, 
so that deflections of hundredths are read directly. 

The load deflection curves for beams 2, 6 and 7 are shown 
in Fig. 7, and for beams 3 and 4 in Fig. 8. These are interesting 
on account of the practically uniform deflection for a given incre- 
ment of load up to a deflection of about one four-hundredth of the 
span. The curve is seen to be very closely a straight line up to 
this point for all the beams, and the same phenomenon was noted 
in the case of Beam 5, whose load deflection curve,—not shown 
here,— was similar to that of Beam 3. While the impossibility of 
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getting close to the side of the beam during the loading precluded 
accurate observation of the early cracking of the concrete, the 
stage at which the first cracks were noted was but little more than 
half way up the straight portion of the curve, and it is probable 
that minute cracks existed much earlier. The same fact was 
noted in regard to the other beams, with the exception of No. 1, 
for which no observations were made. 

The accompanying schedule gives the principal facts concern- 
ing each beam, the experimental results obtained, and some 
computations in regard to the probable tensile stress in the steel. 


re Shaded Area Shows boncréte in 
TF 


sae. 


Compression, 


LF) 
VED» Sere 


ons of beam No.2 at center.show- 


Longitudinal ond transverse sect 
tna assumed distribution of stresses. 


Fic. 9. 


~The method of computing these stresses is explained by reference 

to Fig. 9, which shows longitudinal and transverse sections of 
Beam No. 2 at center, indicating assumed distribution of stresses. 
The center of steel in compression is assumed to be the center 
of compressive stresses on the cross-section, and the following 
notation is used: 

A=area of steel in tension. 

kA =area of steel in compression. 

f,’=maximum unit compressive stress in concrete. 

f./ = unit compressive stress in steel. 

f,=unit tensile stress in steel. 

d=distance ctr. of steel in tension to ctr. of steel in compres 
sion, = effective depth of beam. 
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Then, Moment of Resistance =f,Ad, or f,= 4 q= unit tensile 


stress in the steel. 

This rather arbitrary assumption in regard to the distribution 
of stress on the cross-section of the beam was made in an endeavor 
to fit the theory to observed facts. During the progress of the 
tests many photographs were taken, showing the cracks in the 
sides of the beams. In a subsequent detailed study of these 
photographs it was possible to trace the cracks, even for loads 
considerably below the ultimate, up to points far above the theo- 
retical location of the neutral axis, as deduced for a beam reinforced 
in both tension and compression. The assumption shown in 
Fig. 9 as to the variation of compressive stress in the concrete, that 
is, a rectangle superimposed upon a parabola, brings the neutral 
axis 2.4 a’ below the top of the beam, and is thought to represent 
fairly well the actual observed conditions. 

The stresses in columns 23, 24 and 26 of the schedule are all 
computed on this assumption. While it is a simple matter to 
compute the tensile stress in the steel, it is much more difficult 
to get any values for the compressive stresses in steel and concrete, 
as this depends on the ratio assumed for the moduli of elasticity 
of the two materials. As the value of the modulus for concrete 
is uncertain anyway, and varies in the same concrete with varia- 
tions in stress, the compressive stresses cannot be determined 
as certainly as the tensile stresses, and they are not, therefore, 
included in the table. 


INVESTIGATION OF THE THERMAL CONDUCTIVITY 
OF CONCRETE AND THE EFFECT OF HEAT UPON 
ITS STRENGTH AND ELASTIC PROPERTIES. 


By Jra H. Woo.son. 


This paper is a record of some experiments made in con- 
tinuation of work described in a paper presented to the Society 
last year (Vol. V, p. 335), under the title of “Investigation of the 
Effect of Heat upon the Crushing Strength and Elastic Propertier 
of Concrete.” Those familiar with that paper will remember 
that it recorded a series of tests, showing that both the strength 
and elasticity of concrete were rapidly diminished by the application 
of comparatively low heat for moderate periods of time. The 
results appeared quite contradictory to well-established evidence 
regarding the behavior of that material in actual fires, and in fire 
tests of full size floor units. Endeavoring to elucidate this dis- 
crepancy, the writer made a single experiment on the conductivity 
of concrete which apparently explained the whole variation, and 
pointed to the fact that the virtue of concrete as a fire resisting 
material was due to its high non-conductivity. The other tests 
showed that if it were thoroughly heated to 1,500° F. its strength 
and elasticity were largely dissipated. | 

In the discussion which followed the reading of the paper, it 
was suggested that further investigation of the conductivity of 
concrete should be made; also, that additional proof of the other 
results, using larger specimens and different concrete mixtures, 
was desirable. 

At the request of the ‘‘Joint Committee on Concrete” the 
writer has continued the experiments, and this paper is a summary 
of the new data. 

The actual work of preparing and testing the specimens, 
making the calculations, and plotting the curves was done by 
students in the Department of Mechanical Engineering, Columbia 
University, under the writer’s direction. This year the investi- 
gation was made by Messrs. R. M. Olyphant, Jr., Geo. W. Riddle, 


Acknowledgment is made to the Engineering Record for the cuts 
used in this paper.—ED. 
28 (433) 


434 WooLson ON Errect oF HEAT ON CONCRETE. 


and W. Putnam, students in the senior class, who did the work as 
a thesis problem. Their hearty co-operation and faithful atten- 
tion to detail has alone made this paper possible. 

The aggregate used was the same as last year, namely, a 
1-2-4 mixture of Portland cement, sharp sand and #-inch clean, 
broken stone, both trap rock and limestone being employed. In 
addition to these, other specimens were made in the same propor- 
tions, using clean 4 inch quartz gravel instead of the broken stone, 
and in another set, clean boiler cinders instead of stone. 

The cement was furnished by the Committee and was said 
to be composed of a mixture of “Giant,” “Lehigh” and “Vul- 
canite.”’ It was a slow-setting cement, taking 7 hours 40 minutes 
for initial set, and 14 hours 10 minutes for hard set. The average 
strength neat for 1 day was 246 pounds; 7 days was 710 pounds. 
Mixed with three parts sand, the average for 7 days was 160 
pounds, and for 28 days, 286 pounds. 

The concrete was mixed moderately wet and well tamped. 
The specimens were left in the molds 36 hours, then removed 
and submerged in water for 7 days, after which they were allowed 
to stand for 7 weeks in a cellar being occasionally sprinkled. 

It was suggested that instead of raising the temperature of 
the specimens very slowly, so that three or four hours were con- 
sumed in attaining a furnace temperature of 1,500 to 2,000° F., as 
was done last year, it would be instructive to bring the furnace 
temperature rapidly up to some fixed point, then holding it there 
for a definite period. The idea being that duplicate tests would 
be easier and the conditions approach more nearly those of an 
actual fire. This was done in all cases in the present series of 
experiments; 1,500° F. was adopted as a fair average, and the 
furnace raised to that temperature in 40 to 60 minutes and held 
there for the balance of the test. It was thought unwise to raise 
the temperature faster than this for fear of producing internal 
stresses that might rupture the specimens. In one instance the 
furnace did not work properly and the necessary heat was not 
secured in an hour. Three sizes of specimens were made—4-inch 
cubes, 7-inch cubes and 6 in. x6 in. x14 in. prisms. The latter 
were used for measuring the elastic properties. The 4-inch cubes 
were made for comparing the strength of the new concrete with 
that of last year. 


Method of Heating.—The specimens were heated in an oven 
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type of gas furnace. Those placed entirely inside the furnace 
were protected from the direct impact of the flames on the sides by 
shields of fire brick or clay tiles. This was done to insure as nearly 
as possible an even distribution of heat throughout the whole 
specimen. 

Three and five hours were chosen for the times of heating 
the large specimens, and two and three hours for the 4-inch cubes. 
It was estimated that the internal temperature of the small speci- 
mens in that time would be abcut the same as that of the large 
specimens exposed the longer time. These time periods include 
that required for the furnace to reach 1,500 degrees. After heating, 
the specimens were removed from the furnace and allowed to 
cool slowly in air. 

The temperatures were measured by a carefully standardized 
Le Chatelier pyrometer, readings being taken simultaneously 
every ten minutes upon the thermo-couple placed between the 
specimens, which registered the temperature of the furnace, and 
upon those embedded in the specimens which gave the corres- 
ponding internal temperatures at the points taken. 

The specimens used to measure the conductivity by heating 
upon one side only, were placed in the doorway of the furnace 
with the exposed face on a line with the furnace wall. These 
specimens completely filled the doorway with the exception of an 
inch at the top which was filled with magnesite board. F ig. Lisa 
sketch showing arrangement of large specimens in the furnace 
and in doorway. 

Specimens designed for strength tests were faced with plaster- 
of-Paris before testing. 

A few tests were made upon some specimens left over from 
last year’s experiments, and two or three upon some samples of 
I-2-3 trap rock mixtures two years old. 


CLASSIFICATION OF SPECIMENS. 


Meo teAW ders a4 ots 6 4 1-2-4 mixture, limestone, age 2 months, 
Pe Bins ee i ‘a trap rock, age 2 months. 
A CON Lerten oid ee a ny cinder, age 2 months, 
DAs rete ene . 4 gravel, age 2 months. 
HP UEDA oot Ele ee ns Z limestone, age 1 year 
COG Neneh tnet Rae se i trap rock, age 1 year. 
erie Seer yy trap rock, age 1 year. 


NE si e trap rock, age 2 years, 
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Fic, 1.—Arrangement of Specimens in 
Furnace and Doorway. 
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Conductivity Tests—Most of the specimens used in this 
investigation were 7 in. cubes, this being as large as the furnace 
would take. A few were 6 in. x 6 in. x 14 In. prisms. When these 
specimens were made thermo-couples were cast in them at vary- 
ing distances from the surface, the idea being that when these 
were tested in the furnace and temperature readings taken simul- 
taneously upon the furnace atmosphere, and the couples embedded 
at varying depths in the concrete, the rate of transmission of heat 
through the concrete would be obtained. The work was carefully 
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A-1. In Furnace. Couple B-13. In Furnace. Couple C-18. In Furnace. Couple 
3 in. from Face. t in. from Face: 2in. from Face. 
A-6. In Doorway. Couple B-12. InDoorway. Couple C-17. In Furnace. Couple 
44 in. from face. 14 in. from Face. 3 in. from Face. 


C-5. In Doorway. Couple 
14 in. from Face, 


done but results were confusing, and subsequent breaking of the 
specimens showed that the couples had been shifted by tamping 
the concrete when the specimens were made. In some cases they 
were an inch out of place and this completely nullified the work 
in regard to obtaining a rate of transmission from these specimens. 
Figs. 2 to 5 are the curves plotted from these tests for a period of 
five hours in each instance. One curve gives the temperature of 
the furnace, which was brought up to 1,500° F. in less than an 
hour and held there for the balance of the test, and the other 
curves show the corresponding temperatures on the interior of 
the specimens. Although the depths given to the couples are not 
entirely reliable for reasons already explained, nevertheless the 


438 WoOoLSON ON EFFECT OF HEAT ON CONCRETE. 


curves are very interesting in showing the general lag in the rise of 
temperature in the specimen as compared with the furnace tem- 
perature. 

The gravel specimens were the only ones which attained an 
interior temperature equal to. the furnace temperature. 

It is rather surprising to note that cinder came next to the 
gravel in the amount of interior heat recorded, for cinder concrete 
is well known to be an effective fire resistant. However, the 
cinder concrete specimen, tested in the furnace doorway, gave 
the lowest interior heat. It was found impossible with the small 
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\ Minutes 
Fic. 5.—Gravel. Fic. 6.—Trap. 
D-13. In Furnace. Couple K-1. In Furnace. Couple 
2 in. from Face. 14 in. from Face. 
D-r14. InFurnace. Couple H-2. In Doorway. Couple 
3 in. from Face, 44 in from Face, 


D-3. In Doorway. Couple 
44 in, from Face. 


furnace employed to maintain an even distribution of heat, and 
undoubtedly some of the conflicting testimony of the tests was 
attributable to this cause. 

The curves in Fig. 6 are from tests of specimens one and two 
years old, and although the furnace worked badly, thus giving a 
very slow temperature rise, there is no evidence that either speci- 
men possessed heat resisting-qualities superior to those of the new 
concretes. 

Attention is called to one peculiar characteristic in all the 
curves. This is the flattening out at or a little after the 212 degree 
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point is past, showing that after steam begins to generate there is 
little if any rise in temperature until all the water in the concrete 
has been evaporated. The only curve in which this peculiarity is 
absent is ‘‘K,” Fig. 6, and this specimen was two years old; it had 
been kept in a very dry room for over a year, and probably con-. 
tained very little moisture. This was the only specimen available 
at this age, and unfortunately it was tested when the furnace 
worked badly so the results are not conclusive. 

After ascertaining that the location of the thermo-couples 
in the above described specimens were not all exact, one special 


ie een 6% m—- ==> 


le 
1& 
le 
{e 


eae a tn ae pak see al 5 


‘Estee ~-6f6-- me EN > 


ELEVATION 
Fic. 7.--Special Transmission Specimen. 


trap rock block was made having seven holes { inch in diameter, 
cored in as shown in Fig. 7. The bottom of the holes was 
arranged from one to seven inches from the face to be exposed to 
heat, and the holes were spaced 14 inches apart. Thermo-couples 
were sealed in these holes and all connected through a switch- 
board to the same galvanometer. The position of these thermo- 
couples was absolutely assured. 

This specimen was placed in the furnace doorway and sub- 
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jected to 1,500° F. on one face for five hours. (See Fig. 8.) Read- 
ings were taken every ten minutes on each thermo-couple, and 
the results are shown in the plotted temperature curves in Fig. 9. 
These curves are very instructive although there is some inter- 


Fic. 8—Specimen in furnace door after test, and after removal of 
packing around edges, Holes in specimen show location of thermo- 
couples, 


ference. The first salient characteristic of them all is the lag at 
the 212 degree point. It will be noted that this is greater with 
increased thickness of the concrete; also that up to three inches 
thickness the recorded temperature at which it occurs is above 
212 degrees, showing that the surface of the concrete heated very 
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rapidly and went above the boiling point of water. It is undoubt- 
edly these conditions which cause steam to generate rapidly 
enough to become explosive and burst off patches of concrete, 
which is a common occurrence in fire tests. 

The curves for the points 1 and 2 inches from the heated 
face are nearly the same. The indications are that they would 
have run together, had the test continued longer. The reason 
for this is not apparent, but it may have been due to an acci- 
dental arrangement of the stone in the concrete in sucha way 
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Fic. 9,—Temperature Curves for Special 
Specimen, 


as to form a comparatively solid stone connection between the 
thermo-couples, which by its better conducting qualities tended 
to equalize the temperature between the points. 

Considering these two curves as one, there is a marked par- 
allelism between it and the curves embedded 3, 4 and 5 inches in 
the concrete, and the distance between them is very constant. 
The curves for 6- and 7-inch points are irregular, although No. 7 
is nearly parallel with the others. No. 6 is particularly freakish. 
The reason for this is plain. Points Nos. 6 and 7 were 2} inches 
from the end of the block (see Fig. 7) and as these ends were 
more or less heated from the furnace walls, the points in question 
received some heat from this source as well as the face. This 
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threw their temperature curves out of harmony with the central 
points, which were not so affected. 

As a whole, they are regular and indicate that the heat 
resisting quality is not a direct function of the distance from the 
heated surface to the interior point at which temperatures Were 
measured. It will be noted that the curves flatten out and that 
doubling the distance more than doubled the time required to 
secure the same temperature rise. 

These curves as well as those of Figs. 2 and 6 show con- 
clusively that the very low conduct- 
ivity of concrete indicated by the 
single test reported in our paper of 
last year was entirely correct. They 
prove that two or three inches of 
concrete properly mixed, tamped and 
set, will resist a fierce conflagration 
for hours without permitting a serious 
temperature rise upon the opposite 
side. 

Strength and Elasticity Tests.— 
DEFLECTION — Table I gives the results of the tests 
sen a 
ELASTICITY upon the 4-inch cubes. In the year 
old specimens (E and F) comparison 
is given with tests of duplicates made 
when they were one monthold. The 
increase in strength. is not large. 
Both the limestone and trap speci- 
mens made this year are much 
stronger than those made a year ago. The probable explanation 
is that the specimens were soaked in water this year for one week 
on removal from the moids, and last year were only sprinkled. 
It is doubtful if they then received sufficient water to produce a 
perfect set of the cement. 

It will be noted that specimens ‘‘A and B’’ when heated three 
hours at 1,500° F. were stronger than those heated two hours. 
This is contrary to all our previous experience and must be attri- 
buted to one of two causes; either the specimens heated two hours 
happened to be weak structurally, or the three hour specimens 
were protected in some way in the furnace and did not get the heat 


Fic, 1o.—Gravel, 
D-2, Not Heated. 
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credited to them. In any event the results are anomalous and 
should be rejected. 

No strength tests were made upon heated gravel specimens 
because they all either fell in pieces upon removal from the furnace 
or were so badly cracked as to prohibit testing them. 

Table II gives the modulus of elasticity (E) calculated on 


TasBLe I.—Srrencru Tests. 


Breaking Loads, Ib. per sq. in, 


Lot. Materia). Same lot 
Not in 1905, 
heated. {when x mo.| 

old. 


After heat- After heat-|After heat- 
ing 2 hrs. | ing 3 hrs. ing 5 hrs. 
at 1500° F.Jat 1500° F.lat rs00° F 


4in.x 4in.x 4in. Specimens. 


eee: seen eseahs 3030 el 980 1445 
- aoa a PEASE oe 3105 is 1300 1410 
es 1360 a 750 447 
Be Meo ca 2740 op. a be 
, 1741 1968 1235 937 
E |Limestone one 2165 1843 eae 906 
CATIOIO. tees oe ae 1640 POS. 
oe oe 1290 .: 
F |Trap rock one 22S UQOrs 1925 pos 
WeaTIONS 2800 1913 - 95 
2240 1892 oe ae 4 hours. 


K /6 cube limestone 
DNAS TRS UCL 5 Sao & 2290 at Me a 2005 


6in.x6in.x 14in. Specimens. 


Pe tec ea. ee. | 2740 ais se 1345 870 
IS [hs smecte te ate aan 3140 2s ae 1400 997 
Chats 5 eeu ares 1400 a a 547 504 
BOO oe eat os «| 2980: || 42 ars A ae 


| 


Notr.—Where more than one breaking load is given it indicates 
that several specimens were tested. 


increasing loads for specimens that had been heated for different 
times. 

Usually the moduli of unheated specimens decreases with 
increase of load, but it is not infrequent that they reverse the 
rule. The exception is in evidence in this series. 

The moduli of the heated specimens are very low in value, 
but in all cases the value increases with increase of load. This 
peculiarity was referred to last year. The reason is not clear, 
but perhaps it is because the specimen expanded on heating, and 
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when cooling, the outside contracts most rapidly, thus developing 
many fine cracks which do not entirely close when normal tem- 
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perature is reached. The first loads applied to the specimen serve 
merely to close these cracks and the compression observed is not, 
therefore, the true deformation of the concrete for these pressures. 
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The value of the moduli decreases very rapidly with increase 
of heat treatment. This fact was also brought out last year, the 
present figures are merely confirmatory. 


DEFLECTION 
SET — is 


(0) 01 -02 -03 -04 


Fic. 13.—Trap. H-1. Not Heated. 
H-2. Heated 4 hours. 


TapBLE I].—Eastic PpopERTIES OF 6 IN.X 6 IN.X 14 IN. PRISMS. 


E at 800 lbs. per 


E at 200 lbs. per sq. in. E at 400 lbs. per sq. in. 2 
sq. in. 


Lot.| Material. | 
Un- dieated | Heated Un- Heated | Heated Un- Heated 
heated. 3 Drs: 5 hrs. | heated. 2 brs. 5 hrs. | heated. 3 hrs. 


A |Lime- 

stone .|}6000000|200000| .. |6000000/285000] .. |5647000/425000 
B |Trap 

rock . .|3 430000! 150000|129000/ 43 55000) 222000' 188000] 4355000) 348000 
C |Cinder |10g0000! 49500] 57100| g6o000| .. ae QI5000] .. 
D |Gravel |8000000]_ .. .. |6887000| .. .. |6000000 


Blank spaces indicate that specimens had failed by fire or crushing. 
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Fic. 14.—Trap. K-r1. Heated 4 hours. 
K-3. Not Heated, 


The limestone lost about 50 per cent. of its strength when 
heated two hours, and the trap about 55 percent. The difference 
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was undoubtedly accidental, for we well know that trap is superior 
to limestone in resisting heat. They both lost 68 per cent of 

their strength in five hours, when heated on all sides with no 
radiation permissible. 


The strength of the 6 in. x 6 in. x 14 in. specimens heated 


Fic. 15. 


on one face, see Table III, is in marked contrast to those heated 
on all sides, and shows that under that condition the con- 
crete retains a large part of its strength, even after five hours of 
exposure to a temperature of 1,500° F. As a matter of fact, the 
specimens tested in this manner really received considerable heat 
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upon four other faces, for it was impossible to protect them from 
the radiant heat from the furnace walls, so they were probably 
heated more thoroughly than they would have been had they 
formed a part of a concrete wall facing the fire. 

Figs. 10 to 14 give the elastic curves of various 6 in. x 6 
in. x 14 in. specimens, both before and after heat treatment. 
Fig. 15 shows method of measuring the deformations. Three 
curves are plotted for each test, (1) total deflection, (2) set, (3) 
true elastic; the last being obtained by subtracting the second 
from the first. 

Negative sets are again in evidence though not so pronounced 
as in some previous tests. The prominent feature of the curves 


Tapie II].—ELasTic PROPERTIES OF 6 IN.X 6 IN. X 14 IN. PRISMS. 
Heatep ON ONE FAceE ONLY. 


Modules of Rupture (E) after heating 5 hours. 
——————— ct 
Lot. Material came ‘ 
At 200 Ibs. per |At 400 lbs. per| At 800 lbs. per BU eee oe 
sq. In. sq. in. sq. in. 
A |Limestone....| 293,400 521,700 730,700 1,840 
Bara proc remecr 200,000 268,000 379,000 I,705 


is the great increase in deformation with loss of strength due to 
heat treatment. 

Fig. 16 gives the elastic curves, grouped according to treat- 
ment, without regard to the total deflections from which they 
were derived. 

Figs. 13 and 14 are curves of specimens which were one and 
two years old respectively. Owing to a breakdown of the furnace 
these specimens were heated only four hours. It is not apparent 
that there was any material increase in their resisting qualities. 

The marked difference in the strength of the specimens made 
last year and this year, in which the same stone was used, and 
presumably an equal quality of cement, shows that the treatment 
during the period of setting has much to do with the quality o 
the concrete. It would be interesting to ascertain if the fire 
resisting properties are influenced by the amount of moistur 
absorbed during setting. 
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It is fully recognized that definite conclusions cannot be 
drawn from tests so incomplete as these; but they serve to point 
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the way and it is hoped that more elaborate experiments may be 
made which will furnish the additional evidence necessary. 
29 


Mr. Humphrey. 


Mr. Talbot. 


DISCUSSION. 


Mr. Ricuarp L. Humpxrey.—lI think the paper of Professor 
Woolson will be of considerable value in throwing light on a very 
important subject. Of course, we cannot hope to solve any of 
these problems ina single series of tests. The chief value of 
Professor Woolson’s tests is, I think, to show that concrete is useful 
as an insulating material. The question to be determined now is 
what thickness is necessary in order to afford perfect insulation to 
the embedded metal used in the structural parts of a building. It 
seems fairly evident that cubes placed in a furnace in which they 
are exposed to heat on all sides will eventually disintegrate, it only 
being a question of the duration of the temperature. It is also 
evident that the superficial area of 4-inch cubes bears an exceed- 
ingly large ratio to the mass, and it is evident that the ability to 
resist heat on so small a mass, where the heat attacks it from all 
faces must be very considerably less than is the case in a structure 
where the heat strikes but one face. What is most needed is infor- 
mation which will solve the question of the thickness of this in- 
sulating material and establish the rate of conductivity of heat from 
the surface of a large mass into the interior. It is the intention of 
the Joint Committee on Concrete and Reinforced Concrete to carry 
on tests along these lines, andI feel quite sure that Professor 
Woolson will conduct further experiments and will propably be able 
to undertake some lines of investigation which will lead to the 
determination of the rate of conductivity of heat from the surface 
of a large mass towards the interior, with a view of determining 
the thickness necessary to properly insulate the embedded steel. 

Mr. A. N. Tatsot.—These tests of Professor Woolson go to 
confirm the opinion expressed last year that one of the reasons 
why concrete is a fire-resisting material is that it ranks very high in 
non-conductivity of heat; it is also plain that the small cubes ex- 
posed to fire on all sides do not give a proper test for this purpose. 
One reason why the test cubes will not give conditions applicable 
in practice is that the distance in from the face of these cubes is 
small, and that as the center of the test piece is approached the 
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area which the heat acts upon is decreased and the effect is very Mr. Talbot. 
largely increased. It is also true that the expansion of the test piece 

at different distances from the face will be unequal; so we may 

expect great harm to be done to sucha specimen. In buildings, 

thin sections like floors may not be expected to be subjected to fire 

on more than one side. 

In connection with the conductivity of concrete, it should, of 
course, be borne in mind that there are several conditions affecting 
the change of temperature which takes place through a piece of 
concrete exposed to high temperature on one side. There is the 
heat capacity of the material, time and a certain amount of heat 
being necessary to raise the temperature of the material itself. 
There is the conductivity of material, the rate of transmission of 
heat through the test specimen; and there is, of course, the radiation 
of heat on the other side. Now it seems to me that the curves 
that were given there, which Professor Woolson said were not a 
direct function of the distance, do really show that it is a direct 
function of the distance; in other words, that the heat gradient is 
a straight line. If you take that line down through vertically, 
the spaces are fairly uniform. 

It seems to me that a method of testing slabs arranged so that 
the heat is applied on one side should be employed; and that 
additional tests, perhaps, should be made on test pieces of the form 
of columns, but arranged in such a size that the objectionable 
element which is preseat with the 4-inch cubes would not affect the 
results. We must bear in mind, also, that a 5 hour fire, exposed 
to a temperature of 1,500° F., is very extreme—a severe test; and 
even under these conditions, in the case of these test pieces, the 
side exposed to the fire did not get within, say, 300 ° of the tempera- 
ture of the furnace itself. Attention ought to be called to the fact, 
too, that the test pieces which were exposed to the fire on one side 
gave crushing tests within 300 lbs. of the crushing tests of the 
specimens which were not exposed to the fire. 

Mr. C. W. Boynton.—I ama little surprised that Professor Mr. Boynton. 
Woolson’s gravel concrete showed no strength after being exposed 
to the fire; and I should be obliged for a little more definite infor- 
mation on this point. Was the concrete disintegrated, or the bond 
simply broken? 

Mr. IrA H. Wootson.—The concrete was so tender that Mr. Woolson, 
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some of the specimens broke to pieces taking them out of the fur- 
nace; the others were so manifestly weak that it was useless to put 
them into the testing machines. 

Mr. Boynton. Yet limestone subjected to the same tem- 
perature was not so affected. 

Mr. Wootson. No. I have no explanation to offer except 
the one suggested. 

Mr. Boynron.—Did you determine the composition of the 
gravel? 

Mr. Wootson.—No. It was Long Island gravel, that comes 
into New York assorted into different sizes; this varied from 
about one-fourth inch to half-inch size. It was exceedingly 
smooth and exceedingly clean. 

Mr. Bovnton.—Why should the heat affect the quartz gravel 
more seriously than a limestone of high carbonate ? 

Mr. Wootson.—I do not know. 

Mr. E. Ler HemenreIcH.—A few days before I left Chicago 
I received a sample of concrete from Shreveport, La. It was made 
of a gravel passing through a # inch ring and was supposed to con- 
sist of 1 part cement, 2 parts sand and 4 parts gravel. Iwas asked 
what was the matter with the concrete; it broke to pieces like so 
much clay, and would not hold at all. The gravel was remarkably 
clean, having been dredged out of the river but although it was 
four weeks old I could break it in my hands; and the surfaces 
where the pebbles were torn off were absolutely smooth, almost as if 
glazed. The sand was entirely too fine; it was almost like quick- 
sand, and contained a large amount of vegetable loam. This 
loam to my mind should never be permitted in any concrete. | 
have often noticed specifications, permitting from 5 per cent. to Ic 
per cent. of loam, and it is often claimed that it rather betters the 
result. I do not agree with engineers who permit any loam in con. 
crete; because it is dangerous. If you give the devil one finger h 
most likely will take the whole hand. If it soils the hand in exam 
ining it, they will say: “It has a little loam, and a little loam i 
better than none”. I think loam should not be permitted in con 
crete specifications. 

I merely mention this in connection with the fact tha 
Professor Woolson’s samples crumbled so easily; and possibly i 
might be due to loam in the sand, or to too smooth gravel. 


be a. 
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THE CHAIRMAN (Mr. R. W. Lestev).—That reminds the 
Chairman of a state of facts that developed the other day in the 
course of reading a paper on Ancient Roman and Etruscan Mor- 
tars; and in that connection he had the opportunity to examine a 
great many of the specifications of antiquity. It turned out on 
comparison that a specification made in Egypt for bricks would 
correspond practically with our specification for bricks to-day; 
and that a specification for lime would correspond with our speci- 
fication to-day; and gathering from about a half-dozen of the best 
railroads specifications for sand and putting them in parallel 
columns with the specifications of Vitruvius for Sand, you could 
hardly tell there was any difference at all. The latter required 
a sand free from loam, and after describing that it must show no 
loam on the hand, he said, further, it must leave no discoloration 
on a white garment. So it shows the world has not moved much 
in these particulars. 

Mr. I. Conpir.—May I express the opinion that the weak- 
ness of the concrete made of gravel was due not to the fact that the 
gravel itself is more seriously affected by heat than limestone or 
other forms of stone, but to the fact that the smooth polished sur- 
face of the gravel does not adhere as well to cements as the broken 
stone, limestone or trap, and to the other fact that the smooth 
surfaces of pebble or gravel do not compact as well together and 
do not remain as substantial as broken stone. It has been found 
in concrete work in New England where gravel has been used that 
broken stone resists the action of frost much better than gravel 
where smooth gravel is used. 

Mr. J. G. BRown.—I should like to express the thought that 
perhaps the difficulty lies in the difference of conductivity of the 
different stones. I am very much under the impression that if 
you take pure silicious sand and put that in the sand-bath, the 
transmission of heat will be a great deal better than it would be 
if you used either limestone or trap; and perhaps on that account 
the heat would be distributed better throughout the block and 
would promote disintegration. I would ask whether the gravel 
itself showed any indications of splitting. Sometimes feldspar 
looks very much like quartz, but will fail very quickly in contact 
with fire. 

Mr. Humpurey.—I should like to ask Professor Woolson 
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whether there was any difference in the consistency of the gravel 
and the stone concrete ? 

Mr. Wootson.—Not so far as we were able to determine, as 
our intention was to have the consistency exactly the same in each 
case. 

Mr. HumpHrey.—lIt isa noticeable fact that mortars com- 
posed of rounded grains of sand require less water to get them into 
a plastic consistency than is the case with sands having angular 
grains. This is equally true of concrete. It is, however, quite 
true that the round particles are more readily compacted than 
angular, and for this reason the destiny of mortars or concretes 
having round particles is greater than mortars or concretes in 
which the aggregate is angular. 

The term “loam”, which has been used in this connection 
is a constantly recurring question and it seems difficult to have 
it discontinued. “Loam”, such as is generally understood, 
is a vegetable material which has a deleterious effect on mor- 
tars and concretes. Natural bank or river gravels contain 
large quantities of very fmely divided material, a certain per- 
centage of which will pass through a No. 200 sieve. This very 
fine material is popularly known as “loam.” The term how- 
ever, is a misnomer and a more appropriate term would be 
“silt.” This fine material when not present in excessive pro- 
portions fills the voids in the mortar or concrete, thereby reducing 
the quantity of cement required and in many cases greatly enhanc- 
ing the strength of the mass. If there is a very large quantity 
of this silt, and it is in a very finely divided state it will often coat 
the particles of sand and gravel, thereby interfering with the con- 
tact of the cement with the surface and reducing the bond. 

The question of the roundness of the particle as compared with 
the angular fragments has nothing to do with the strength, since the 
bond is dependent upon the porosity of the surface, the cement in 
its plastic condition flowing into these pores and in setting binds 
the mass together. Cement will adhere to glass, iron and other 
smooth surfaces. These surfaces, however, are porous, which 
enables the cement to form a bond, and it seems reasonable to 
assume that the bond between two particles of material formed by 
the cement between them is largely dependent on the hardening of 
the cement and its ability to flow into the pores of the materials 
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which it binds together. As I have already said, it often happens Mr. Humphrey. 
that the little surface pores in the particles in bank gravel will be 
filled up by the very finely divided material or silt which of course 
will prevent the cement from getting in to form the necessary bond, 
and this will reduce the strength considerably. Such tests as we 
have made on gravel and crushed stone show that gravels give as 
good results in compression as crushed stone. In fact, they are 
generally a little higher. I think the reason why the gravel con- 
crete gives higher results is that the round grains can be more 
readily compacted, forming a denser mass than is the case with 
crushed stone in which the particles are more or less angular. The 
use of an aggregate under ideal conditions is to have it thoroughly 
graded so that the voids are reduced to a minimum and properly 
filled. You should have in such a well graded mixture a certain 
per cent. of fine materials. Oftentimes bank sands and gravels 
contain a great quantity of fine materials, and these gravels can 
very often be much improved by washing out a portion of this fine 
material. Of course, there are all kinds of gravels, for instance 
the glacial gravels of Indiana, Illinois and Ohio contain a large 
percentage of limestone particles, and concretes made out of this 
material offer a very poor resistance to fire because the limestone 
particles are decomposed by heat by reason of the disassociation 
of the carbonic acid gas in the limestone particle. 

It does not seem to me that a good gravel containing siliceous 
particles should be deficient in fire-resisting qualities, and I think 
that Professor Woolson should make other tests to establish the 
weakness which is shown by his test. I do not think it fair from 
a single test of gravel to draw sweeping conclusions as to the 
fire-resisting qualities of gravels. I see no reason whatever why 
concrete composed of round particles should behave any different 
than angular particles in the fire, and it would seem that there 
must be some error which Professor Woolson has not observed 
which gave the results he reports, and I certainly hope that he 
will make other tests of this gravel and let us have the benefit of 
those tests at our next meeting. In the meanwhile let us take 
this single test of gravel which has behaved so erratically and 
place it on the shelf to await the results of further tests before 


drawing conclusions. 
Mr. Wootson.—There were about a half-dozen tests of gravel Mr. Woolson, 
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but only one in which we got the internal temperature. There 
were a half-dozen heated for strength purposes, from which we had 
hoped to get elastic properties; but they fell to pieces. I think 
the criticism very just; we ought not to depend upon the results of 
this test but simply report it as a fact.* 

Mr. R. K. Meapr.—In the manufacture of cement we grind 
the raw material, very frequently, with flint pebbles; and these 
pebbles often break up and go into the kilns. The temperature 
in the latter isa good deal higher than anything Professor 
Woolson noticed; and I find the pebbles have always changed. 
They become porous, milky white; and so friable that you 
can break them up in your fingers. 

Mr. Wootson.—These were not affected. 

Mr. Meape.—In connection with the limestone, I might say 
that limestone (or calcium carbonate) has a critical temperature 
below which it does not give off carbonic acid gas; and unless the 
material is heated up to that point (which I believe is above any of 
those which Professor Woolson gives in his tests), I can not see 
why heat should make any chemical difference at all. I believe the 
critical temperature of limestone is about 900° C., which is about 
1,700° to 1,800° F., and it would have to be heated to this tempera- 
ture before its conversions into lime could take place. 

Mr. Boynton.—Was the strength of the gravel concrete on an 
unheated specimen determined ? 

Mr. Wootson.—Yes. I think it was about 2,700 pounds 
per square inch. 

Mr. Boynron.—Then it seems to me it must have been the 
heat that destroyed that bond, and not the fact that the particles 
were smooth. 

Mr. L. W. Watter.—I should like to suggest that in further 
tests in this line to determine the comparative value of limestone 
and gravel in concrete, especially as to fire resisting qualities, the 
boulders from this gravel deposit be crushed to determine whether 


*Since this meeting was held, a paper has been published by Mr. 
Sheppard of the British Fire Protection Association of London, in which 
he says the results of their tests are strongly against the use of gravel 
concrete as a fire-resisting material. This would appear to confirm the 
above result. 
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the shape of the aggregate has anything to do with its adaptability Mr. Walter. 
for this class of work. It is characteristic of the gravel on and 

about Long Island to have a very smooth and almost polished 

surface. ‘There is little or no vegetable mold in the gravel deposit ; 

and it occurs to me that by crushing boulders of the same material 

it will show that the fire-resisting quality of the boulder or the 

gravel crushed is better than that of the average limestone. 


A NEW DEVICE FOR THE MECHANICAL ANALYSIS 
OF CONCRETE AGGREGATES. 


By CHARLES N. FORREST. 


Various attempts have been made in the past to design a 
device for the mechanical sifting of sand and concrete aggregates, 
but many of these have been of little value, and have failed to 
yield results comparable with those obtained by manipulation of 
the individual screens by hand. 

The device which is shown in the illustrations was recently 
perfected by Messrs. Howard and Morse, the well-known weavers 
of wire cloth, and has proved so satisfactory and convenient in 
the analysis of a large number of concrete aggregates, that it is 
considered worthy of the attention of others interested in similar 
lines of study. The apparatus as used in these tests is shown 
in Fig. 1. Fig. 2 shows a motor drive applied to the appa- 
ratus. 

The device is made entirely of iron and may be arranged for 
either hand or power drive, accommodating any reasonable num- 
ber of screens. The mechanical movements distribute the con- 
tents of the sieves over the entire screening area and provide a 
double sharp vertical movement or jog, which is quite necessary 
in order to free the meshes from those particles which would 
ordinarily remain in the apertures of the cloth, and to which in 
great measure the efficiency of the device may be ascribed. 

It is apparent that these movements simulate very closely 
those obtained in hand manipulation of the individual screens anc 
the data presented show very close agreement in results obtainec 
by the two methods. 

In handling such materials as Portland cement or dust, i 
has been found necessary to place a washer or a few shot in eacl 
screen, whether the sifting is done directly by hand or with th 
sifting device. 


(458) 


FORREST ON MECHANICAL SIFTER. 459 


SAND. 
Four 50 gram Portions. 
Hand. Hand. Machine. | Machine. 
P 7" Per cent. | Per cent. | Per cent. | Per cent. 
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‘ 80 epee er > a 6.8 
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THE PURDUE UNIVERSITY IMPACT MACHINE. 
By W. K. Hatt anpD W. P. TURNER. 


The equipment of the Laboratory for Testing Materials of. 
Purdue University includes three impact machines: 


EaGaane 


1. The Master Car Builders’ Drop-Testing Machine, with a 
hammer of 2,000 pounds weight, an anvil of 17,000 pounds weight 


Acknowledgment is made to the American Machinist for the cuts 
used in this paper.—Ep. 
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on springs, and a free fall of about 50 feet, designed for testing 
coupler, rails, axles, etc.* 

2. An impact machine, mainly used in scientific investiga- 
tions, designed for impact tests in tension and compression.{ For 
the purpose of convenience this machine will be referred to as 
Tension Impact Machine. 

3. An improved impact testing machine for scientific and 
standard tests in compression and flexure, described herewith, 
and called The Purdue University Impact Testing Machine. 

The details of construction of this machine are the result of 
some years’ experience, and constitute, in the opinion of the writers, 
a convenient and suitable instrument for university laboratories. 
The machine here described is the second one of its kind. It was 
devised especially for the operations of timber testing of the Forest 
Service, United States Department of Agriculture, and constructed 
through the Mechanical Department of Purdue University by 
W. P. Turner. 


MaIn FEATURES OF MACHINE. 


Briefly stated the elements of the machine are as follows: 


Shi kinoe were hts mr se es eee 50, 100 and 250 pounds. 
JEN RENE SEAL ae 5h nla Behe em cu ced 6.5 feet. 

Length of flexure span.......... 6.0 feet. 

Weight ofibase tres a. sees a. ac 3,500 pounds. 
Wicightzotacolum nee ne = ee 700 pounds each. 
Mcthodlotreleases a earn Electric. 


The machine is shown in Figs. 1 and 2. The base is 7 feet 
long, 23 feet wide at the center, and weighs 3,500 pounds. Two 
upright columns, eight feet long act as guides for the striking 
head. At the top of the columns is the hoisting mechanism, 
Fig. 3, for raising or lowering the striking weights. The power 
for operating the machine is furnished by a motor set on the top. 
The hoisting mechanism is all controlled by a single operating 
lever, shown on the side of column, Fig. 2, whereby the striking 


*The Master Car Builders’ Drop-Testing Machine, by W. F. M. Goss, 
Proceedings, American Society for Testing Materials, Vol. III., p. 256. 

TTensile Impact Tests, by W. K. Hatt, Proceedings, American 
Society for Testing Materials, Vol. IV., p. 282. 
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4 

_ weight may be raised, lowered, or stopped at any place at the will 
of the operator. The automatic safety device stops the machine 

! 


Fic. 3. 


before damage is done, should the operator leave the operating 
lever in hoisting position. 


Fic. -4. 


The weight is lifted by a chain, one end of which passes over 
a sprocket wheel in the hoisting mechanism. On the lower end 
30 
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of the chain is hung an iron clad electric magnet, shown in Fig. 4, 
of sufficient magnetic strength to support the heaviest striking 
weights. When it is desired to drop the striking weight the electric 
current is broken and reversed by means of an automatic switch 
and current breaker. The height of the drop may be regulated 
by setting at the desired height, on one of the columns, a tripping 
pin which throws the switch on the magnet and so breaks and 
reverses the current. ; 

There are three striking weights, weighing respectively so 
pounds, 100 pounds, and 250 pounds, any one of which may be 
used depending upon desired energy of blow. When used for 


7 6 5 4 3 2 a 
Complete failure by Tension, 


Fic. 5. 


compression tests a flat steel head, six inches in diameter is screwed 
into the lower end of the weight. For transverse tests, a well 
rounded knife edge is screwed into the weight in place of the flat 
head. Knife edges for supporting the ends of the specimen to be 
tested, are bolted securely to the base of the machine. ‘The 
record of the behavior of the specimen at time of impact is traced 
upon a revolving drum by a pencil, fixed in the striking head. 
The pencil shown in Fig. 4 may be used in any one of the weights. 
When in use the pencil is “set” by drawing it back so that the 
point does not touch the drum. When a drop is made a tripping 
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device releases the pencil at the proper time, and a spring holds 
the point against the revolving drum. Metallic paper is used on 
the drum, and a brass stylus is used in the point of the pencil. 

Very small increments of compression or deflection have been 
accurately recorded, some as small as one hundredth of an inch. 
Such close and accurate records ave made possible by eliminating 
lost motion between the weights and the guides, by using a suitable 
device for holding the recording pencil, and having a perfectly 
true revolving drum. The drum may be revolved either by hand. 
or by power from the motor. The speed of the drum is recorded 
by the line traced upon the metallic paper by a stylus in the end 
of a tuning fork which gives a known number of vibrations per 
second. 

The machine will handle specimens for transverse tests 9 
inches wide and 6 feet span. For compression tests a free fall 
of about 64 feet may be obtained. For transverse tests the fall is 
a little less, depending upon the size of the specimen. With the 
three sizes of striking weights the range of capacity of the machine 
is much increased. 


CALIBRATION OF MACHINE. 


An extended series of experiments was performed in the 
process of comparison of the three machines mentioned. 

Lead and copper cylinders of various diameters were de- 
formed in 


(a) Static Machine. 

(b) Master Car Builders’ Machine. (With spring founda- 
tion.) ; 

(c) Tension Impact Machine. 

(dq) Purdue University Impact Machine. 


Measurements of deformation, accompanying loads, were 
made in static compression, and then similar original specimens 
of lead or copper were compressed under impact by hammers of 
various weights falling from various heights. The results of this 
investigation are too extended to reproduce in this paper, and will 
be reserved for another occasion. However, some part may be 


described. 
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(a2) When a block of copper is compressed under gradual 
loading, and the amount of compression observed, the energy 
represented by the product of force and movement may be com- 
puted. The energy exerted along the axis of the specimen 
required to compress the copper to any particular degree of 
compression is thus known. 

(b) If a similar block be subjected to the blow of a hammer 
in an impact machine, the external energy required to produce a 
given compression may be observed. 

The two amounts of energy in (a) and (0) are not equal for, 

1. A portion of the energy of the blow in (0) is used up in 
deforming parts of the machine, this portion not being very great 
in well constructed machines; and 

2. The energy spent at right angles to the direction of the 
axis of compression, due in part to the spreading of the material 
against the head of the machine, is different in (6) and in (@). 

3. The work required to produce the flow of the materials 
varies with the rate of distortion, being a function of the viscosity 
of the material and the weight of the molecules. 

Consequently, impact tests show an apparent loss of efficiency 
compared with static tests, for the above reasons; that is to say, 
the production of a given amount of compression requires, under 
impact tests, an apparent greater external energy of falling weight 
than the energy measured under static conditions. 

The losses in impact tests, due to friction of guides and defor- 
mation of machine, are small, and they vary but little under diverse 
circumstances. The work in over coming the resistance of the 
expanding head of the test piece against the hammer must also be 
small, since little difference is observed in the results, when the 
heads of the hammer are oiled and when they are rough. 

There is, however, a wide difference between the energy 
delivered to the specimen by the hammer and the resulting com- 
pression-work, when the latter is assumed to be that amount 
required, under static conditions, to produce the compression 
following the blow. In the case of a copper cylinder 2 inches in 
diameter the compression-work produced was only 75 per cent. 
of the theoretical energy of the blow; a 1 inch diameter, 67 per 
cent.; 14 inch diameter, lead, 36 per cent. The relative compres- 
sion for a given drop in these cases was 1, 1.5 and 3.7. 
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One must not, therefore, conclude, as some have concluded, 
that “the efficiency of the blow,” as it is sometimes termed, is the 
expression of losses of energy in the frame and foundation of the 
machine. The difference between the two amounts of energy 
required to produce a given axial compression is largely due to 


_ (1) the viscosity of the material, and (2) the energy used up in 


transverse deformation. 

The results of the calibration are summarized in Tables I, 
ILand WI. The values quoted are obtained as follows: 

The hammer was dropped on the copper plug and the axial 
compression noted after the blow. The energy used in static 
tests to produce this axial compression, under stress, in a like piece 
of metal was determined. The external energy of the blow (i. e. 
the weight of hammer times the height of drop) is compared 
with the energy used in static tests at equal amounts of compres- 
sion. For instance: | 


Energy delivered, impact test ............ 35,000 inch pounds. 
Energy computed from static test ........ 26,400 inch pounds. 
Percent. of eticiency of blow «:..00.5.55- Pew 


Uses OF THE MACHINE. 


There are three kinds of tests to be distinguished with respect 
to the time of application: 

(a) when a determined load is applied to a test piece and allowed 
to remain for a long period of time; (b) when increasing loads are applied 
continuously and throughout a period of from 10 to 20 minutes until 
the piece fails; (c) when the load is applied through the medium of a 
blow under which the test piece fails in a short period of time measured 
by a small fraction of a second. Under (a) we have the case of a load 
such as is produced by books on a library shelf; under (b) we have 
the ordinary testing process from which the strength of materials to 
carry static loads is almost universally determined, and the test referred 
to as ‘“‘static test’; and under (c) we have the case of a shock or impact 
such as occurs in parts of rolling stock. 

The resistance of a material to impact is usually determined under 
a number of blows of increasing height. The successive amount of 
deformation and set of the specimen and rebound of the hammer 'are 
recorded on the drum. The elastic strength of the specimen is fixed 
at that limit at which the defiection suddenly increases, which limit 
is usually characterized also by a sudden increase in the set of the speci- 
men and a maximum amount of rebound of the hammer. . 

In making the test the hammer is allowed to just touch the upper 
surface of the specimen, and a datum or zero line is then drawn on the 
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drum. The weight of the hammer is then allowed to rest upon the 
specimen, and the deflection under the dead weight of the hammer 
noted. The blows of increasing height of fall are delivered to the speci- 
men, and records taken on the drum. A sample record is seen in Fig. 5, 

The height of the drop at which any rupture of the specimen occurs 
is noted together with other phenomena of test. Sample log sheets and 
calculations will be found in Appendix I.* 


The methods of computation of tests when specimen is 
broken under a single blow of the hammer are found in a paper 
by the writer in the Proceedings of the American Society for Test- 
ing Materials, Vol. IV., 1904, p. 282. 


TABLE I.—TeEns10oN Impact Macuine. No. 583 HAMMER. 


Copper. 1 inch diam.; 1 tnch high, 


Theoretical Energy Absorbed 
Drop Original Final Compres- energy absorbed as energy in 
in feet. height. height. sion. delivered in |, Obtained, | per cent. of 
inch pounds. from curvein theoretical, 
inch pounds. 
I -975 .866 . 109 7,025 3,810 Rete 
2 .980 702 .218 I4,100 8,600 OS wane 
3 969 649 320 21,180 13,950 75 as 
4 962 560 402 28,200 19,200 68.0 
5 962 468 494 35,100 26,400 WG} 
6 -970 -415 2555 42,250 32,000 76.0 
il No test made,” | 2. .2. tar frase Blea 
8 ee ee cs os ne AI Lies Ls to on 
Lead: 13 inch diam.; 14 inch high. 
I I.500 -899 . 601 7,000 2,912 48 
2 1.500 -614 886 14,500 S205 2052 
3 1.500 -453 1.046 21,600 Waist 35580 
4 Le5hO 523 ero y7 28,600 10,800 37.8 
5 Ras nT +293 Ter 2s 35,620 13,990 29.2 
6 1.481 PRS T2385 42,700 15,280 35.8 
Yi Nov tested cess ais tmtrte acm ey ene |) GyArok re cee eee 
8 a See er relents aryl thas a: oll “is Km | 
Copper: 2 inch diam.; 2 inch high. 
I 1.996 1.892 . 104 7,020 4,480 64.0 
2 2.020 1.844 s07/ I4,040 9,680 68.0 
4 2.020 Th WISI) Seyi 28,080 20,000 Taal 
5 2.018 1.692 .326 25,070 25,600 Fie 
6 2.020 1.648 a2 42,200 31,500 74.5 
a) 2.020 I.610 -410 49,200 36,000 72610 
8 2.000 1.504 .436 55,500 40,500 72.9 


*Quoted from Circular 38 of the Forest Service, ‘Manual of 
Instructions to Engineers of Timber Tests,” by W. K. Hatt. 
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Tazpie II].—PurpDur Impact Macuine. Tests ON CopPER 
CYLINDERS 1 INcH IN DIAMETER, 1 IncH In HeIGur. 


50-lb, Hammer. 
eee eee ee ee Toe ee) oe ee 


= : Theoretical Energy Absorbed 
Drop Original Final Compres- energy absorbed as energy in 
in feet. height. height, sion, delivered in obtained | per cent. of 


inch pounds.|f{fomcurvein| ‘theoretical. 
inch pounds. 


I I.000 -990 -O10 600 220 Geog 
2 I.000 .977 .023 ey 2,01t 833 69.2 
3 I.002 -963 +039 1,800 Teo 67.0 
4 I.000 -946 -054 2,459 1,726 TOR 
5 -999 +930 -069 3,002 DDoS 75.0 
6 I.000 -919 O81 3,600 D2. GS 76.5 
100-lb. Hammer. 
I -O75 956 O19 1, 2Ox 76 Ae] 
2 -981 OBIS 046 2,404 1,472 61.5 
3 -998 .926 072 3,607 2,497 69.2 
4 977 884 293 4,809 3,200 66.5 
5 Oy 859 118 6,011 4,162 69.2 
Ome Mere weer aa aoe eh nya bein, lilndiel secon ie all ey pactheton 
250-lb. Hammer. 
I Oi +937 .060 3,006 ROSA 63.8 
2 I.000 -870 a DI 6,020 A,280 Fi D 
3 - 988 823 oS 9,030 6,599 73-0 
4 -999 +774 225 12,040 8,972 74°5 
5 -998 OF agi 15,050 11,280 75.0 
6 +997 .685 2 Bae 18,060 13,520 7 
250-lb. Hammer. Annealed Copper. 

“Est -999 .870 SLAG 3,006 | 2,498 81.5 
2 -999 .803 -196 6,020 4,420 Rook 
3 1.000. Se -249 9,030 6,246 69.0 
4 997 +700 -297 12,040 8,260 68.5 
5 -999 . 661 - 338 15,050 10,220 68.0 
6 I.000 621 +379 18,060 12,470 60.0 
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Taste Il].—Purpure Impact MAcHINE. -TESTS ON LEAD-CYLINDERS 
14 IncH in DismerTeR,-14 INCH IN ‘HEIGHT, - - 


50-lb. Hammer. 


Theoretical Energy Absorbed 

Drop Original Final Compres- energy | absorbed as energy in 

in feet. height. height. sion. delivered in |, Obtained | | per cent. of 

; inch pounds, ffomcurve in| theoretical. 

’ inch pounds. 
I 1.481 1.356 128 605 328 54.2 
2 1.484 L205 .189 1,208 632 5295 
3 1.503 1.236 .267 1,810 992 55-0 
4 te FOS 1.180 BROS 2,419 Tae 56.0 
5 I .505 1.137 368 3,199 1,575 49-5 
6 I.509 1.085 AZ Ages 2 Om 1,855 ig ae 
100-lb. Hammer. 

I 1.498 tee 35 .183 I,201 600 50.0 
2 1.496 I.210 . 286 2,402 To 1so 46.6 
3 1.502 1.135 - 367 3,603 1,569 43-5 
4 I.504 TP. 062 442 4,804 I,950 40.5 
5 I.490 .982 .508 6,005 25320 38.4 

6 I.502 .934 -568 7,200 | -. 2,704 ZOOM 

250-lb. Hammer. 
I i alge 1.148 - 364 | 3,091 1552 5O 72 
2 La, GUL -952 -559 6,140 2,640 43.0 
3 1.509 .805 -704 | 9,175 3,680 40.2 
4 Tens 7Or 812 Tie, 2O2 4,600 37.0 
5 1.509 | . 606 .903 225 5,712 Bypoth 
5.98 I.506 -538 -978 | 18,183 6,944 5 Be 
250-lb. Hammer. Copper: 2 inch diam.; 2 inch high. 

3 2.605 1.880 W025 9,020 “6,000 66.5 _ 
4 1.996 1.845 ure 12,280 7,840 63.9 
5 2.005 1.828 alte rf 15,200 9.760 64.2 
5 98 2.004 1,805 .199 | 17,920 11,680 65.0 


APPENDIX.* 
METHODS OF OBSERVATION AND CATCUL ATION. 


Formulas for calculating impact tests in flexure. ~ . 


-E = Modulus of Elasticity. 
M Ri = Modulus of Resilience—inch- ond per cubic inch. 
F S = Fiber Stress—pounds per square inch at elastic limit. 
W = Weight of hammer (pounds). 
H = Height of drop in inches including deflection. 

. A~= Deflection of stick in inches. 

~ b, h = Width and depth of beam in inches. 
1 = Length of span—inches. 
Moisture = Percent. of moisture (upon basis of dry weight of 

wood) divided by roo. 

Load applied at center up to elastic limit : 


ps_3WH! 
Abk 
ae ane 5h Comes : : 
: ; ~6Ah 
M pio WE 
| Sota Cee 


‘Sp. Gr. Wet Weight inibs. 29:7 _ 
epee (I-X moisture) ¥ Vol, 
In determining the elastic limit plot H against A% The 
elastic limit is that point where the height of drop (H) ceases to 
be proportional to the square of the deflection. 


ak 
fo 


© 


a 


Height of Drop in Inches, 
°o 


bw ow 


1 Pee SS ee Ney Slee 7 te) . Ome) 
Square of Deflection 70 sqvin, 


Fic. 1.—Impact Bending. 


* Reproduced from poe Service Circular, No. 38, “Instructions to Engineer’s of 
att. 
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Impact TEST—BENDING. 


Lab. No,3487__ Series No._109_. Laboratory Eurdue Unimersiy 
Species Pinus teda Date of test_March, 23, 1905 


a 
iA | = aT 
A 

sili 


Stick No._102-1043 Mark D=t 


a 
Y, 
Mie 


Width2:05 in. Height2-04in, 


Length 36.02in, Weight. 568 gr. 


Rings perin._Z GrainStraight 


Cc 

Per cent. of sap Io0o Sketch showing disposition in machine and 
failure. 

Grade Clear 
Machine U.S. Impact Span ee 
Photographs 
Defects. eee 
Per cent. of moisture__28-9 __ Specific gravity (ry) se 
Fiber stress at maximum drop_ lbs. per sq. in. 


Fiber stress at elastic limit == one lbs. per sq. in. 


Modulus of elasticity ______—*iT 300,000 Ibs. per sq. in. 


Modulus of resilience____-_ _-__ ____.3-722. .jn-lbs. per casa 


Manner of failure Sudden tension failure 
i eee aan ream an! 
: - Differ- Remarks. 
No. of| Height of DS Rebound) Set in | ence of Weight of hammer 
blow.| drop in | ji¢hes, |in inches.| inches. head "50 lb 
inches. incnes. inches. S. 
d H (d+d’)2 ad’ =02" 
I 2.20 30 ay As) 00 2.56 102 
2 4.20 41 3.12 or 4.67 185 
3 6.20 52 4.32 02 0.78 292 
4 8.26 60 BEey, 03 8.86 384 
5 10.260 70 6.53 o4 10.06 518 
6 12.26 78 7.28 05 13.04 640 
7 14.26 86 8.06 06 15.12 774 
8 16.20 05 8.70 .08 17.21 O41 
9 18.26 1.05 9.26 Io 19.31 1.145 | Complete failure by 
10 20.26 tension at center. 
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Impacr Trest—ComprgEssIon. 


Lab, No. 2613 Series No._103 Laboratory St. Louis 


Species Pinus teda Date of Test january 21-05 


Stick No,_72-737_ Mark _D-6 _ 
Height_3:99 in. Cross sec._1.99 in, | = 
2.00 in, 


Weight 280-2 Rings per in._5 1-2 


Grade ©/ear_ Per cent. of sap to? —— showing (eppstaon i machine 
Machine U.S. Impact Photograph 

Defects None 

Per cent. of moisture___30-0___— Specific gravity (dry)__0-496___ 
Crushing strength at yield point 47-7 mch lps, per__ cu in. 
Crushing strength at maximum drop__95-I_" -Ibs.per__ 


Modulus of elasticity 


Manner of failure Shearing 
: ' Differ- Total Remarks. 
No. of eect of poe Rebound} Set in ence of | energy Weight of hammer 
blow. re te seinen pun inches.| inches. head | absorbed 50 Ib 
: “ inches. in.-lhs. 2 
a 3.08 .03 725, 
2 6.10 04 2.78 
3 9.10 04 4.01 
4 12.10 05 4.81 
5 15.10 06 5.70 .OT 
6 18.10 06 GeO .OL : i 
7 21.10 -07 5.94 .O1 Slight shear at middle 
8 24.10 07 6.04 .OL 
9 27.10 08 6.19 AOie ; 
Io 30.10 IO 5.40 .02 Complete failure by shear 


NEW FEATURES OF TWO LARGE TESTING MACHINES. 
By W. C. Du Cos, JR. 


It is the purpose of this paper to describe briefly a 600,000- 
Ib. screw power testing machine and a 400,000-lb. hydraulic 
testing machine and to describe in detail the new features of 
these machines. 

The 600,000-lb. machine is similar to the type known as the 
Riehle U.S. Standard Vertical Screw-Power Testing Machine; 
it is a universal machine, that is, arranged to make tests by tension, 
compression and flexure, and is especially adapted for tests of 
investigation. The University of Illinois, Champaign, Illinois, 
installed this machine about a year ago. 

The 400,000-lb. machine is a Riehle Vertical Hydraulic Test- 
ing Machine arranged to make tension and hot or cold bend tests, 
and is especially adapted for rolling mill testing or where rapid 
testing is desired. One of these machines has been in use by the : 
Bethlehem Steel Company, South Bethlehem, Pa., about a year, 
and one by the Republic Iron and Steel Company, East Chicago, 
Ind., about six months. 


DESCRIPTION OF 600,000-LB. TESTING MACHINE. 


This machine (Fig. 1) consists of two parts, the weighing 
apparatus and the straining mechanism; the parts which trans- 
mit the load from the specimen to the weighing system rest on 
the weighing table and are not connected in any way to the parts 
which apply the load. 

The weighing apparatus is of the knife-edge lever system, 
consisting of four main levers, first and second intermediate levers 
and micrometer screw beam. The back pivots and the main 
lever are supported by steel bearings in lugs on the cover plate 
“TD” (Fig. 2), and the cover plate is secured to two legs which rest 
on the foundation plate. The weighing table “A” rests on the 
middie pivot in the main levers and the weighing columns “B” 
are secured to the weighing table. These columns are held 
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Fic. 1,.—General View of 600,000 Ib. Testing Machine, 
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together at the top by a tie-head and support the tension weighing 
head ““C” at any one of three positions. 

A new feature is the design of the main levers (Fig. 3); these 
are steel castings, four in number, and they are proportioned to 
secure as uniform deflection and as even distribution of load over 
the knife edge as is possible. In order to obtain the latter the cen- 
ter of the front, middle and back pivots lie in the same center line, 
transmitting the load in this line, and each lever is split into two 
webs with knife-edge bearings between and on each side of the 
webs. 

The performance of the main levers under test was satisfac- 
tory, the deflection in all the levers being such as to permit the 
table to remain level when the machine was loaded to its capacity. 
Under full load the table was lowered about .o5 inch. The weigh- 
ing beam is a micrometer dial-screw beam graduated in 10,000 lb. 
marks and reading to 100 Ibs. on the dial. The main poise moved 
to the proper position on the beam records 600,000 Ibs. An aux- 
iliary poise reading 7's the capacity of the machine can be placed 
on the beam and operated independently of the main poise. 

The hand wheel which turns the beam screw is provided with 
change gears so that the poise used can be moved on the beam at 
one of two speeds, the ratio being five to one. This is a new 
feature and is desirable on a machine of this kind in order to 
readily control the beam for various tests. The total count of 
the lever system is 5,760, so the main poise weighs 104.432 lbs. 

A needle beam is used to magnify the swing of the weighing 
beam ten times, thus increasing the sensitiveness of the lever 
system. The importance of the needle beam is shown by the 
following: Under no load a 50-lb. weight placed on the table of 
the machine settled the point of the needle beam { inch above 
the balance line and under full load in tension the same weight 
settled the point of the needle beam 2 inch above the balance line, 
and moving the poise on the beam produced like results. 

An interesting feature is the extreme sensitiveness and accu- 
racy under all loads; this was exemplified by weighing a man on 
the machine as 145 lbs., actual weight on scales 1464 lbs., the 
machine was loaded to 60,000 lbs. by calibrating levers and 
weights when this test was made. While the machine was loaded 
to 600,000 lbs. in tension, Professor Talbot stepped on the weigh-.- 
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Fic. 2.--Details of 600,000 Ibs. Testing Machine. 
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ing table and was found to weigh 1524 Ibs., time allowance being 
made for loss of load of machine, actual weight on scales 1524 
Ibs. For these tests the beam was operated by the author who 


Fic. 3.—Levers for 600,000 lb. Testing Machine. 


stood in such a position that the dial of the beam on which the 
readings were taken was not visible, the beam being brought to 
balance by observing the point of the needle beam. 
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The straining mechanism is similar to that used in other 
Riehle testing machines. Load is applied to a specimen by the 
pulling head “F” which is moved up or down by the two pulling 
screws “E” rotating in bronze nuts secured in this head. The 
pulling head has four projecting arms provided with flat bearing 
surfaces which run in vertical guides on each side of the four 
guide columns “G.” These columns extend to the highest 
point reached by the pulling héad on its travel, and are an-impor- 
tant feature of this machine. They are cast iron and designed 
to resist the side thrust and tipping of the pulling head which » 
occurs in making compression tests, and also to_resist any ten- 
dency of the pulling head to rotate due to friction of the screws 
in the nuts. Bolts secure these columns to the foundation plate, 
legs, and cover plate, and struts are provided at suitable intervals 
so that the four columns take the side thrust as a single column. 
These columns will carry a side thrust of ‘10,000 Ibs. at the top 
or of 20,000 lbs. 12 ft. from the top, anda specimen can be loaded 
to the full capacity of the machine 5 in. out of center or 5 in. 
eccentrically; this condition might occur, due to failure on one 
side of a specimen or when testing irregular shapes. It should 
be borne in mind that these columns are not in contact with any 
part of the weighing system. 

The screws are driven through gearing by a 15, H. P. motor. 
Six speeds in either direction are provided, speed changes being 
made by means of positive clutches; duplex friction clutches are 
used to start, stop and reverse the rotation of|the screws. The 
gears, all of which are cut, consist of one train of bevel-gears, 
the remaining train being spur gears. An important feature is 
the accessibility of the gearing for inspection, and the ease with 
which it may be taken apart without dismantling the machine. 

The maximum fiber stresses in the materials used are as’ 
follows: Cast iron, 4,000 Ibs. per square inch; bronze castings, 
7,000 lbs. per square inch; steel castings, 12,000 Ibs. per square 
. inch; special forged steel 20,000 Ibs. per square inch. 

. The recoil on a machine of this capacity is a serious problem, 
~and the method used on ‘this machine to prevent damage from 
the knife-edges is a new and distinctive feature. The energy 
produced by recoil amounts to about 40,000 inch .Jbs..when:a 
tension specimen is tested to destruction at 600,000 lbs: With- 
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out some means of checking the recoil this energy would be em- 
ployed in lifting the weighing parts of the machine into the air, 
and returning them in the form of a blow on the knife edges. 

The recoil is dissipated by fluid friction in the following man- 
ner. Four steel cylinders (Fig. 4) 8 in. diameter, rest on the weigh- 
ing table, into each of which is fitted a plunger which is attached to 
a bracket on a guide column. The space in the cylinders is filled 


Fic. 4.—Recoil Cylinder for 600,000 
lb. Testing Machine. 


with oil supplied from a tank on the top of the machine by suitable 
piping, maintaining a constant pressure of about 10 Ibs. per 
square inch in these cylinders. A valve with an aperture which 
may be regulated is placed on the main supply pipe. When the 
machine is loaded the weighing table moves down, oil flowing 
into the cylinders through the aperture in the valve; upon the 
rupture of a specimen the weighing table tends to rise and the 
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oil is forced back through the valve, fluid friction absorbing nearly 
all the energy of recoil. 

Since installation the University has supplied the machine 
with an elevator, which surrounds three sides and runs in ways 
bolted to the guide columns. In order to protect the weighing 
beam a case with a glass front has been provided. 

The machine was designed by Riehle Bros. Testing Machine 
Company under the supervision of Prof. A. N. Talbot, to whom 
acknowledgment is hereby made for his valuable suggestions to the 
company both in general and detail design, thus contributing 
largely to the success of the machine. In conclusion it may be 
said that tests made on the machine proved it to be satisfactory 
as to accuracy, sensitiveness, eccentric loading, recoil and power. 


DESCRIPTION OF 400,000-LB. TESTING MACHINE. 


The weighing apparatus of this machine (Fig. 5) is of the 
knife-edge lever system, consisting of main lever, first and sec- 
ond intermediate levers, and micrometer dial screw beam. The 
weighing head “‘B” is suspended from the back pivot of the 
main lever “A,” the middle pivot is supported by steel bearings 
in an arch piece which is secured to the side frame, these are 
bolted to the bed plate which rests on the foundation. A note- 
worthy feature is the design of the main lever to secure an even 
distribution of load on the knife edges. 

The weighing beam is a micrometer dial screw beam grad- 
uated in 10,000 lb. marks, reading to 100 lbs. on the dial. The 
main poise moved to the proper position on the beam records 
400,000 lbs. The total count of the lever system is 6,8577, so 
the poise weighs 58,333 lbs. 

The recoil is transmitted from the weighing head to the bed 
plate by two rods “F” and is absorbed by the foundation. 

The straining mechanism is of the hydraulic type, the pulling 
head ‘“‘C” applies load to the specimen and is held by nuts to the 
upper ends of the two pulling rods “E,” to the lower ends of 
these rods a cross head is held in the same way, this cross head is 
secured to a piston plunger working in the cylinder “D” which 
is bolted to the bed plate. The area of the return end of the 
cylinder is one-third that of the pulling end, so that the pulling 
head can be returned three times as fast as a specimen is pulled. 
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The pressure for operating the machine is furnished by a 
three-plunger hydraulic pump, a pressure of 2,300 lbs. per square 
inch being used to obtain 400,000 Ibs. load on the machine. The 
pump is driven by a ro H. P. variable speed motor, 4 to 1 varia- 
tion, giving speeds ranging from r4 to 6 in. per minute for pulling 
to the capacity of the machine, and from 4} in. to 18 in. per minute 
for returning the pulling head. 

By means of an operating valve the pulling head is run in 
either direction or stopped, speed changes being obtained by the 
motor controller. 

In the opinion of the author a variable speed motor drive 
in connection with a testing machine is desirable, inasmuch as 
it is not necessary to stop loading a specimen in order to incréase 
the speed of loading, and shock to the specimen, caused by sud- 
denly starting up the machine when a specimen is under load, 
is avoided. 

A machine for testing tension specimens whose ultimate 
strength is as high as 400,000 Ibs. which can be used to make a 
number of tests in a short time and which will work to its capacity 
without frequent repairs has been required by rolling mills and 
manufacturers for some time. At the suggestion of Mr. Maunsel 
White, of the Bethlehem Steel Company, Riehle Bros. Testing 
Machine Company designed a machine to meet these require- 
ments. The machine just described has so far proven satis- 
factory for work of this kind. Since building the first machine, 
Mr. L. W. Crane, of the Republic Iron and Steel Company, sug- 
gested attaching forms to make hot or cold bend tests, this is a 
valuable addition to the machine. 

The principal new features of this machine are: Accessi- 
bility for placing a specimen in the machine, ease with which 
speed changes are obtained, rapid speeds for pulling and for. 
returning the pulling head, and the comparatively small amount 
of power consumed for a given amount of work done. These 
features make a hydraulic machine seem most desirable for rapid 
testing. 


Mr. Talbot. 


Mr. Du Comb. 


DISCUSSION. 


Mr. A. N. Tarsor.—Regarding the 60,000 pound machine 
that has been described, I will say that we have put it to con- 
siderable use in tests in tension, compression, and crossbending, 
and have found it to be quite satisfactory. T he form of lever 
used, the recoil cylinders and the guide beams have all been found 
to be suitable for the purpose. .1I know that there is a feeling in 
some quarters that it is not necessary to have a machine as accurate 
or as sensitive as this one has been found to be. This may be 
true for certain determinations of ultimate load, particularly in 
commercial testing. On the other hand, in scientific work, with 
certain kinds of investigation, at least, the effect of an increment 
of load may be of considerable importance; and it was for this 
use that I specified a certain accuracy and certain sensitiveness in 
this machine at higher loads. The method of calibrating the 
machine up to its full capacity by the use of the nickel steel test- 
bar 20 feet long was also quite satisfactory. The amount of the 
modulus of elasticity of course, was determined from the stretch 
of the test piece with a 60,000 pound load, the machine having 
been first calibrated to that amount by means of proving levers 
and weights. 

Mr. Du Coms.—I might add to Professor Talbot’s state- 
ment in regard to the calibrating bar that it is 4” in diameter, the 
greatest variation being 0.0006 inches and the average variation 
only 0.00018 inches, so the stretch would be very uniform through- 
out the length of the bar. 

A number of tests were made to prove the effectiveness of 
the guide columns, which are an important feature of the machine, 
inasmuch as they both hold the pulling-head parallel to the table 
and prevent it from twisting. When testing concrete columns or 
concrete cubes, if the pulling head is moved out of parallel with 
the table and if there is any twisting of the head, stresses are set 
up in the specimen which are not measurable. Errors of this 
kind can be avoided by rigidly guiding the pulling-head as is done 
in this machine. There are no doubt other methods for pre- 
venting tipping and twisting of the pulling-head, but the use of 
four guides columns, one at each corner of the pulling-head, is 
the surest way to secure rigidity. 
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THE OPERATIONS OF THE FUEL TESTING PLANT 
OF THE UNITED STATES GEOLOGICAL SURVEY 
AT ST. LOUIS, MO., FROM MAY g, 1905, 

TO JULY 1, 1906. 


By Josep A. Homes. 


The appropriation by Congress of $202,000 on March 271005, 
“for the analyzing and testing of coals, lignites, and other fuel 
substances of the United States, in order to determine their fuel 
values, etc., under the supervision of the Director of the United 
States Geological Survey,” made it possible to resume on May 1, 
1905, the investigations begun during the Louisiana Purchase 
Exposition at the testing plant in Forest Park, St. Louis, Mo. 

The work was carried on under the direction of the General 
Committee appointed by the Director of the Geological Survey 
consisting of C. W. Hayes, J. A. Holmes, E. W. Parker and M. 
R. Campbell, with J. A. Holmes expert in immediate charge. 

The principal branches of the work carried on include: (1) 
Sampling, (2) Chemical analysis, (3) Washing tests, (4) Cok- 
ing tests, (5) Gas producer tests, (6) Steaming tests and (7) 
Briquetting tests. 

Only special features of the work mentioned will be pointed 
out, the detailed and complete records being available in the 
printed reports issued by the Geological Survey. 

Application forms ‘to have coal tes‘ed at the United States 
Geological Survey Coal-testing plant at St. Louis, Mo.,” were 
sent to each operator of a shipping colliery in the United States. 

A descriptive circular accompanying these forms set forth the 
conditions under which coal might be furnished for testing purposes 
as follows: 

1. The coal must be furnished to the government testing 
plant free of cost to the government. 

2. The coal must be loaded under the supervision of one of 
the inspectors employed for the purpose, who shall be allowed 


(485) 


486 Homes oN THE U. S. Fuet TrEstiInG PLANT. 


at the same time to visit the working places in the mine to secure 
samples for analysis. 

3. When it is possible to do so, the coal should be loaded in 
box cars and shipped under seal. Lignites must always be 
shipped in this way. 

4. Where the market requires screened coal, this grade will 
be accepted for tests. The selection of coal is always to be under 
the direct supervision and control of the representative of the 
testing plant. 

s. Where one of the problems involved is the better utilization 
of slack coal, a carload of slack may be accepted for testing pur- 
poses. 

6. As soon as possible after the tests are completed a brief 
statement of the results will be furnished to parties supplying the 
coal, for their information but this must not be made public until 
the results are published by the Geological Survey. 

+. Everyone interested in any particular test or in the general 
operation of the plant is invited to be present at any time but the 
official record of the tests will not be given out except as indicated 
in the preceding paragraph. 

Applications were received from twenty-two states and one 
territory. 

The collection of samples was very thorough, the methods 
having received much thought and study. 

Chemical Analysis——Two or more samples were taken for 
chemical analysis at the mine and shipped in special hermetically 
sealed cans. 

The description of the routine work of the laboratory and 
general methods used in making chemical analysis of coal may be 
found in Bulletin No. 261, 1905, U. S. G. S., and Prof. Paper 
No. /48, 190s) Uso. Goro: 

From May 1, 1905, to July 1, 1906, over 1,800 samples were 
received and 9,251 determinations were made. 

The proximate analysis and sulphur determinations have 
been made on practically all of these and the ultimate analysis, 
determinations of the heating value and other special determina- 
tions have been made'on such of the samples as have required 
the additional work. 

Washing Tests.—The washing tests have shown how the 
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quality of forty-three coals from thirteen states and several samples 
of coke breeze could be improved by washing at a normal cost of 
from three to ten cents per ton. 

Some have been washed for steaming purposes only, and some 
for both steaming and coking purposes. 

In general it may be stated that washing coal increases the 
per cent. of moisture and volatile matter, decreases its ash and sul- 
phur in coking, and increases its heating value for steaming coals. 

Coking Tests.—In the coking tests, the coal unless otherwise 
requested was passed through a Williams Mill, crushing it so that 
it all passed a No. ro mesh screen. 

The sample of coal was taken for chemical analysis as the 
oven was loaded and samples of the resulting coke were taken 
from five different parts of the oven, these separate samples extend 
ing the whole height of the charge. 

One hundred and fifty-seven tests were made of seventy-nine 
coals from seventeen states, each test being of from forty-eight to 
seventy-two hours duration. Of these coals a large proportion 
have heretofore been considered non-coking. 

These investigations, in addition to demonstrating how many 
of the so-called non-coking coals of the United States may be 
coked by exercising increased care either in the construction or in 
the operation of the ovens, have also shown how the quality of the 
coal may be improved by the addition of pitch or other volatile 
hydro-carbons to the coal before being charged into the oven. 

Gas-producer Tests.—The operating conditions from May 
I, 1905 to July 1, 1906 have been far superior to those that were 
possible during the Exposition period of 1904 and the methods 
have consequently been subjected to refinements that were not 
attainable in the previous operation of the plant. 

The determination of the amount of coal actually burned in 
the producer for any given period is, at best, a factor of more or 
less uncertainty. 

To reduce the possible error to a minimum, it was deemed 
necessary to make the test on each coal as long as consistent. 
Accordingly a schedule was adopted at the beginning of this 
series of tests involving two sixty-hour runs per week. The first 
eight to twelve hours of each test period was used for getting the 
fuel bed into uniform and efficient condition. During these 
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preliminary hours, records were taken as in the regular tests, but 
the official test as reported, included only the last forty-eight or 
fifty hours of the run, during which time the conditions were 
maintained as uniform as possible. 

In the period mentioned ninety-one tests on the gas-producer 
and gas engine were made, of coals, lignites, and peats from eight- 
een states, each test extending over two or three days. 

The results show records as'low as 0.95 pound of dry coal per 
hour burned in producer per electrical horse power developed at 
the switch board, or 0.80 pound of dry coal per hour burned in the 
producer per brake horsepower, on the basis of an assumed 
efficiency of 85 per cent. for generator and belt. 

It was found at an early date that more or less sulphur was 
passing the purifier and entering the engine cylinders. Investi- 
gations by the chemists showed that purifiers consisting of oxi- 
dized iron filings and shavings are fairly efficient for coals 
containing little sulphur, one per cent. or less; but it was found 
that for coal containing larger percentages of sulphur, the 
purifier became completely exhausted after about six or eight 
hours. Mixtures of lime and shavings were tried, but with little 
success. As a result of these investigations the purifier has been 
discarded, and the gas carrying the full percentage of sulphur 
has been charged directly into the engine cylinders. 

This method of operation has been going on for many months 
and no ill effects have been discovered, although coal has been 
used containing as high as 8.1 per cent. sulphur. 

These producer-gas investigations have shown the suitability 
of bituminous coals, lignites, and peats for power purposes in the 
gas producer and gas engine. 

While there remain difficulties in the way of the general 
introduction of this new source of power, yet the results of these 
investigations have already contributed in an important degree 
toward the overcoming of these difficulties, and serve as a basis 
of plans for new power developments in many parts of the country. 

Already, fourteen or more different companies are reported 
to be making producers for power purposes and others are endeav- 
oring to perfect new designs. 

It may also be added that at two of our great steel plants 
blast-furnace gas engines have been introduced for power purposes 
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and a dozen companies are now either manufacturing or working 
on plans for the manufacture of gas engines. 

Steaming Tesis—The only important change introduced 
in the test procedure consisted in making three trials with each 
coal, but the three ran so nearly alike that hereafter only two will 
be made. In the first series but one trial was made with each coal. 

Special tests with mixed and dried coals, and twenty-four 
hour runs indicate a slightly higher boiler efficiency, but at present 
these investigations have not been carried far enough to warrant a 
positive statement. 

In the period covered 282 tests of ninety-six different coals 
from twenty states have been made in the steam boilers, each test 
being from nine to eleven hours duration. 

_ Briquetting Tests ——In the briquetting plant a number of 
new, possible binding materials for briquettes have been inves- 
tigated; and a few of these have proved sufficiently satisfac- 
tory to warrant further investigation as to their more extended . 
use, at a probable cost considerably less than that of coal tar 
pitch, which is ordinarily used in briquetting operations. 

A number of lignites, representing both the extreme north- 
west and southwest, have been beiquetted under high pressure 
without the use of binding materials and it has been shown that 
the cost of briquetting such materials should not exceed fifty 
cents. per ton. 

Furthermore, it has been shown, in the use of certain bri- 
quetted coals for railroad and domestic purposes, that the increase 
in the efficiency of the coals used in the briquetted form is more 
than sufficient to cover the cost of the briquetting operations. 

During the period from May 1, 1905, to July 1, 1906, forty- 
six briquetting tests of nineteen different coals from eight different 
sources have been made. 

The scope of a paper of this general character is necessarily 
limited to brief statements of fact. Fully detailed information 
may be obtained in the preliminary and final reports of 1904, 
and those for the year ending December 31, 1905, issued in 
Bulletin form by the United States Geological Survey. 

The great value of these investigations in solving the problem 
of reducing the present criminal waste of coal under inefficient 
conditions, cannot be over estimated. 


PRACTICAL TESTING AND VALUATION OF JAPAN. 


By RoBERT JOB. 


Some years ago an investigation was begun at the Test Depart- 
ment of the Philadelphia and Reading Railway to devise a method 
by means of which the quality of the shipments of japan drier 
could be regulated and held to a proper standard. 

The study was begun, owing to difficulties which occurred 
at the shops in the drying of the paint. In some cases the drier 
was deficient in strength, and it was then impossible to turn out 
work within a reasonable time. In other cases the addition of the 
drier caused curdling of the oil, with result of very slow drying of 
. the paint and also great loss in the durability of the coating. 

In order to gain information upon the subject, a large number 
of japans were obtained, and analyses and tests of strength made 
of each. Some were fouud to consist of little more than benzine, 
with gum or rosin added as a-hardener, while others were com- 
posed of lead and manganese compounds of linseed oil with or 
without shellac or gum, and thinned with turpentine and some also 
contained varnish of varying degrees of quality. There was a 
marked difference in composition, and in efficiency in effecting 
drying of oil. Some of the japans were intended to act almost 
entirely as “‘hardners,” that is to hold the paint film in position by 
means of gum or resin on evaporation of the solvent, while others 
depended upon the chemical drying of the oil, and still others were 
hardeners as well as chemical driers. 

Upon studying the conditions under which the paint might 
be applied in service, we found that the coating must be dry 
enough to second coat within twelve hours or so, also that the 
paint must “set” sufficiently to prevent dragging down of the 
pigment—streakiness of the work—even when the conditions were 
very unfavorable, as for instance, in cold, damp weather. 

These conditions meant that the main dependence must be 
placed upon a true chemical drier of the oil, and also that a certain 
amount of shellac or gum must be present to give the necessary 
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slight initial “set” to the film within a relatively short time. In 
other words our drier must act both chemically and mechanically. 

Further study of the causes of curdling proved that in some 
cases the defect was due merely to the fact that the japan was in 
too concentrated a condition to diffuse through the paint on mixing 
for use, and in several instances we were surprised to find that 
quicker drying of the paint could be obtained when the samples 
of japan were diluted considerably with turpentine before mixing 
with the oil. The reason was that in its original condition the 
japan was so concentrated that it refused to dissolve in the oil toa 
clear solution, but instead formed clots. In other words, the full 
value of the japan was not utilized since the portions in the clots 
were covered up and withheld from union with the oil, thereby 
making a poorly blended mixture. When these same japans were 
diluted with turpentine, they were given a mechanical condition 
of fluidity which enabled them to mix perfectly with the oil to a 
clear solution. In the latter case the entire mass of the drier was 
utilized, and hence its full drying value rendered effective. 

The economic bearing of this difference will be apparent 
when we consider that the solid driers are by much the most expen- 
sive constituents of the japan. 

Upon study to devise a system of test by means of which each 
shipment of the material might be kept of uniform quality and of 
the desired properties, it was clear that mere chemical composition 
would tell very little regarding efficiency, since the latter would be 
largely dependent upon the conditions of manufacture. There- 
fore, we decided to leave the question of composition and of relative 
proportions to the manufacturer with very few restrictions, placing 
dependence upon the physical properties of the finished material, 
and making these properties conform to those found essential to 
produce the results desired. Obviously, a standard test for deter- 
mining the chemical oil drying strength of the japans was of prime 
importance. It was essential that the details be so simple that the 
test could be made by the manufacturer before shipment of the 
material, and at the same time they must be so devised as to render 
possible close duplication of results by different observers in dif- 
ferent places, and under different conditions of weather and of 
humidity. 

After some study and experimentation we decided to make the 
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test by mixing the japan with pure raw linseed oil, in specified 
proportions, flowing the mixture over a clean dry glass, about four 
inches long by two inches wide, and placing the glass nearly verti- 
cal in an oven maintained at a temperature of 100° Fahr. by a 
small gas burner. The glass was kept in such a position that there 
would be a free access of air, but no draught, and the film was 
tested from time to time by a quick, firm pressure with a dry finger, 
and note made of the time which elapsed until it was hard through- 
out and free from stickiness. The temperature of 100° F ahr. was 
decided upon for the test, since this temperature could be readily 
maintained at any time desired, and would ensure uniformly 
favorable drying conditions. 

It was found that a good grade of japan having the oil drying 
efficiency needed in our service, required slightly less than two 
hours thoroughly to dry the coating of oil under the above pro- 
cedure, when five per cent. by weight of japan was mixed with 
95 per cent. by weight of pure raw linseed oil, and this strength 
was adopted as standard for the test. 

The “hardening test” was made in the same general method 
as the drying test, excepting that the oil was omitted. In other 
words the japan was flowed over the surface of a clean dry glass and 
placed in a vertical position in the oven at a temperature of 100° 
Fahr. and the time noted at which the coating was dry throughout 
upon firm quick pressure with a dry finger. In working out the 
details of this test we found it desirable to dilute the japan with 
an equal weight of turpentine, since some japans were so viscous 
that the correct time hardening could with difficulty be obtained 
owing to the thickness of the film. Also it was found that with a 
japan having sufficient hardening properties for our conditions of 
service, about twelve minutes were required to secure a hard coat- 
ing. As has been stated above, a very small proportion of shellac 
or Kauri gum gave the condition desired, and we also found that 
if addition of rosin was made, the coating tended to remain in a 
brittle condition and to ‘‘dust”’ when scratched with a knife. 

In the preparation of the japan it was of course, possible that 
sufficient time might not be given for thorough settling of any 
uncombined salts, or that the salts would not be thoroughly com- 
bined with the oil, and consequently we decided to make a diluting 
test by adding five cubic centimeters of the japan to 95 cubic cen- 
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timeters of turpentine, and it was specified that no precipitation 
nor settling must result, also, it was prescribed that in mixing the oil 
and japan for the drying test, no curdling must take place, and 
that the mixture make a clear, or nearly clear, solution. The mix- 
ture test with the oil indicates whether or not the japan is in too 
concentrated a condition to blend properly with the oil, and it also 
shows whether the material is over-cooked. If incorrectly made 
in either respect, a decided precipitation will result on mixing 
with raw linseed oil. 

As the presence of rosin was questionably injurious it was 
specifically barred out, as was also mineral oil of any kind, for the 
same reason, and also owing to the possibility of causing fire 
through use of benzine. Specifications were then drawn up upon 
the lines indicated. They have been revised. in minor details, and 
the present form is given below. These specifications have now 
been in force for several years, and have been found so effective 
that not a complaint regarding the quality of the japan has been 
heard since their adoption. Each shipment of japan, it is hardly 
necessary to add, is carefully tested immediately upon receipt, and 
the quality held to the specified standard. In case of rejection 
the freight charges are paid by the shipper. 

As a matter of practice, the time of drying under our standard 
practice can be duplicated very closely by different persons, and 
the manufacturers have been enabled to keep a check upon the 
quality of their product by means of this simple test. In order to 
obtain exact results we have found it well to keep the bulb of the 
thermometer beside the oil film in the oven and to test the dryness 
of the film at about that point, since at times the difference in 
temperature between the bottom and the top of the glass effect 
a perceptible difference in the time of drying of different portions 
of the film. 

__ The specifications in their present form are given below: 


SPECIFICATIONS FOR JAPAN. 


The material desired consists of a pure turpentine hardener and oil 
drier, conforming to the following: 

rst. When equal parts by weight of the japan and of pure tur- 
pentine are thoroughly mixed and poured over a slab of glass, which is 
then placed nearly vertical at a temperature of 100° Fahrenheit, with 
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free access of air, but not exposed to draught, the coating shall be hard 
_ and dry, neither brittle nor sticky, in not exceeding twelve minutes. 

2d. When thoroughly mixed with pure raw linseed oil at the ordi- 
nary temperature in proportions of 5 per cent. by weight of Japan to 
95 per cent. by weight of raw linseed oil, no curdling shall result, nor any 
marked separation or settling on standing. 

3d. When the above mixture is flowed over a slab of glass, which 
is then placed nearly vertical at a temperature of 100° Fahrenheit, with 
a free access of air, but not exposed to draught, the coating shall dry 
throughout, neither brittle nor sticky, in not exceeding two hours. 

4th. When five cubic centimeters of the japan are poured into 95 
cubic centimeters of pure turpentine at the ordinary temperature, and 
thoroughly shaken, a clear solution shall result, without residue, on 
standing one hour. 

sth. After evaporation of the turpentine, the solid residue must 
be hard and tough and must not ‘‘dust’’ when scratched with a knife. 

6th. Benzine or mineral oil of any kind will not be permitted. 

Shipments which are not closely in accordance with these specifica- 
tions, or which are not of uniform quality throughout, will be returned 
at the expense of the shipper. 


DISCUSSION. 


MR. S. S. VooRHEES.—Does Mr. Job find very much variation 
in the different linseed oils; that is, with the 5 percent. of japan 
drier ? 

Mr. Rosert Jos.—We find a very decided difference in the 
different lots of linseed oil. We had a shipment a few days ago 
which was found to consist of about 60 per cent. of “foots” and 4o 
per cent. of linseed oil. We do not accept shipments of that kind, 
of course, and in making our tests we are careful to choose well- 
settled oil, one which has been proved pure by our previous tests. 

Mr. VoorHees.—I would ask if all commercially pure 
linseed oils show uniform time of drying when mixed with the 
same japan? 

Mr. Jos.—It is good practice to take a lot of oil which has not 
been allowed to oxidize for any considerable time. In other words, 
in making our regular tests we get a sample of oil from a fresh 
barrel and use that oil for several weeks, until it has gotten down 
possibly to one-third of the distance in the bottle. Then we get 
a fresh sample in order to avoid any possible change due to the 
oxidation of the oil. Under those conditions we find we can get 
quite closely agreeing results; that is to say, in making our tests 
we expect to find results by different operators agreeing possibly 
within about five minutes under the drying test, in about two hours 
at 100° Fahr. 

Mr. Frank P. CHEESEMAN.—Do you use the same japan in 
oxide as in carbon paints? 

Mr. Jos.—Yes. It is quite light in color; and the japan, 
of course, is pretty strong; so that we shall have as small an amount 
Ss may be necessary to produce drying: that is, with 5 per cent. of 
he japan of the weight of oil we can get a dry coating in two 
lours at a temperature of 100° Fahr. 

Mr. CHEESEMAN.—Do you change the proportion of driers 
a the different paints? Do you use the same quantity in oxide 
s in lead paints? 
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Mr. Jos.—We do so pretty closely. It depends, of course, 
to a certain extent upon weather conditions; and that, of course, 
‘5 left to a certain extent to the discretion of the painter. But 
ordinarily about 5 per cent. of the total amount—from 5 to Io per 
cent.—is used. 

Mr. CHEESEMAN.—Do you use the same per cent. for wood 
as for iron? 

Mr. Jos.—Practically the same. 


RELATION BETWEEN SOME PHYSICAL PROPERTIES 
OF BITUMENS AND OILS. 


By A. W. Dow. 


There are, at the present day, a number of complex organic 
liquids of greater or less viscosity that are largely employed 
in manufacturing, or produced direct for the market. The 
materials I refer to are lubricating oils, oils and light tars for 
treating road surfaces, bitumens for waterproofing and impreg- 
nating felts and for use in the paving industry. These products 
are giving the analysts and engineers considerable trouble in 
devising tests that will be of practical value in their rating. The 
. determination of the chemical constituents of these materials 
is practically useless as they have little or no bearing on their 
physical properties. Service tests are impracticable as they 
take too long and then it is impossible to have the same conditions 
in any two tests. There are, at present, a few physical tests 
that are made which are of some value but the information gained 
is far from what is desired to be ascertained. It is evident from 
this state of affairs that there must be one or more physical piop- 
erties overlooked that play a most important part in the practical 
value of these materials and it is my purpose in this paper to 
demonstrate to you from results of tests and investigations on 
asphalts and like bitumens that the missing factor in our tests 
is probably that of surface tension of the materials under dis- 
cussion. I will also discuss the possible physical conditions 
existing in these materials that give them their different properties 
in the hope that it may be an aid in the formulating of tests. 

In my discussion on this subject I have chosen to class 
asphalts and other apparently solid bitumens under the heading 
of liquids, designating them ‘“‘hyperviscous liquids’, because 
they most closely resemble this class of matter in their physical 
properties. This is not at all novel to those familiar with modern 
physics as it has been demonstrated that there is practically no 
dividing line between solids and liquids and that the same physical 
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laws govern their properties. —Tamman, a well-known authority, 
even goes so far as to call all solids that are not crystalline, and 
which, therefore, have no definite melting point, ‘“super-cooled 
liquids”’. 

The laboratory physical tests employed by the author in 
the examination of asphaltic bitumens are: susceptibility of the 
material to changes in temperature, the ductility, and the brittle- 
ness. ; 
The susceptibility to change of temperature is ascertained 
by taking the penetration of the bituminous cement at different 
degrees of temperatures. In speaking here of penetration it is 
an arbitrary term that has been adopted in the asphalt industry. 
It refers to the distance a weighted needle will penetrate into a 
bituminous cement under a given weight in a given time. There 
have been one or two machines gotten out for making this pene- 
tration test but the one in most general use was devised by myself 
some years ago. 

The ductility is determined by ascertaining the distance in 
centimeters that a briquette made of the material will draw out 
before breaking. 

As the apparatus for determining the penetration and the 
method of making this test and also that for ductility have been 
described in print several times* I will not again describe them 
at the present. 

The brittleness of a bitumen is determined by ascertaining 
the distance a weight of 25 grams must drop to break a prism of 
the material having a square section of 1 centimeter and a length 
of 10 centimeters resting on supports 8 centimeters apart. The 
test is usually made at the temperature of o° C. 

On comparing the data obtained on bitumens with these 
tests, it was noticed that a definite relation existed between the 
susceptibility to change in temperature, the ductility, and the 
brittleness. 

In Table I will be found these tests on several bitumens. 
These are arranged in the order of their susceptibility to change 


*The Report of the Inspector of Asphalt and Cements of the Dis- 
trict of Columbia for the fiscal year ended June 30, 1904. Proc. Am. 
Soc. Test. Mat., Volume III, 1903, p. 349. 
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in temperature, the most susceptible being at the top of the column. 
The numbers in the first columns to the left are the penetrations 
of several bitumens taken under various conditions indicated 
over each column. The next two columns to the right give the 
ductility of these materials taken at o° and 25° C. In the last 
column to the right will be found the brittleness of these 
materials at 0° C. 

In comparing the results in this table it is seen that in nearly 
every case a definite relation exists between these three physical 
properties; that is, the more susceptible to change in temperature, 
the more ductile and at the same time the more brittle is the 
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material. While all hyperviscous liquids do not appear to abso- 
lutely comply with this law, yet they follow it sufficiently close 
to enable one to make a close approximation of any two of the 
above properties from a knowledge of the other. I would also 
call to your attention that in the few cases where these hyper- 
viscous liquids do not follow the general rule, that they closely 
resemble each other and it may be that with more perfect methods 
and materials free from foreign impurities, a still closer con- 
formity may be expected. 

Still another interesting relation is brought out and is exhibited 
in Table If. These results were obtained by taking the pene- 
tration of some of the materials represented in Table I with the 
same weight, and at the same temperature, but varying the time 
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interval. As in the other table they are arranged in the order 
of their susceptibility to change in temperature. These results 
show that the greater the ductility the greater the variation between 
the penetration taken at the different time intervals; that is, in 
testing two bitumens, one very ductile and the other lacking in 
ductility, let us suppose that they have the same penetration 
under 100 grams No. 2 needle, for 5 seconds at 25° C. If the 
penetration is now taken on these two samples at the same tem- 
perature with the same needle and weight but increasing the 
time to 1 minute, it is found that the more ductile one will be of 
considerable greater penetration than the less ductile one. To 
test this rule the same experiment was repeated at other tem- 
peratures and with different weights acting on the needle and 
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the same relations were found to exist. Three other physical 
properties also appear to be related to those just mentioned. 
First: The more ductile bitumens are the more fluid; that is, 
of two materials both of the same penetration when tested at 
25° F., the one that is the more ductile will flow the more readily 
into an aperture, or more readily flatten down of its own weight. 
In fact a very hard California oil residue will have considerably 
more flow to it than a soft hydroline B. Second: That of two 
bitumens having the same consistency by penetration at 25° C., 
the one that is more ductile will the more readily penetrate into 
fibrous material, such as felt and paper, when the bitumen is ina 
molten condition. This is an important factor in the roofing and 
water-proofing industry. Third: Relates to the penetrability of 
oils into road surfaces in the construction of oiled or tarred roads. 
I have noticed it to be invariably the case that of two oils of the 
same viscosity, the one which, on evaporation gives a residue 
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that is the more susceptible to change in temperature, is the oil 
which will the more readily penetrate into the road surfaces. 

Having established the above relations between the various 
asphaltic bitumens I turned my attention to the testing of oils, 
applying to them the viscosity test which I considered the nearest 
equivalent to the penetration tests, and fully expected to find 
the same relations between results obtained under different 
conditions. As a difference had been noted in the penetrability 
of the two oils into road surfaces, as spoken of above, it was believed 
marked differences would be observed in the viscosity of these 
two oils, when taken at different temperatures. To test this 
two heavy oils were selected, having the same viscosity on a 
Doolittle viscometer at 45° F., the one oil had the property of 
being readily absorbed into the surface of the road, while the 
other had not. The viscosity was determined at every «10° C. 
from 45° to 75° C. I was much surprised to find that the tests 
on these oils ran parallel with each other at every temperature. 
Other oils were experimented on, but no great variation could be 
detected in the viscosity at different temperatures with the excep- 
tion of one paraffine oil which possibly contained scale paraffine 
melting at 55° C., giving a rather sudden jump in viscosity. 

Tests were then made with a viscometer of my own design 
which consists of a cylinder 2 centimeters in diameter of equal 
bore throughout, fitted with a plunger x millimeter less in diameter. 
This plunger is used in the frame of the penetration machine in 
place of the needle, and the distance the plunger sinks under 
a weight of 50 grams in 5 seconds is taken as the viscosity of the 
oil. The viscosity by this apparatus can be compared to that 
obtained on the regular pipette viscometer. The results obtained 
at different temperatures did not materially differ from those 
given by the Doolittle viscometer. From these results it is 
evident that the penetration test does not entirely, if at all, cor- 
respond to the viscosity test, and the question naturally arises 
what other physical laws govern this test. 

This question and the relative physical properties of the 
different asphaltic bitumens, have been the occasion of con- 
siderable speculation on my part in the hope that they might 
reveal something as to the physical constitution of these bodies. 
I am inclined to believe, for several reasons, that they indicate 
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the degree of solution of the various compounds composing these 
materials in cach other. That is, the more complete the solution 
of the compounds in each other the more susceptible to tem- 
perature and the more ductile, or in other words, it would appear 
that as you progress from the ductile materials toward the 
non-ductile that the solutions of the various hydrocarbons in 
each other become more incomplete, resembling in some ways 
colloidal solutions and in somé extreme cases even a state of 
emulsion. And I might here say that it has lately been shown 
that emulsions resemble colloidal solutions in many ways. 
This theory is still further strengthened by the failure of the 
viscosity test to coincide with the penetration test and points 
strongly to the conclusion that the former test is more an indica- 
tion of surface tension than of viscosity. I believe it also explains 
the relation existing between the difference in penetration for 
various time intervals and the properties of ductility and fluidity 
and the susceptibility to changes in temperature. 

Theorising on the composition of these materials, let us 
suppose that in Fig. 1 A and B are sections through two samples 
of materials after the needle has penetrated for 5 seconds, these 
materials both have the same penetration for this time interval. 
Fig. A is the ductile material that readily loses its shape or flows. 
Fig. B is the non-ductile and non-fluid material such as hydroline 
B. According to the theory sample A is composed of two liquids, 
W and X, the latter being in a colloid state in W. As A, is nearer 
to a true solution there is but little of colloid X present and the 
rigidity of A is entirely due to its external surface tension, that 
is a high surface tension of liquid W. Sample B is composed 
of two liquids, Y and Z, the latter being in a colloid condition 
in Y. The material B owes its rigidity to the surface tension 
of the particles of the colloid liquid Z, and is but little dependent 
on the external surface tension of liquid Y, which may be of very 
low surface tension. In other words, this liquid might be likened 
to a sponge, liquid Z being the fibers and Y a light low surface 
tension liquid held in the pores. It is seen in sample A that the 
first penetration of the needle into this material causes a large 
depression surrounding the needle. In the case of B there is 
little or no depression. It is evident from this that considerable 
of the work of the needle in penetrating in the case of A is in 
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overcoming the surface tension of liquid W, while in B the surface 
tension being low the needle meets with little or no resistance, but, 
as it proceeds, is retarded by the internal surface tension of the 
particles Z. If now, the needle is allowed to penetrate for a longer 
time it is evident that it will penetrate further into A than into 
B because of it continually meeting resistance from the internal 
tension of particles Z. This is further brought out by the shape 
of the surface after the penetration of the needle, for though it 
has penetrated to an equal depth into both samples in the first 
5 seconds, A is proved to be much softer than B,asvit hassnot 
only to make a penetration but carry with it the large mass of 
material which adhered to the point of the needle. 


A 
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With two asphaltic bitumens having this internal structure 
it is easily understood why A loses its shape, or, in other words, 
is more fluid than B, even though to the feeling or the penetration 
A may be harder than B. 

If we now apply this theory to lubricating oils I believe it 
can be readily appreciated why some oils of high viscosity are 
incapable of keeping bearing surface apart and are, at the same 
time, poor lubricants, while other oils of less viscosity act so well 
both in keeping bearings apart and in lubricating. If we now 
suppose two oils to be represented by A and B the former would 
represent an oil largely dependent on external surface tension 
for its viscosity while B would represent an oil with a low external 
surface tension but dependent on its internal surface tension 
for its viscosity. 
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Liquid A having little or no colloid present in it would readily 
be squeezed out between two bearing surfaces and at the same 
time having a high external surface tension would act as a retard- 
ing agent between two bearing surfaces. In the case of liquid 
B it would be just the reverse and the bearing surface would be 
kept apart by the colloid condition, and liquid Y, having a low 
surface tension, would act as a good lubricant. This might 
explain why soaps are used as lubricants because of their colloid 
conditions and also explains why the addition of lard oil to a 
mineral oil improves its lubricating properties for heavy machin- 
ery, because the lard oil enters into a colloid condition in the 
mineral oil. 

If this theory as to the physical constitution of these more 
or less viscous liquids is correct, as it is reasonable from the 
above to suppose, it can be readily appreciated what an important 
factor the examination of the surface tension of oils would play 
not only in the industry above mentioned but in numerous 
others. For example, the character of paint is largely dependent. 
on these physical properties, that is, of two paints the one that 
has an oil medium approaching closer to what I term a true solu- 
tion, the closer will the pigment be brought in contact with the 
surface of the material covered, which I believe is of great impor- 
tance in paint acting as a preservative. 

There has been little or no work done on this line with these 
complicated liquids and in fact our knowledge of surface tension 
in any line is very limited. If it were possible to work out a 
practical way of determining external surface tension and the 
internal tension of the surface of the colloids it could not help 
but result in great practical value as a means of examining the 
physical properties of these materials, and would likely prove 
of great commercial value. It is to be hoped that some physical 
chemist who is more used to investigating than the author, may 
take this subject up and it may even seem advisable for this 
Society to endeavor to have the Bureau of Standards, Washington, 
D. C., take up the investigation of this kind with a view of stand- 
ardizing a method for the examination of lubricant oils and other 
complex liquids. 
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DISCUSSION. 


Mr. C. N. Forrest.—I should like to make a few remarks Mr. Forrest. 


in connection with Table I presented by Mr. Dow showing the 
penetration of various bituminous substances at different temper- 
atures, and to add, perhaps, a little to that table as an aid to more 
intelligent interpretation of the results. 

Mr. Dow in his later remarks referred to the behavior of oils 
containing paraffine in his viscosity tests, showing that those oils 
rich in paraffine are more susceptible to temperature changes; and 
we all know that paraffine is a material that is affected very readily 
by temperature changes; that is, it becomes very fluid at elevated 
temperatures and is solid and very brittle at low temperatures. 
In this connection, therefore, it would be particularly interesting to 
know the character of the oil that was used in reducing the various 
hard asphalts to the consistency that they were brought to in order 
to make the penetrations; the penetrations given in the table are 
not directly comparable in that some asphalts have been fluxed 
with one oil and some with another. Even the term Texas oil is 
not entirely definite; as we have oils from different parts of Texas 
possessing different characteristics. The Corsicana oils are 
particularly rich in paraffine; while among the asphaltic oils from 
the other fields some contain a greater amount of paraffine than 
others and on this account it would be very interesting to know the 
amount of paraffine present in the various fluxes employed. It 
is not surprising, therefore, in the case of the Trinidad asphalt, 
which has been fluxed with an eastern residuum particularly rich 
in paraffine, running perhaps as high as 7 or 8 per cent. paraffine 
scale, that that cement, as shown, should be more brittle at a low 
temperature, and affected to a little greater extent at the higher 
temperature, than some of the others, I wish to say, therefore, that 
in order to have entirely comparable results, the hard asphalts 
should all have been fluxed with the same oil; and it would be in- 
teresting to know, even in those asphalts which have been described 
as being fluxed with Texas oil, if the Texas oil all came from the 
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same region, and if the amount of paraffine varied in the different 
fluxes. 

Mr. A. W. Dow.—I think Mr. Forrest is mistaken about 
that; because I find that when an oil is mixed with an asphalt that _ 
the oil loses its characteristics. In fact, Trinidad asphalt fluxed 
with a California oil is more susceptible to changes in temperature 
than when fluxed with eastern paraffine oil. The character of the 
oil or asphalt has nothing at all to do with the physical properties 
of the resulting mixtures; they depend on what condition or what 
solution the oil enters into with the asphalt. If you take an asphalt 
which is easily soluble in an oil, it will make a more ductile material, 
and vice versa; the eastern residuum oils are not as good solvents 
as the California oils. I regret that I have not any tables here to 
show that, but the Trinidad asphalt fluxed with a California oil 
would be more susceptible than with the eastern residuum, as I said. 
Referring to Table I for instance, so-called Maracaibo asphalt, 
if that was fluxed with a California oil instead of Texas oil it 
would bring it up into the class with the Cuban asphalt; and yet 
the Texas oil contains more paraffine than the California; from 
this it is seen that the paraffine really plays little or no part in the 
behavior of those materials. 

Mr. Forrest.—The characteristics which I mentioned, are 
more plainly shown in the Texas fluxes and the eastern residuums; 
and our experience with those two oils is somewhat at variance 
with Mr. Dow’s remarks. The fact that the California oil is 
used to a very limited extent for the fluxing of such asphalts as 
Bermudez and Maracaibo or Trinidad, perhaps, is responsible for 
my not being as thoroughly posted in regard to that particular oil 
as Mr. Dow; but with the Texas oil and the eastern residuum oils, 
our experience has been that those cements—that is, asphalt 
cements fluxed with an eastern residuum containing a considerable 
amount of paraffine (7 to 10 percent. perhaps)—are very much 
more susceptible to temperature changes than the same cements 
made with a Texas oil. 

Mr. Dow (referring to Table 1).—Hydroline and Texas is 
the residuum of Texas oil, and contains about three or four per 
cent. of scale paraffine—while this reduced California oil contains 
little or no paraffine, yet the reduced California oil, being a truer 
solution than the Texas residue, is the more susceptible to changes 
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in temperature, even though it does not contain paratfine. It 
is shown by this that the paraffine has no influence on the 
physical properties. | 

Mr. Forrest.—I do not wish to prolong the argument; but 
Mr. Dow is entirely right in saying the California oils are very sus- 
ceptible to temperature changes; that we know; and we also know 
that residual pitch prepared from California oil is much more 
brittle at low temperatures and fluid at high temperatures, than 
residual pitch prepared from Texas oils. On account of that fact 
it is not surprising that he should find a difference in penetration 
in the cements prepared with eastern residuum oils and the Cali- 
fornia oils; but I wanted to emphasize the relation between the 
Texas oils and the eastern residuum oils, not going into the Cali- 
fornia oil proposition at all, because, as I say, that is a material 
that does not enter into the paving question very largely in the 
East, or in the Middle West, as a flux for hard bitumens, and by 
hard bitumens I mean particularly Bermudez, Trinidad and Mara- 
caibo. 

Mr. S. S. VoorHrrs.—In Mr. Dow’s theory of incomplete 
solutions as shown in Figs. A and B, the penetration of the needle 
in B should be affected even from the start, should it not, by the 
crowding apart of the colloids Y; and the penetration would there- 
fore not be the breaking of the surface tension of Y exactly, but 
also the effect of the colloids Z over the whole surface of Y affected. 

Mr. Dow.—Yes, it is; and, as I explained, A is really much 
softer than B, for that very reason the colloids Z hold it up like a 
sponge. 

Mr. VoorHeEErs.—Should not that retard the penetration on 
that account ? 

Mr. Dow.—Yes, it does. These two materials were chosen 
with the same degree of penetration at 5 seconds under 100 gms. 
at 25° C., and when the penetration is made for a longer time 
the retarding of the needle is plainly seen by the results in the last 
column of Table II. 

Mr. E. W. DE Kwicur.—I should like to inquire the reason 
for combining the resin oil and machine oil. 

Mr. Dow.—The resin is what I consider a good solvent for 
the bitumen oils; that is, it enters into complete solution with 
bitumens; and as paraffine is not a good solvent, I combine the 


Mr. Dow. 


Mr. Forrest. 


Mr 


Mr. 


Mr 


Mr. 


Mr 


Mr. 


. Voorhees. 


Dow. 


. Voorhees. 


Dow. 


. De Knight. 


Dow. 


Mr. Dow. 


Mr. De Knight. 


Mr. Dow. 


Mr. De Knight. 


Mr. Dow. 


508 DiscussION ON BITUMENS AND OILS. 


resin with a paraffine machine oil to show that even resin will make 
a ductile material that way; it was made simply as an experimental 
sample to illustrate the point that the greater the ductility, the 
greater the susceptibility to change in temperature. 

Mr. De Knicut.—I should like to ask whether Mr. Dow 
recommends resin for waterproofing materials? 

Mr. Dow.—No. I might repeat what I said in other words: 
this paper is an entirely theoretical consideration of the subject. 
I did not mean this sample to represent anything practical, at all; 
but merely to illustrate the point I was trying to bring out. I 
have never tried the waterproofing qualities of resin with machine 
oil. 

Mr. De Knicut.—Is it a good thing to put resin in any 
waterproofing material? Why was there no resin in any of the 
other materials illustrated in the sketch ? 

Mr. Dow.—There is no resin in any of the other materials; 
and I might say, as is well-known to roofing and bitumen men, that 
when they want to increase the ductibility of a bitumen they add 
resin. 


THE PROXIMATE COMPOSITION AND PHYSICAL 
STRUCTURE “OF TRINIDAD ASPHALT, WITH 
SPECIAL REFERENCE TO tHE BEHAVIOR OF 
MIXTURES OF BITUMEN AND FINE MINERAL 
MATTER. 


By CLirrorD RICHARDSON. 


The vast deposit of native bitumen, extending over an area 
of more than one hundred acres and to a depth of over one hun- 
dred and thirty-five feet, obtained in the so-called pitch lake, 
which occupies the basin of an old mud spring in the Island of 
Trinidad, has been known for some time to be extremely uniform 
in its proximate composition, consisting of a mixture or emulsion 
of bitumen, a thermal water, free carbon dioxide and hydrogen 
sulphide, and mineral matter, with an undetermined residue, 
which has been denoted “organic matter, not bitumen.” The 
composition of the “pitch” as taken freshly from the lake, ac- 
cording to the methods of analysis hitherto generally employed, 
has been stated to be as follows: 


AVERAGE OF 30 ANALYSES. 


Per cent. 

Water and gas, loss on CHES AENE AY6) SHCOIOE oe yb dig ahem 29.0 

Bitumen soluble in cold carbon Chscilhamvels cooconsadeave 39.0 

Mlineral@eiduevatter ignition ..42o..¢s.- 052s evened 2502 
Undetermined matter by difference, ‘organic matter not 

SUICAUER SY SSR eeu = a a Renta, ae die heey 6.8 

100.0 


Industrially the crude pitch is submitted to a process of so- 
called refining, which consists of heating it to a temperature of 
not over 160° C., for the purpose of driving off the water present 
and obtaining a dry and compact bitumen. In this process 
nothing is removed except matter volatile at this temperature, so 
that the product may be regarded merely as dried pitch. In this 
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form it has the following average composition when examined in 
the same manner as the original material: 


AVERAGE OF 15 ANALYSES. 


Per cent. 

Bitumen soluble in cold carbon disulphide ......------- 56.5 
Mineral residue after ignition ...------+-++4+esrrtrct: 21055 
Undetermined, by differenge ...--/-----++++sserrrrteee 7.0 
100.0 


If the composition of the crude pitch is calculated to a water 
and gas free basis, the bitumen, mineral, and undetermined matter 
will be found to be present in the following proportions: 


Per cent. 

Bitumen. - cae ous ose Siete Doms one ities ea ne EG Ons 
Maneral «icf cute eo ne ne Se erent! eee i> eee eRe eee pon 2555 
Windetertined= Sie.cte or cine ise cote ee eet eet henner a5 
100.0 


From the preceding data it appears that there is less un- 
determined matter in the refined asphalt than in the original 
pitch. It is evident, on reflection, that the figures obtained by 
the methods of analysis employed, do not accurately represent 
the actual composition of the substance. The percentage of 
bitumen represents the amount soluble in cold carbon disulphide 
and may be too low. A hot solvent or a better one might remove 
more. There is reason to believe, since the mineral matter con- 
sists to a considerable extent of clay, that this, or even the other 
mineral matter, might absorb or adsorp bitumen in a way which 
would prevent its removal by solvents. The mineral residue 
after ignition may be too low, owing to the volatilization of the 
water of hydration of the clay and of some of the more volatile 
inorganic matter such as the alkalies and the sulphuric acid in 
combination with the ferrous iron in the thermal water. All 
these errors would be cumulative in the undetermined matter 
by difference and thus make the percentage assigned to this ma- 
terial much too high, even if it is not found to consist entirely of 
such substances which are in no sense organic matter not bitumen. 

With a view of determining with some certainty what the 
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character of the substances are which go to make up that portion 
of the refined asphalt which has been heretofore regarded as 
“organic matter not bitumen” the following investigations. have 
been carried out in the writer’s laboratory. 

Water and Gas.—If a weighed amount of crude Trinidad 
asphalt, immediately after being taken from the deposit, is ground 
to a fine powder and exposed to the air for twenty-four hours, it 
will lose about 29.0 per cent. of water and a small additional 
amount on further exposure in vacuuo over sulphuric acid, this 
latter small amount being very probably water of crystallization 
of the salts which are present. The total loss averages 29 per 
cent., with but very small variation, in the fresh pitch taken 
several inches below the surface, although on exposure to the air 
for some time a very considerable proportion of this amount may 
be lost, as in the case of storage of the crude material. 

At the same time with the water the gas which it contains in 
solution, consisting of a mixture of carbon dioxide and hydrogen 
sulphide, is lost. Its percentage must be extremely small by 
weight. 

Having determined the average amount of water in the 
fresh pitch with some degree of accuracy it will be convenient to 
conduct the further investigation of the pitch on the dried or re- 
fined material. 

Mineral Matter—The residue of mineral matter obtained 
on the ignition of refined Trinidad asphalt in a muffle averages, 
as the result of fifteen determinations of representative samples, 
36.5 per cent., corresponding to 25.9 per cent. in the original 
crude material, with extremes of 36.0 and 36.8 percent. As this 
ignition has taken place at a temperature approaching 800° C. 
there is every reason to believe that considerable organic matter 
has been volatilized, as is often found to be the case in the pre- 
paration of the ash of vegetable material. In the latter case the 
addition of tricalcium phosphate prevents such loss and it seemed 
that this mode of procedure might be applicable to the asphalt. 
When the latter was ignited in the presence of the phosphate a 
residue greater by 2 per cent. was obtained, 38.5 per cent., and 
one which more correctly represents the percentage of anhydrous 
inorganic matter present in the asphalt, showing that 2 per 
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cent. is volatilized in the ordinary course of ignition, thus account- 
ing for this amount of the ‘undetermined matter.” 

The mineral matter on examination is found by elutriation 
to consist to a large extent, 30 to 4o per cent., of clay and, of | 
course, its water of hydration, which may be properly regarded 
as a part of the mineral matter originally present, is lost on igni- 
tion. If the residue after the extraction of the asphalt with sol-_ 
vents is heated to a temperature of 340° C. it loses from 4 to 6 per 
cent., the determination at such a temperature, of course, not 
being one capable of being made with great accuracy. A certain 
amount of this loss is plainly due to the volatilization or destruc- 
tion of bitumen held by the clay present, as shown by its con- 
densation on the side of a glass tube in which the heating is con- 
ducted, but as this amount, as will appear later, cannot exceed 
I per cent., the loss due to the presence of water in the clay must 
reach at least 4.5 per cent. The total loss on ignition, of bitumen 
and water in the clay must, however, amount to about 5 per cent. 
and be included in the “undetermined matter.”? When this per 
cent. is added to the 2 per cent. of inorganic matter volatilized 
at 800° C. the entire percentage of undetermined matter obtained 
by the usual method of analysis is accounted for, as it appears that — 
Trinidad asphalt really contains practically no organic matter 
not bitumen. 

In order to determine whether this assumption is correct, 
analyses have been made of mixtures of an extremely pure bitumen, 
gilsonite, with clay and other fine inorganic materials, the mixture 
being prepared by melting the bitumen and stirring the clay or 
other mineral matter into it, the stirring being kept up during 
cooling, and the cold brittle mixture being then ground to a fine 
powder in order to obtain a uniform material for analysis. The 


results of an examination of such mixtures by the routine methods 
are as follows: 


Bitumen, sol- Mineral 
uble in carbon residue on Unde- 

disulphide. ignition, termined. 

E Per cent. Per cent. Per cent. 
Fullers earth—air driedus. o: o0 4 aes 62.3 28.8 8.9 
Pullers earth==1omited sia eee 50-7 34.1 6.2 
Brick: clay—atc driedueaata ee een 42.3 22.9 4-8 
Brick iclay—iomitedee eet eee HyfA®) 1730 4-2 
Portland cement—ignited ..........:... 82.6 15.8 Feri (6) 
Trinidad mineral residue—ignited ....... 64.4 SAEs Tes 
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It appears from the preceding results that all the artificial 
mixtures of bitumen and fine mineral matter apparently contain 
as the result of the analyses a certain amount of undetermined 
matter or organic matter not bitumen, although from the nature 
of these mixtures nothing of this kind can be present. The 
amount varies from 8.9 per cent. in the case of the unignited 
Fullers earth, to 1.3 per cent. for the ignited mineral residue of 
Trinidad asphalt. The larger percentage is due to the presence 
of water of hydration in the Fullers earth, while the smaller per- 
centage shows that the mineral matter in Trinidad refined 
asphalt is capable of retaining 1.3 per cent. of bitumen, either 
by absorption, adsorption, or both. Our assumptions in regard 
to the true composition of Trinidad asphalt are, therefore, correct 
and its actual composition should be stated as follows: 


Crude Trini- Refined Trini- 
dad Asphalt. dad Asphalt. 


Remcents Per cent. 
NN PTUCT AT OMOAG mace ca Gi ouster tec. sel Siete ens as dec tat 29-0 Be 
Bitumen soluble in cold carbon disulphide .... 39.0 56.5 
Bitumen retained by mineral matter.......... 2g 28 
Mineral matter, on ignition with tricalcium 
IWHOSP late yR ae env se toe aioe ate ie kes ero yeh RGF oP Sho 
Water of hydration, clay, and silicates ....... B83 4-2 
98.8 99-5 


In neither case is it possible for the occurrence of that per- 
centage of ‘“‘organic matter not bitumen” which has heretofore 
been attributed to Trinidad asphalt. 

Bitumen.—In consequence of the preceding results it is of 
interest to study to some further extent the behavior of bitumen 
towards clay and other extremely finely divided inorganic par- 
ticles. 

Behavior of Bitumen with Clay and finely divided Mineral 
Matier.—It is well known that clay has the power of absorbing 
bases and dyes from their solutions and holding them so firmly 
that they cannot be entirely removed by solvents.* 


*Cushman, Bulletin No. 92, Bureau of Chemistry, U. S. Dept. of 
Agriculture, page 16. Cameron & Bell, Bulletin No. 30, Bureau of Soils, 
U.S. Dept. of Agriculture pages 52-61, 
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In this connection the behavior of solutions of bitumen toward 
clay and other fine mineral matter has been investigated. For 
this purpose a weighed amount of air-dried white clay from Berk- 
shire County, Massachusetts, was spread on the asbestos felt of a 
Gooch crucible and a 10 per cent. solution of an extremely pure 
bitumen, gilsonite, in purified carbon disulphide was poured 
upon it and allowed to remain in contact with it for fifteen hours. 
The solution was then removed by suction and the clay was 
washed with the same solvent until the latter came through color- 
less. The same experiment was conducted with a brick clay 
from New Jersey, and with Fullers earth from Florida. 

On drying the white clay and breaking it open it was found 
to be strongly colored by the absorbed bitumen which had not 
been removed by the solvent. The amount of bitumen retained 
by the different clays was found to be: 


White clay from Massachusetts ..........-- 1.28 1.03 
Brick clay from New Jersey....-.....-++-+ 1.24 1.38 
Fullers earth from Florida .............--- 8.94 


It is evident that the different clays have different capacities 
for absorbing bitumen and it is not surprising to learn that Fullers 
earth retains the largest percentage, since the use of this material 
has been extremely successful for the purpose of clearing dis- 
tillates of petroleum. 

It seemed possible that an air-dried clay, owing to the pres- 
ence of hygroscopic moisture which it might hold, might not 
absorb as much bitumen as one which had been dried at a tem- 
perature above the boiling point of water. In order to determine 
this the experiment was repeated with the brick clay from New 
Jersey after drying at 120° C. The results obtained are as fol- 
lows: 


Brick clay from New Jersey ...-.)......---- I.07 1.428 


There is but a trifling difference in the amount of bitumen 
absorbed by the air-dried clay and the dried clay. 

In the same way it seemed possible that an ignited clay 
might not have as large powers of absorption as air-dried or dried 
clay. For the purpose of determining this ignited Fullers earth 
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and the mineral residue from the ignition of refined Trinidad 
asphalt were subjected to the action of a bitumen solution and 
the amount of bitumen which was absorbed in each instance and 
could not be removed by solvents on continued washing was 
found to be: 


: Per cent. 
ga SENSE Ak Ds Jag el a 5.83 
Mineral residue from Trinidad asphait............ 89 


The Fullers earth, it is found, does not present the same 
absorptive powers after ignition and it may, therefore, be assumed 
that the mineral residue from Trinidad asphalt, in the condition 
in which it exists originally in the crude or refined asphalt, would 
absorb more than nine-tenths of one per cent., which the ignited 
residue does. 

It is evident, therefore, that the amount of bitumen extracted 
by a solvent from any mixture of that substance with a material 
containing clay does not represent all that is present in the mixture, 
and that, in the course of an analysis made according to the cus- 
tomary methods, the amount of bitumen would be included 
in the percentage of undetermined material. The amount, will, 
of course, depend upon the nature and proportion of the clay 
present. 

With a view of determining the behavior of solutions of 
bitumens of various kinds towards clay, Fullers earth, ground 
limestone, silica dust, and Portland cement, 9o per cent. or more 
of which pass a screen of 200 meshes to the linear inch, when such 
solutions are passed through a column of these materials closely 
packed together in a glass tube, a number of experiments have 
been made. For this purpose glass tubes two centimeters in 
diameter and 150 centimeters long were filled for a distance of 
50 centimeters with the mineral powder under experiment. 

Carbon disulphide containing 75 per cent. gilsonite in solu- 
tion is completely decolorized in passing through a column of 
Fullers earth, of the length mentioned. The solvent comes 
through quite pure. Eventually the solution becomes slightly 
colored and finally brown, but on evaporation of the first portion 
of the colored solution the residue is found to consist of bitumen 
in the form of malthenes or the softer hydrocarbons of gilsonite, 
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showing that there has been a selective absorption, similar to 
that which has been observed in the case of passing crude petro- 
leums through clay. A 2.5 per cent. solution treated in the same 
way comes through slightly colored from the beginning and soon 
contains the unchanged gilsonite. 

After removing the Fullers earth from the tube and drying 
the same it is found to be colored a very deep brown and all of 
this color could not be washed from it by means of solvents. The 
action of Fullers earth on gilsonite is strongly absorptive and 
selective. 

With finely powdered limestone a similar result is obtained 
but the amount of colorless solvent which passes is much less than 
in the case of Fullers earth. 

In both the above cases absorption may be considered as 
the principal cause of the action of the fine mineral matter. In 
order to determine whether this was the sole cause tubes were 
filled with ground silica and with Portland cement, neither of 
which could possibly have any absorptive action. In neither of 
these cases did the solvent come through colorless at any time, 
but at first was a light straw color, quite different from that of the 
original solution which was jet black, and the bitumen in solu- 
tion was of a soft nature. After removal of the mineral matter 
from the tubes it could be washed quite free from bitumen with 
the solvent, showing that there had been no actual absorption. 
From this it must be assumed that absorption plays a large part 
in the retention of bitumen by mineral matter. 

Similar experiments were carried on, using Trinidad refined 
asphalt instead of gilsonite. With this material the solutions 
were in every case colored, but contained in solution only the 
lighter hydrocarbons of the asphalt, and the fact that powders 
could not remove the bitumen entirely in the first portions passing 
is due to the presence of hydrocarbons of much lower molecular 
weight, as low as C,, H,,, in the asphalt than in the gilsonite. 

The behavior of bitumen with these fine materials is of great 
interest from an industrial point of view as explaining the strong 
adhesion of bitumen to the mineral aggregate composing the 
major portion of an asphalt wearing surface. 

Physical Structure of Trinidad Asphalt.—Having become 


RICHARDSON ON TRINIDAD ASPHALT. 517 


acquainted with the proximate composition of the refined Trinidad 
asphalt it is of interest to study, and determine if possible, the 
manner in which the components have become combined in the 
crude asphalt and the reason for their existing in such very definite 
proportions in all parts of the deposit. The conclusion was 
originally drawn that the mixture of water, mineral matter, and 
bitumen existed in the form of a mere emulsion, but the observa- 
tion that when the crude asphalt was shaken with an excess of 
carbon disulphide no water rose to the surface showed at once 
that this was not the case, but that the water must be held by 
the clay and not in emulsion with the hydrocarbons. That this 
is so can be readily proved by shaking a paste of clay or fine sand 
and water with carbon disulphide, when, as would be expected, 
the water does not rise to the surface of the carbon disulphide. 
A determination was then made of the amount of water which 
a residual clay such as is found in Trinidad asphalt would hold, 
either chemically combined, by adsorption, absorption, or in the 
voids between the particles. 

When it was placed upon the felt of a Gooch crucible, moist- 
ened with water, and any excess allowed to pass off through the 
felt, the amount retained was found to be 136 per cent. of the 
original weight of the clay. When the water in the voids was 
removed as far as possible with a vacuum pump that retained 
amounted to 89 percent. On placing the moist clay over sulphuric 
acid in vacuo very nearly the entire amount of water which was 
present in the clay was removed. At higher temperatures about 
5 per cent of adsorbed water was lost, while on ignition 8 per cent 
was found to be in combination, or perhaps partly adsorbed. It is 
evident that clay has a great capacity for water and if we observe 
the relation between water and residual mineral matter in the 
crude Trinidad asphalt, 29 per cent. of water and 30.6 per cent. 
of mineral matter, it is readily seen that the amount of mineral 
matter present is quite capable of absorbing and holding the 
water present. That clay actually absorbs the water under these 
conditions is not unexpected since it is frequently used for the 
purpose of removing water from oils and clarifying them. We 
may assume, therefore, that the definite relations of water and 
residual mineral matter in the asphalt are due to some definite 
equilibrium between the two materials, depending upon the 
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capacity of the mineral matter for water. The mixture of the 
two may be regarded as the mud of the original spring. 

To account for the definite ratio of mud and bitumen found 
in the crude asphalt it does not seem out of place to assume that 
a similar physical equilibrium occurs. The mud must be able to 
take up and hold a definite amount of bitumen and no more, 
although we cannot at present explain why the relations should 
always be about 60 per cent. of, mud to 4o per cent. of bitumen. 

Artificial mixtures have been made of clay, water, and pure 
bitumen, in which these substances are present in the same rela- 
tion as in the crude asphalt. If the water and clay are first mixed 
the bitumen can be readily combined with the mud, but if the 
bitumen and clay are first mixed and heated to the softening 
point of the bitumen, a mixture cannot be made, as the clay absorbs 
the bitumen and prevents the entrance of water, although under 
the high temperatures and pressure which undoubtedly exist 
where the crude material is formed, the conditions would be some- 
what different. The preceding fact would appear to be in con- 
firmation of the conclusion that the mud must have been formed 
first and the bitumen afterwards combined with it. 

It is of interest to note that the artificial mixtures, which have 
just been described, lose their water as rapidly when exposed to 
the air as does the crude Trinidad asphalt, a mixture containing 
29-5 per cent., having lost 29 per cent. in the course of 24 hours. 

The preceding problem is an interesting one and is worthy 
of further investigation. It has been definitely settled from the 
results thus far obtained that Trinidad asphalt does not contain 
the amount of “organic matter not bitumen’ that has been attri- 
buted to it and probably only a minute amount derived from 
grass or other vegetable growths, 
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DISCUSSION 


Mr. A. W. Dow.—I want only to second one thing that Mr. Mr. Dow. 


Richardson stated, and that is about the clays and similar materials 
absorbing bitumen. It is very well known that Fullers earth is 
used in the oil industry to absorb the coloring matter out of oils; 
and a very interesting result of material like clay absorbing bitumen 
was developed last year, while the asphalt committee were getting 
up a standard method for the determination of bitumen. Dr. 
Cushman, of the Road Material Laboratory, suggested the use of 
plaster of Paris as a filtering medium. When one first starts in 
passing a bisulphide solution of bitumen through the plaster of 
Paris as much as 4o mgms. of the bitumen would be absorbed. 
The filter was an ordinary small Gouch crucible with about } inch 
of plaster of Paris in the bottom 

One thing in the paper I can not agree with. I understood 
the author to say that because he shook up the crude Trinidad 
asphalt with bisulphide, and as the water would not separate 
out, he inferred from this that it was not anemulsion. I merely 
want to state that it is no proof that an emulsion does not exist 
between the asphalt and the water because the latter does not 
separate out when the crude asphalt is shaken up with carbon 
bisulphide. 

I have found many emulsions of oil and water that can not be 
separated by shaking with carbon bisulphide. My first experience 
of this kind was in studying the composition of a bright yellow 
slime that is deposited on any object immediately over an asphalt 
refining tank or kettle, by the condensation of the steam and light 
oils driven off from the asphalt. On shaking this slime up in 
carbon bisulphide I was much surprised to find that it was prac- 
tically insoluble even on heating. On treating it with alcohol, 


however, there was an immediate and complete separation of the 


oil and water. This phenomena is readily explained when we 
consider that in this emulsion the water being largely in excess, 
each oil globule was completely surrounded by water so that the 
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carbon bisulphide could not reach it, but on adding the alcohol it 
combined with the water lowering its surface tension to such an 
extent as to destroy the emulsion. 

Mr. C. N. Forrest.—That is also the case in shaking a 
mixture of clay and water with bisulphide of carbon. The water 
does not separate in that case; but the addition of alcohol does 
cause the water to rise to the surface of the carbon bisulphide. 

Mr. S. S. VoorHEES.—I should like to ask Mr. Forrest if in 
the extraction of this absorbed bitumen from the Fullers’ earth, 
he could not have removed it all by using hot instead of cold car- 
bon bisulphide ? 

Mr. Forrest.—We did not try that. We used cold carbon 
bisulphide; because that is the universal solvent for bitumen. 

Mr. VoorHees.—I had in mind whether .it would not be 
possible to determine whether there was any organic matter not 
soluble in carbon bisulphide by means of direct combustion after 
the bitumen had been extracted with hot carbon bisulphide or 
some other solvent. 

Mr. Forrest.—These are all questions which I am glad are 
being brought out in discussion; and I will say they will undoubtedly 
be considered by Mr. Richardson and he may reply to them in 
writing, so that it will appear in the published Proceedings. As 
this is Mr. Richardson’s paper I should not like to put words in his 
mouth in carrying on the discussion on his part. 

Mr. VoorHEES.—I am simply looking at it from the stand- 
point of an analyst to get means for the determination. If carbon 
is there as carbonates, of course they can be removed by the action 
of hydrochloric acid; and bitumen, if present in a soluble form, 
could be dissolved out in a suitable solvent. Then organic 
matter could be determined by direct combustion and absorption 
by CO,. 

Mr. Forrest.—In passing the solutions through Fullers? 
earth the bitumen was all originally soluble in carbon bisulphide; 
and the matter that was retained by the finely divided mineral 
substances was in a form capable of being dissolved by cold carbon 
bisulphide; but, as a matter of fact, we were not able to wash the 
mineral matter clear with the same solvent that the bitumen was 
originally dissolved in. The organic matter was exactly the same 
in both cases. 
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Mr. E. W. DE Knicur.—Has not the clay and bitumen of an 
asphalt pavement something to do with the absorption of water by 
the usual asphalt streets or pavement ? 

Mr. Forrest.—No, not at all ; because a perfect asphalt 
pavement does not absorb water; and I do not think it is customary 
to use clay as a filler in an asphalt pavement, aside from the clay 
which might be naturally combined with asphalt. Clay is such a 
light material that it is difficult to handle it, although it may be a 
very desirable filler. It has such a low volume weight that it is 
a very difficult matter to introduce it into a hot mixture. 

Mr. A. B. Harrison.—It has been my experience that in the 
mixture of a mastic for street paving or other purposes, by using as 
nearly as possible a pure bitumen relatively the same results are 
obtained as in mixing concrete. If the sand contains loam in 
concrete mixture it gives trouble, and for the reason, I think that 
it absorbs the cement, and the loam itself has no strength. Muddy 
or clay matter in a bitumen adds no strength to it at all; in fact, is 
detrimental to the mastic in exact proportion to the percentage 
contained; whereas, if the sand that the bitumen is mixed with, 
is clean, the more pure the bitumen is, the less bitumen is required 
to give you efficient results, making the mastic not only waterproof, 
but strong and lasting, there being no substance present to cause 
disintegration. 

Mr. De KnicHt.—One more question. When we refine 
asphalt, it is for the purpose of getting out of it certain earthy 
materials. When we make a mastic, we throw back into the re- 
fined material not only sand and lime, but earth of various kinds. 
Is it not wrong to make a mastic or any waterproofing material in 
that manner? 

Mr. Forrest.—The refining of asphalt merely consists of 
removing the moisture. No attempt is made to remove the mineral 
matter that might be combined with it; and in most cases at least, 
the mineral matter which does occur naturally combined with the 
asphalt is in a particularly desirable form. It is extremely finely 
livided, and in that state is very valuable for use as a filler in the 
vavement; and, answering the previous speaker, I would say that 
ne very important requirement of sand for the construction of 
Sphalt pavements is that it shall be clean, that it shall contain 
© loam; not that the loam is particularly injurious to the asphalt 
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as such, but a loamy sand is a dirty sand; the loam adheres to the 
grains of sand, and in that position prevents the adhesion of the 
cement to the sand. No successful asphalt pavement can be made 
without the use of a finely divided mineral matter. Its chemical 
nature is not so important as its physical nature. The ordinary 
requirement is that at least 70 or 80 per cent. of this finely divided 
mineral matter shall pass a 200-mesh screen, but our idea of a 
mineral matter for use as filler.is even more refined than that, 
and we require that at least 60 per cent. of the mineral matter 
shall remain suspended in water for 15 seconds. 

Mr. Harrison.—lI also found, in some experiments in mixing 
bitumen with Portland cement, that Portland cement is not an 
absorbent of bitumen. It requires very much less pure bitumen 
mixed with Portland cement to make a homogeneous body—a 
hard mastic—than if mixed with most other materials of the fine- 
ness of Portland cement. The more foreign matter there is in the 
mastic, whether vegetable, mud, clay, or any matter which absorbs 
bitumen, the less the efficiency of the mastic. A mastic composed 
of a proportion of coarse sand, very fine sand, and Portland cement, 
so as to fill up the voids, requires less pure bitumen to make a good 
mastic than any mixture I have ever tried. There being no sub- 
stance in the mixture which is an absorbent of bitumen; each 
molecule being coated with the bitumen forming the bond, the 
mastic is stronger and much more lasting, than if mud or clay are 
among the ingredients. I believe, as a result of long tests, that 
the presence of mud, clay or any substance which absorbs bitumen, 
whether in the bitumen itself or in the sand composing the mastic, — 
is just as detrimental to the efficiency of the mastic, as loam, clay or 
any other absorbent of Portland cement is to a concrete mixture. 

Mr. De Knicur.—The point I have in mind is this: all 
earth contains lime, in either carbonate or sulphate. When we 
take sand and put it into bitumen, the lime in the sand or the mud 
injures the bitumen in time. I think that is why so many mastics 
and so many asphalt pavements deteriorate in time, the lime 
decomposing the bitumen or oils therein. 

Mr. Forrest.—Just one remark in connection with Mr. 
Harrison’s statement, that is: that Mr. Harrison’s experience has 
been contrary to the experience of those who have been engaged 
in laying a great many million yards of sheet asphalt pavement. 


= ton 
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His statement in regard to the lime might apply so far as free lime 
or caustic lime is concerned; but lime in the form of carbonates 
is a material that has been used almost since the inception of the 
industry as a filler in pavements; and it is regarded as an extremely 
desirable form of material for that use. 

Mr. C. W. Boynton.—Is it not true that Portland cement is 
frequently introduced? I question the idea of lime in any form 
being injurious. 

Mr. Forrest.—Yes, the introduction of Portland cement 
into sheet asphalt pavement is regarded as extremely good practice. 
Where the municipalities are willing to pay for that we are very 
glad to do it; and we consider it very good practice to do so. 

Mr. VoorHeEES.—I should like to ask Mr. Forrest if the Port- 
land cement serves any other function than that of a finely ground 
filler. There could be no chemical action with the bitumen. 
How can the chemical effect of the Portland cement be obtained 
without moisture? 

Mr. Forrest.—Why Portland cement is a_ particularly 
desirable or superior material to use in a sheet asphalt pavement 
has never been fully explained. We know that it is; and Mr. 
Richardson has not attempted to explain why it is. As he has had 
a great deal more experience in the handling of asphalt mixtures 
than I have had, I should not care to assume the responsibility 
of advancing on his behalf a theory, as to why Portland cement 
is actually a very superior material to use as a filler, and superior to 
ordinary limestone. 

Mr. Cyritr De Wvyrratt.—Regarding the hydrating of 
cement, I was surprised about six years ago in mixing cement with 
petroleum residuum, to find that it did hydrate to a great extent. 
I could not see why it should; but the material was heated and 
did not contain water; I wanted to make a mastic for a certain 
purpose and the material got hard and developed a good deal of 
tensile strength. The oil was heated to 112° C. 

Mr. VoorHEES.—I think all of us have had experiences with 
the absorption of moisture in oils when exposed to moist atmos- 
pheres. 

Mr. Boynton.—I know of a large paving concern using, dur- 
ing the last year, at different times, both Portland and Puzzolana 
cement to mix with asphalt, and I do not believe that the chemical 
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action was considered. It was a fine material that was wanted 
and the opinion was that Puzzolana cement gave better results 
than Portland cement because it was finer. Does anyone know 
of hydrated lime, which is still finer, being used in this way? 

Mr. Forrest.—Yes, it has been used; and it has not proved 
a satisfactory material; nor has natural cement, which is apt to 
contain free lime, proved a desirable material as a substitute for 
Portland cement. 

Mr. Harrison.—In my experiments in mixing bitumens 
with both Portland cement and hydrated lime, I found that the 
Portland cement seemed to take its set in about the same period 
of time, relatively, as it would if it were hydrated by water; that 
is to say, aS 7, 14, 21, 28 days the hardness of the material seemed 
to be relatively the same as when hydrated; whereas, in the mix- 
ture with hydrated lime the material remained plastic for a very 
much longer period, showing entirely different results than that 
with Portland cement. 


ne 


THE DEVELOPMENT OF THE TEST FOR THE 
CEMENTING VALUE OF ROAD MATERIAL. 


By ALLERTON S. CUSHMAN. 


The old idea that any stone was good enough to build a 
road of has been replaced by the knowledge that rocks, even of 
the same type, vary within wide limits in their physical properties, 
some of them being quite unsuited for road building. It is evi- 
dent that in order to keep a road surface compact and in good 
order, not only must dust be continually worn off to take the 
place of that removed by various agencies, but also the dust 
which has formed must be capable of forming a bond between 
the larger stones which make up the aggregate. 

The first attempt to develop a test for cementing value was 
made by L. W. Page in 1893, working in cooperation with the 
Massachusetts Highway Commission. In the earlier attempts 
the fine dust which was worn off in the abrasion test and which 
had passed a r1oo-mesh sieve was tempered with water and test 
pieces were molded from it of varying sizes and shapes. It was 
found that neither compression nor tension tests gave satisfactory 
results, and the method finally adopted consisted in molding test 
pieces in a cylindrical die under a definite pressure. The test 
pieces which were finally adopted were 25 mm. in diameter and 
25 mm. high. These little cylindrical briquettes, after being 
thoroughly and carefully dried, were broken under the impact 
of a 1-kg. hammer falling 1 cm., the blow being repeated until 
failure occurred. The details of the method and the machine 
used have been published in several places and need not be re- 
peated here. In later work the practice of using the dust from 
the abrasion test was discontinued and a definite quantity of the 
stone was ground to a fine powder in a heavy iron ball mill. The 
fine dust resulting from this grinding was passed through a t100- 
mesh sieve and the test pieces molded as described, a hydraulic 
press being used to apply a definite load at a definite rate. 

In the earlier practice it was the custom to make a recementa- 
tion test. The fragments of the briquettes from the cementation 
test were ground, again mixed with a definite quantity of water 
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and immediately remolded into briquettes. This was done on 
the theory that the rock dust on a road surface is continually 
being cemented, broken up, and recemented under traffic. A 
very large number of tests showed that the recementing values 
in by far the larger number of cases were smaller than the corres- 
ponding cementing values. There were, however, a number of 
cases in which the reverse took place. This is shown in the 
following table, in which the cementing and recementing values 
of a number of rock species are compared: 


TABLE. 1.—COMPARISON OF CEMENTING AND RECEMENTING VALUES. 


Serial Cement-| Rece- 
No. Name. ing value.| menting 
value. 
9a0 il Diabase (trap) iacicn me neko: ete oie eee IIo 89 
330 | Ferruginous limestone................... Ball) © Sts) 72 
2317 We Wolomaitien lies tOm Caretta ie erates telat 59 42 
RYS || Nrenexcullinne (Cvs osecacescossescn toes an cas 24 18 
Eymoy || MeeNESONCS so kc ao ecocdd os wachsoccasoa shoo. 95 29 
343° Dolomites. bs. ves. oa taemin a eee see eee 32 23 
EViviwilltaer na inanias Goce pdyucos owas Seoul seas a2 ese S: 54 23 
349 | Diabase (trap).......--.. 22... sees eee ee eee 49 44 
VAG || MUM SSHOVNO soon onowedooshs Iacconstossnaucs® 8 13 
ise l-Grayelicnia. ceric senate eleanor er eee II ae 
AH iP ADshanlsSKOMSS Roos doe pcchoo eno cud oo unde aur de 22 34 
AiO || ANVEStOMES cum sets cre crs een eee eee eee 110 126 
AO 2D Olomitic iimest Omer. ae iter ae eee ee 22 30 
Aol idlornmblencesschist sels tire ee nee ene 7 9 


These anomalous results called for a thorough investigation 
of the whole question. As it is well known in clay working that 
the soaking and kneading of a clay for protracted periods in- 
creases not only its plasticity, but also its binding power, it was sus- 
pected that the prolonged action of water on fine rock dust might 
well increase the binding power at least up to some maximum 
value. Investigations were at once begun to see if the under- 
lying cause of the cementing power could be discovered. It is 
sufficient to say here that the conclusion was reached that the 
rock powders which have binding power invariably undergo 
decomposition under the action of water, the decomposition 
products forming soft, more or less adherent films on the surface 
of the particles. On drying out, this adherent bond locks the 
particles together. In the case of clays this bond is usually very 
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strong, while with rock dust it is extremely variable, ranging from, 
those rock powders which yield briquettes that break on the first 
blow, to those which will sustain hundreds of blows without failure. 

After the observations had been made which led to the con-. 
clusions outlined above, it became evident that a modification 
was necessary in the manner of making the briquettes for the 
cementation test. Since the bond is developed under the pro- 
longed action of water, it is manifestly unfair to wet the rock 
dust and immediately mold the test pieces. Moreover, as the 
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Fig 1.--Diagram showing prolonged effect of water on cementing value. 


action of water begins at once, and according to the laws of phy- 
sical chemistry, is more rapid at first, slowing down gradually as 
the point of completion of the reaction is approached, it is apparent 
that considerable error in the results may be occasioned by small 
variations in time after the wetting of the dust takes place until 
the briquette is molded. It will also be shown that with nearly 
all materials the amount of working or kneading which is done 
upon the wet mass will effect the softening of the particles, and 
hence strengthen the bond. These variations were sufficiently 
large in some cases to account for the anomalous results in the 
cementation and recementation tests; hence the recementation 
tests were immediately given up as being of no value, and meth- 
ods were devised by which the cementation test should be im- 


proved. 
The finely ground and sifted rock dusts were mixed with 
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,a sufficient quantity of water, and were worked and kneaded until 
a stiff dough of even consistency was obtained. From these 
doughs series of briquettes were made at intervals and tested. 
The effects produced by age on doughs of three typical specimens, 
including samples of good, medium, and poor cementing values, 
are given in the curves shown in Fig. I. 

A study of these curves shows that there is invariably a 
rapid rise in binding power in'the newly-made doughs, and that 
after the lapse of twenty-four hours the value has, for the purpose 
of the test, become practically constant. This effect, is of course, 
more apparent in materials of high cementing value than in ma- 
terials of lower values. Numerous experiments have shown that 
with powders, as with fine sand, having no particles of a colloidal 
nature, and therefore no binding power, soaking or kneading will 
not develop the slightest increase. In carrying out the cementa- 
tion test, the doughs were invariably aged for at least twenty-four 
hours, and the workman was trained to knead the dough always 
in the same manner for about the same length of time. Careful 
attention to these details resulted in a great improvement in the 
value of the test, both in a lessened percentage of variation in 
different test pieces of the same series, and also in the agreement 
of the tests with the results of service. 

Rocks are far from being homogeneous materials, and in 
addition the cementing power itself is such a variable quantity 
that it may be said that the test has served its purpose if it does 
no more than distinguish high binding material from that which 
is only fair, and this in turn from that which has little or no bind- 
ing power. 

Further experiments which were undertaken later showed 
that the binding power is still more increased if the dough 
or paste of rock dust is kneaded or worked by hand. This is 
plainly shown by the results obtained on a sample of dolomite 
which is celebrated as a binding material in the locality in which 
it occurs. The most marked characteristic of this rock is the 
way that its binding power increases after it has been on the road 
for some time. The results shown in Table II were obtained 
by mixing the sifted dust with water and molding briquettes of 
the paste at separate intervals; finally a new lot of the dust was 
made into a paste and well kneaded by hand for one hour. 
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It now became apparent that a system of wet grinding would 
develop much higher values than could be obtained by grinding 
the sample dry and subsequently mixing with a given amount of 
water. In order to investigate this point, a series of experiments 
was made in which kilogram charges of rock dust were ground 
with approximately 20 per cent. by weight of water in the ball 
mill for three hours. Without exception the binding power 
has been increased by this method of procedure, as is shown in 
Table III. 

It has been shown in previous publications that the binding 
power of rock dust depends upon the decomposition of the mineral 
constituent of the rock under the action of water. The decom- 
position products which are formed principally as films on the 
surface of the particles, may not invariably cause a strong bond 
of cementation, as they are not all alike in this respect, but wher- 
ever a bond is. formed it is certain that more or less decomposi- 
tion has taken place. In view of this fact, it is quite apparent that 
the effect produced by kneading and wet-grinding is due to the 
increased action of the water. Under the action of iron-shod 
traffic a road surface is frequently being acted on by a species of 
wet-grinding, and it is precisely for the reason that automobile 
traffic has no such action that a new problem has arisen in high- 
way maintenance of late years. The action of water under the 
roller in aiding the formation of the original bond is well known 
to engineers, and in macadam construction the roadway is gen- 
erally liberally sprinkled while the final consolidation is going 
on. It would appear from what has been said that in the case 
of most rocks, the more wet rolling they receive the better the 
result. 
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TaBLe II].—RELATIVE CEMENTING VALUE OF VARIOUS Rock Sam- 
PLES WHEN GROUND WET AND Dry. 
Fo 


Cementing Value. 
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The latest experiments made have developed a field of inves- 
tigation which promises to be of great interest, both on the 
theoretical and the practical sides. It appears that the addition of 
lime or limestone will greatly increase the cementing value of 
an acidic rock like granite. The results shown in the following 
table were obtained by mixing together equal quantities of lime- 
stone and granite rock powders of known cementing value and 
grinding the mixture with water. 


Limestone. Granite. Combination. 
Cave Ch Ve Cave 
= See ee 
20 6 82 
26 7 53 
22 9 56 
13) IO 22 
27 3 IIo 
26 Vi 38 


It is well known to agricultural chemists that the addition 
of lime and land plaster to a soil hastens the decomposition of 
the natural silicates, thus setting the mineral plant foods free. 
It would now further appear that the scientific road builder 
should seek to blend his materials, wherever such a thing is pos- 
sible, so as to bring about the greatest amount of decomposition 
possible among the rock particles on which he depends to form 
the bonded surface of his road. 


NOTES ON THE HARDNESS AND ABRASION TESTS OF 
ROAD MATERIALS. 


By P. L. WorMELEY, JR. 


The term hardness as applied to road materials has been 
defined as “the resistance which a material offers to the displace- 
ment of its particles by friction,” and in the laboratory of the 
Office of Public Roads the test for hardness is made in accordance 
with this definition. 

In conducting this test, cylindrical rock cores 25 mm. in 
diameter are held endwise against the surface of a steel disk re- 
volving in a horizontal plane at the rate of 30 revolutions per 
minute. Provision is made for testing two samples at the same 
time by means of metal clips which hold the cores at a distance 
of 26 cm. from the center. The clips which are held in position 
by suitable metal guides are weighted so as to produce a normal 
pressure of 1,250 grams between the rock cores and grinding disk. 
Crushed quartz sand between 1 and 2 mm. in size is fed in the 
path of the specimen to act as the abrasive agent. When 1,000 
revolutions have been completed, the loss in weight is determined, 
after which the operation is repeated with the specimens reversed. 
The average loss in weight computed from the two runs, is used 
in determining the hardness of the rock. In the earlier work of 
this office, the loss in length was determined from measurements 
taken before and after each run. The average loss expressed in 
mm. per 1,000 revolutions, subtracted from 20, was taken to repre- 
sent the hardness of the specimen. The arbitrary constant 20 
was selected with a view to giving the results of this test about the 
same range of variation as the French coefficient of wear, which 
will be discussed later. 

It has been found, however, that although the hardest rocks 
lose only about 2 mm. per 1,000 revolutions, some of the softer 
varieties lose considerably more than 20 mm., thus giving rise to 
negative values in the results of the test. These negative values 
naturally led to more or less confusion as to their meaning, and 
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in order to avoid this trouble, a different formula for expressing 
the hardness has been adopted as follows: 


where H=hardness and w=loss in grams per 1,000 revolutions. 
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According to this formula, a rock of average specific gravity 
(say 2.75) having zero hardness, would lose 60 grams in weight, 
or 45 mm. in length, corresponding to a hardness of —25 on the 
scale formerly used. Since no rock as soft as this would have any 
value for road building except as a surfacing material, all rocks 
losing more than 60 grams per 1,000 revolutions are reported as 
having zero hardness. 
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It would be possible to avoid negative values for hardness by 
adopting a formula similar to that used for computing the French 
coefficient of wear (eq. 2) but such a scale of hardness would be 
open to the same objections as will be pointed out in connection 
with the abrasion test. Equation 1, however, which is represented 
graphically in Fig. 1, has the very decided advantage of giving a 
uniform variation in hardness for equal losses in weight. The 
present method of computing’ hardness possesses a further ad- 
vantage over the method formerly employed, in that differences 
in weight can be more accurately and more quickly determined 
than differences in length. This is especially true in the case of 
the harder rocks whose loss per 1,000 revolutions is very small. 
It may be further urged in support of the present method of con- 
ducting this test, that the slight, but unavoidable variation in the 
diameter of the rock cores does not appreciably affect the result. 
Experiments are now being made with a view to selecting if pos- 
sible, a more satisfactory abrasive material. Although this work 
has not been carried far enough to justify any recommendation 
at present, it would appear from a number of tests which have 
been recently made, that more accurate and more uniform 
results may be expected if a quartzite crushed to a smaller size be 
used. 

We will now turn to the abrasion test which to the highway 
engineer, is one of the most important used to determine the 
quality of stone for road building. This is one of the two tests 
which, upto the present time, have been standardized by the Ameri- 
can Society for Testing Materials. 

A detailed description of the test as now conducted, may be 
found in the Proceedings of the Society, 1904, Vol. IV, p. 193, but 
for the purpose of this paper, it is only necessary to give a brief 
description of it. An iron cylinder containing a definite weight of 
rock broken to the proper size, is given 10,000 revolutions at the 
rate of about 30 per minute, after which all material below a cer- 
tain size, which has been worn off in the test, is weighed, and from 
this weight the per cent. of wear and the French coefficient of wear 
are computed. The per cent. of wear of course varies directly as 
the weight of rock worn off, and thus a comparison between the 
wearing qualities of any two rocks may be readily made on this 
basis. but not so with the French coefficient, for the relation 
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existing between the French coefficient of wear (F) and the per 
cent. of wear (w) when reduced to its simplest form, is 


This is the equation of an equilateral hyperbola, which shows 
clearly (Fig. 2) that differences in the French coefficient of wear 
are not proportional to the corresponding differences in the per 
cent. of wear, that is, to the corresponding differences in the 
resistance to abrasion. 

By reference to Fig. 2 it will be seen that in the case of rocks 
showing a high resistance to wear, very small differences in the 
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per cent. of wear correspond to large differences in the French 
coefficient of wear, whereas for the softer varieties of rock, the 
French coefficient of wear varies much less in comparison with 
the per cent. of wear. For instance, consider the case of two 
rocks which give French coefficients of wear of 16 and 20, these 
values being frequently obtained in testing granite, trap, etc. 
It might appear from these figures that there is a marked difference 
in the wearing qualities of the two rocks, but as a matter of fact 
the real difference which is found by comparing the corresponding 
losses in weight, turns out to be only one-half of 1 per cent., a 
difference which might be expected in two tests of the same sample. 

On the other hand, take two samples of softer material, 
giving French coefficients of 2.5 and 4.0 as in the case of many 
limestones. ‘This small difference of 1.5 in the French coeffi- 
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cient of wear, corresponds to a difference of 6.0 in the per cent. of 
wear, showing that the rocks are widely different in their resist- 
ance to abrasion. It is evident from the foregoing that com- | 
parisons should be made only by reference to the per cent. of 
wear. 

The writer would limit the use of average results obtained 
from this test to cases where the range of variation is small, but 
if average results are used, as for instance in determining the 
probable wearing quality of any type of rock, it is a fact admitting 
of simple demonstration, that the average value of any number 
of French coefficients of wear is greater than the value corres- 
ponding to the average of the per cents. of wear, and a question 
naturally arises as to which of these averages represents the aver- 
age resistance to abrasion. The answer is undoubtedly the 
average per cent. of wear, which exhibits in the simplest possible 
way the average wearing quality of the rocks tested. By way of 
illustration, the following case may be cited: In averaging the 
results of 50 tests of sandstone, the average per cent. of wear was 
8.9. Now by substitution in eq. 2, we find that the French 
coefficient corresponding to a per cent of wear 8.9 is 4.5, but 
by averaging the French coefficients representing the 50 tests, 
the value 10.8 is obtained. This latter value certainly does not 
represent the average wearing quality of these sandstones. 

Although the French coefficient of wear has been employed in 
road material laboratories for a number of years and is familiar 
to most highway engineers, it is nevertheless an irrational coeff- 
cient, and serves its purpose only partially and indirectly. 
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MEMOIRS OF DECEASED AMERICAN INVESTIGA- 
TORS WHO HAVE CONTRIBUTED IN A MARKED 
DEGREE TO THE ADVANCE OF THE TESTING 
OF MATERIALS. 


By GAETANO LANZA. 


BVT. MAJOR WILLIAM WADE. 


Born in Springfield, N. J., November 17th, 1789; died in 


Allegheny, Pa., January 26th, 187s. 


Military Record:— 


I a BY) ea OUNCE ore Nov. 12th, 1813 
CODE, Boor oo Se OTdpaiier yan se. Feb. oth, 1815 

DATEL CLa tele gio June st, 1821 
c VE ALTE Ds Beas ONL Oe ROE IL Feb. oth, 1825 
CE GIDN EL 70 RR ad ee a May 20th, 1832 


From 1832 to 1837, he was a member of the firm of McClurg, 
Wade & Co., owners of the Fort Pitt Iron Foundry. 

From 1837 to 1853, he was in the service of the United States, 
in the capacity of Civilian Inspector of Ordnance, and at one 
time, between 1837 and 1840, he was a member of the Board 
that visited Europe, to inspect Ordnance Manufactures. 

About 1853, he left the service, and entered into partnership 
with Charles Knap in the Fort Pitt Foundry, in which position 
1e remained until 1858, when he retired from the firm, and for 
1 short time, was again in the Ordnance service. He retired 
rom active life in 1863. 

His principal publications upon the strength of materials 
ire included in the volume—‘Reports of experiments on the 
trength and other properties of Metals for Cannon by Officers 
f the Ordnance Department U. S. Army”—1856. 
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They included the following :— 


I. Manufacture and Proof of 6 pdr. Iron Cannon . .1844 
II. Experiments to Determine the Transverse 
Strength of Cast Iron Under Different Circum- 


SESE PE eG 20 one a pa 1844 

III. Strength of Iron, and Durability of Heavy Can- 
non b UES en ea ee 1844 
IV. Strength of Cast Iron (comenucd) yam ee 1844 


V. Examination of Iron Used in the Princeton Gun 1844 
VI, VII, VIII. Durability of New Model 8 and to 


TG OCS eres ete ce nr! 1844 
TX xX. Report of Extreme Proof of Cannon 
under Hydrostatic Pressure........... 1844 and 54 
PAIS Prooteot (Musket Barrels... .<. 200.0. -.222... 1846 
XIV. Trial of 12-inch Columbiad Proposed by Col. 
“SOUEG FOD! C92 5 Be ee 1846 
XVI. Effects of Slow and Pepi Coeling 6.0) ak. 1847 
XVII. Effect of Atmospheric Pressure Upon the Surface 
of Liquid Iron, While Cooling .............. 1848 
XVIII. Firing Eccentric and Concentric Shells from 32 
OU SoS TO SIZ aaah nee a 1848 
XIX. Manufacture of 24 pdr. Iron Cannon........... 1848 
XX. Letter Explaining Difference of Weight in 24 pdr. 
LUE OA 0 1848 
Deeb ciisity (of Bronze Cannon .............-..... 1848 
XXII. Manufacture of One Hundred 24 pdr. Iron How- 
Bei Re ee tee 1849 
XXIII. Proof of Two 8-inch Columbiads One Cast Solid, 
aadaOneriollow & —...:....... EAD Ros 1849 
XXIV. Manufacture of 32 pdr. Iron Cannon........... 1850 
XXV. Second Report on Proof of Guns Cast Solid and 
Naor mE et ek. oe oan oe 1851 
XXVII. Effect of Time in New Castings in Relieving 
Bite eEOrmCOMHACHOM 2. ..s7 eden cena 1852 
XXVIII. Final Report on Strength and General Properties 
eid eng eI ee oe ay o's eo 1854 


His publications included a prolonged and careful study of the 
methods of manufacture suitable to employ in constructing guns 
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that would give the best service; also of the kinds of tests to be 
applied to samples, so that the iron should be of such quality as 
to secure the best results in service. He planned, made, and 
studied, the results of a very large number of tests of various kinds, 
and these were not confined to the usual physical and chemical 
tests, but included also, both hydrostatic and firing tests of a 
large number of the guns themselves. j 

They involve a study of the strains due to unequal cooling, 
the effects of the Rodman system of interior cooling, and also, 
the devising of suitable methods of tests, and of suitable ma- 
chinery, with which to make them. 

He was one of the leaders in the development of cast iron guns, 
and later, as a member of the firm of the Fort Pitt Foundry, he 
continued to make investigations upon the strength of materials. 
Mr. Wm. Metcalf tells me that he, in the capacity of an engineer, 
in the practice of his profession, conducted all the experiments 
for Jones and Laughlin upon cold rolled iron, Mr. Metcalf, being, 
at that time, Superintendent of the Foundry, assisting him in 
these experiments; he found that the effect of cold rolling was to 
decrease the density of the iron. 

Mr. Metcalf also tells me that when there was a dispute as to 
whether Rodman or Dahlgren deserved the credit for devising the 
gun associated with their names, Maj. Wade showed him a record 
of his own, in which he had drawn a gun of the same form, forty 
years before. 
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JOHN A. ROEBLING. 


Born in Milhausen, Prussia, June 12th, 1806; educated as a 
Civil Engineer at the Royal Polytechnic School in Berlin, Prussia; 
died in Trenton, N. J., July 22nd, 1869, from an injury received 
while directing the original survey for the East River Bridge. 

He was first employed in superintending the construction of 
Public Works in Westphalia. 

In 1831 he came to America, and settled in Saxonburg, Butler 
County, near Pittsburg, Pa., where he at first devoted himself 
to farming. Subsequently he became assistant engineer, first 
on the slack-water navigation of the Beaver river, second, on 
the Sandy and Beaver canal, an enterprise which was never com- 
pleted, and third, in the construction of a feeder for the Penn- 
sylvania Canal. He was afterwards employed in the survey 
of three routes for a railroad across the Alleghany Mountains 
from Harrisburg to Pittsburg. 

We next find him making the first attempt in this country to 
manufacture wire rope, and devising new and improved machin- 
ery for the purpose, the first ropes having been used in the inclined 
planes of the Portage R. R. on the Alleghany Mountains in Penn- 
sylvania, the machinery of which he adapted to the use of wire 
rope in 1840. 

In. 1844-45 he built the suspension aqueduct of the Pennsyl- 
vania canal across the Alleghany river which was opened to com- 
merce in May, 1845; and, subsequently, he built four more such 
aqueducts, on the line of the Delaware and Hudson Canal. 

In 1848 he removed from Western Pennsylvania, and estab- 
lished the works at Trenton, N. J., which now employ over four 
thousand operatives. 

He was one of the leaders in the building of wire rope suspen- 
sion bridges in the United States, having in 1846 advocated the 
building of such a bridge across the Niagara river a little below 
the Falls, the construction of which he commenced in 1851. This 
railway suspension bridge was completed, and put into service 
on March 18th, 1855. 


Joun A. ROEBLING. 


1806-1869. 
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He built many suspension bridges in different parts of the 
United States. 

His last great work was the designing and planning of the 
East River Bridge connecting New York and Brooklyn, and it 
was while superintending the survey for its final location, that he 
received the injury that cost him his life. 

His work as a manufacturer, together with his engineering 
work of designing, and erecting structures and plants involving 
its use, resulted in his becoming a leader in the manufacture 
and the use of wire rope, and through tests and experiments, in 
making investigations as to its strength, the quality of material 
‘0 be employed, and the methods to be followed to secure the 
greatest strength and the greatest wearing qualities in a great 
variety of its applications. 


Bric. GENERAL Tuomas J. RopMAN 


Byt 


—1871. 


1815 
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BVT. BRIG. GENERAL THOMAS J. RODMAN. 


Born in Salem, Indiana, July zoth, 1815; graduated at the 
U. S. Military Academy at West Point, July rst, et died in 
Rock Island, Illinois, June 7th, 1871. 


Military Record:— 


BU One Lich A sci Ordnance.2....-. July st, 1841 
TSP ae eas. 3 - Ordnaices...-—. March 3rd, 1847 
DUI RI ow sds eS OT UHONCES 2)... 3: SU TSt T8S5 
LO eee OU CIOILE nest June, 1st, 1862 
TE ERT ee ee ee March 13th, 1865 
ES Oi 7 on OVOWOUCE =o ke xe March 7th, 1867 


He was in command, at different times, of the Arsenal at 
Baton Rouge, La., of the Alleghany Arsenal at Pittsburg, Pa., 
and of those at Watertown, Mass., and Rock Island, IIl. 

He was a member of many Boards in connection with Ord- 
nance matters. 

His publications upon the strength of materials are mostly 
included in ‘‘Records of Experiments’’ on the properties of metals 
for cannon by Capt. T. J. Rodman, 1861; and are as follows:— 

I. Report of experiments made for the purpose of further 
testing the relative merits of Captain Rodman’s mode of cooling 
cannon, aS compared with the ordinary method. This report 
issued in 1857 includes (a) initial velocity of 10 inch shot and 
shells, (6) the velocimeter, (c) bursting gun heads, (d) indenta- 
tions in copper, and pressure due to falling weight, (e) effects 
of different ratio of straining forces, (f) the various kinds of strain 
to which a gun is subjected at each discharge, (g) bursting effects 
of different weights of powder and shot in guns, (/) subjects 
requiring investigation. 

II. Report on the relative endurance of guns made from 
the same iron, but melted in furnaces of different construction; 
also of guns made from the same iron melted in the same furnaces 
but differently cooled. This report includes (a) tables showing 
the tenacity and density of metal from the heads, and from 
different parts of the gun, (6) tables showing extension, restora- 
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tion, and permanent set of inner and outer specimens of dif- _ 
ferent guns, (c) tables showing compression, etc., of inner and 
outer specimens from different guns. 

III. Causes of difference in endurance of cannon when 
cast solid, and cast hollow and cooled from the exterior and the 
interior, 1851. 

IV.- Report of the fabrication and proof of two 1o-inch 
trial guns; one cast solid, and cooled from the exterior, and 
the other cast hollow, and cooled from the interior. This re- 
port issued in 1858 included (a) tests of the iron, (6) tests of 
the guns, (c) mechanical tests of the metal in the guns, (d) en- 
largement of the cores by firing, (¢) endurance of the guns. 

V. Report of experiments made by Capt. T. J. Rodman 
in the years 1857-58 for determining the properties of gun metal, 
and the actual pressure per square inch due to different weights 
of powder and shot. This report includes (a) transverse re- 
sistance of guns, (0) deflection of bars under loads equally dis- 
tributed along their whole lengths, (c) transverse resistance 
of hollow cylinders, (d) thickness of metal in the breech, (e) 
tangential resistance of hollow cylinders, (f) extensibility and 
compressibility of gun metal, (g) absolute pressure of gas in the 
core of a gun, (/) tables of pressures of gas at bottom of bars, 
and at two calibres from bottom in a 42 pd. gun, (z) time of 
combustion of charges, (j) bursting tendencies of different charges 
in guns of different calibre, (&) repetition of constant strain. 

VI. Report of experiments made by Capt. T. J. Rodman, 
at the Watertown Arsenal in the second half of 1859 for deter- 
mining the proper qualities of iron, exterior model, etc., for cannon, 
with special reference to the fabrication of a 15-inch gun. This 
report issued in 1860 included (a) relation between the thick- 
ness and the tangential resistance of hollow open ended cylinders 
by bursting them with powder, (6) difference of pressure due to 
equal columns of powder behind equal columns of metal when 
fired in guns of different calibre, (c) pressure exerted by ex- 
ploded. gun powder when the products of combustion occupy a 
certain number of times the volume occupied by the powder 
before combustion, (d) absolute pressure of powder when burned 
in its own volume, (e) effects of compressibility, (/) preliminary 
castings for 15-inch gun, (g) fabrication of 15-inch gun, (h) rate 
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if application of force, (2) difference of effect due to difference 
in the times of action of a given force, (j) experiments with pow- 
der of variable diameter of grain. 

VII. Report of the Inspection, Transportation, Mounting, 
and Trial of the 15-inch Gun. 

His other publications upon subjects connected with the 
strength of materials are as follows, viz:— 

1. Bills of Iron for the Wrought Iron Brackets and Case- 
mates Seacoast Carriages, Models of 1861, 1862, 1863 and 1864. 

2. Project, Plan, Estimate, etc., for Rock Island Bridge, 
1870. 

He was one of the leaders in the construction of cast iron 
cannon, having devised the method for cooling the casting from 
the interior. He also made investigations on the distribution of 
the strains in guns, and devised the form of gun known by his 
name. He rebuilt the Rock Island Arsenal on a large scale, 
attending personally to the details. 

His work included, throughout its entire course, a constant 
and careful investigation of strains, and of the strength and 
other properties of materials, especially cast iron. 


JAmes B. Eaps. 
1820-1887. 
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JAMES B. EADS. 


Born in Lawrenceburg, Indiana, May 23rd, 1820; died in 
Nassau, N. P. Bahamas, March 8th, 1887. 

Prior to his work upon the St. Louis Bridge, the construc- 
tion of which was begun in 1867, the principal field of his labors 
was connected with the Mississippi river. He began by ex- 
hibiting great courage, energy, skill and ingenuity as a wrecker 
on the river, raising wrecks, and clearing away obstructions in 
the river, and finally, during the Civil War, designing, and build- 
ing iron clads, and river boats for the use of the United States 
Government. 

From 1867 to 1874, he devoted his energies to the building 

of the St. Louis Bridge, and it was in connection with that enter- 
prise that his work upon the strength of materials was per- 
formed. . 
Subsequently, while called into counsel in connection with 
Many engineering works, especially those upon River and Har- 
bor improvements in America and in Europe, his greatest work 
was the building of the jetties of the Mississippi river; and 
before his death he proposed, planned, and advocated, an inter- 
oceanic ship railway, a scheme which was never put into exe- 
cution. 

He was a member of the Engineers Club of St. Louis; for 
two years President of the Academy of Science of St. Louis; 
member of the American Geographical Society; of the British 
Institution of Civil Engineers; of the British Association for the 
Advancement of Science, of the Society for the Encouragement 
of Arts, Manufactures and Commerce; a fellow of the Ameri- 
can Association for the Advancement of Science; and a member, 
and for one year Vice President, of the American Society of Civil 
Engineers. . 

In 1884, shortly after his report upon the effect that the 
proposed Manchester Ship Canal would have upon the estuary 
of the Mersey, and the bar at Liverpool, the British Society for 
the Encouragement of Arts, Manufactures and Commerce, 
awarded to him the Albert Medal. The award was made “as 
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a token of their appreciation of the services he had rendered to 
the science of engineering,” to the engineer “whose works have 
been of such great service in improving the water communica- 
tions of North America, and have thereby rendered valuable 
aid to the commerce of the world.” 

For the purposes of this memoir, however, the erection of 
the St. Louis Bridge is the work that demands our attention, 
inasmuch as the part played by Mr. Eads in the development 
of the subject of the strength of materials is intimately connected 
with its construction. _ 

Leaving to one side the great energy that he displayed in 
originating, planning and carrying out this great undertaking, 
and the skill which he manifested in overcoming great difficul- 
ties not only in engineering, but also in the business, and in 
the financial line, we find that, while at that time, the manu- 
facture and use of steel for structural purposes was in its 
infancy, he had the courage of his convictions, and determined 
to employ it. . 

Moreover, having made a careful study of the conditions 
then existing in the manufacture and use of steel, he based upon 
them his conclusions as to what could be done, and whenever 
difficulties presented themselves in obtaining the quality of metal, 
the tests and the constructions which he desired, he proceeded 
to devise ways and means for carrying out his purposes. 

In so doing he exerted a very considerable influence upon 
the development of the manufacture of steel. He also insisted 
upon having suitable tests made, and in many cases tests of full 
size pieces, notably in the case of the anchor bolts, the results 
of the tests making evident weaknesses in the methods of manu- 
facture employed at the time, which were not generally realized. 
In carrying out this work, the number of tests made, and the 
amount of metal tested were very great. 

Two special testing machines were designed and _ built, 
one having a nominal capacity of 800 tons in compression, 
and 500 tons in tension, which was frequently used for loads 
of 500 tons, much of the design of which was suggested by 
Mr. Eads. The other of 100 tons capacity, was designed by 
Col. Flad. 


His chief assistant in the construction of the bridge, and 
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hence also in the work of securing the proper material, the means 
of making the proper tests, and the carrying out of the tests 
was Col. Henry Flad; and the data at the command of the writer 
is not such as to enable him to separate the portion of the work 
upon the strength of materials that was performed by Col. Flad, 
from that performed by Mr. Eads himself. 
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COLONEL THEODORE T. S. LAIDLEY. 


Born near Guyandotte, Arkell Co., Virginia, April 14th, 
1822; graduated from the U. S. Military Academy at West 
Point, July rst, 1842; died at Palatka, Florida, April 4th, 1886. 


Military Record :— 


But. and Lieut....... OTONENER ee ae July 1st, 1842 
TSE LICH! pens ase te Ordnance, oe ee March 3rd, 1847 
BUS COPUMIL Sa see ee April 18th, 1847 
Bute MOjOT 3. es e8ees Jama Oe Oct. — 12th, 1847 
Coping ees Ordnance. = eee July 1st, 1856 
DLOOT ee ee Ordnance... 0.2 4572 June 1st, 1863 
BUTE G OLONE), unis eo! eee Ph a iay March 13th, 1865 
Lieut. Coleone. =a. OVUNGhe ee ee March 7th, 1867 
COlone, Aisne nae Ordnaice ss eee April 14th, 1875 
Reiired.. Si lene eed eee Dec. 4th, 1882 


He was in command at different times of the Frankford 
Arsenal, of the Springfield Armory, of the New York Arsenal, 
and, from April 1st, 1871, to November 29th, 1882, of the Water- 
town Arsenal. He was, at different times, a member of many 
Boards upon Ordnance matters. 

He was President of the Government Board to test the strength 
and value of all kinds of iron, steel, and other metals, from its 
appointment, April rs5th, 1875, until June 30th, 1879, when it 
ceased to exist. 


His publications upon subjects connected with the strength 
of materials are as follows, viz:— 


1. Those included in the Reports of the U. S. Ordnance 
Department on the Tests of Metals; in the period 
during which he was in command of the Watertown 
Arsenal. 

2. Heavy Guns, Report of Board on Place, Manner, and 
Details of Construction of Experimental. Report Chief 
of Ordnance, puma. (C) eae ee ee 1872 
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3- Report of Experiments on the Resistance of Thick Cast- 
Iron Cylinders to Internal Pressures, and Reply to Re- 
marks Made Thereon by the Ordnance Board. Pl. O., 


pp. 19. (Misc. Pamphlets, vol. 16.) Boston...... 1881 
4. Shall a Cast-Iron Rifled Gun be Tested? LOR RON See) 

LE SEDI OE SP Bete hee 1881 
5. Tests of Metals for Cannon. Ord. Note 40; Vol. 5, Dp: 

Beer ee Og ee en ee 1875 


6. Timber and Minerals of Deep River Country of North 
Carolina. No. 859, Doc. 109. (C) 


His chief work upon the subject of the strength of materials 
consisted in advocating, securing, and using the Emery testing 
machine of 800,000 pounds capacity at Watertown Arsenal. 

The following extracts from the Official Records of Water- 
town Arsenal, furnished by Mr. James E. Howard, with the 
permission of the Chief of Ordnance U. S. Army, will make 
plain the efforts of Colonel Laidley in securing this machine. Ex- 
tracts from letters addressed by Col. Laidley to the Chief of 
Ordnance; at different dates as shown: 


S July 17th, 1847. 

“* Colonel Laidley calls the attention of the Department ‘in 
connection with my application of the 29th ult., to have fabricated 
a dynamometer (testing machine) for the use of the post,’ to 
the difference in results of tests made on long and short speci- 
mens as made ‘with Kirkaldy’s large machine,’ and closed by 
saying that this ‘offers a strong argument for making a new 
machine which shall be more reliable and more to be trusted.’” 


“October 20th, 1871. 

“Before making the estimate therein directed I have taken 
pains to gather all the information that I could on the subject.’ 
Refers to recent experiments establishing the fact that small 
test samples ‘give erroneous results;’ and that ‘the trial must 
be made if possible on the material just as it is used, or on as 
large samples as practicable.’”’ 


“October 14th, 1872. 
“Desired the Ordnance Department to acquire the honor of 


CoLONEL THEODORE T. S. LAIDLEY. 
1822-1886, 
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furnishing valuable, reliable data much sought for over the 
whole country!” 


“May 2oth, 1873. 

““When in Philadelphia I learned of a new testing machine 
which, if it will do what is claimed for it, will be just what is 
so much wanted. There is at Ilion, N. Y., a ten-ton scale con- 
structed on this plan, and I think it highly desirable that I should 
see and examine this pair of scales. I respectfully request author- 
ity to visit Ilion, N. Y., for the purpose of making an examina- 
tion of Emery’s new scales?’” 


June 27th, 1873. 

-.--‘I have no hesitation in recommending to the De- 
partment the adoption of the principles of A. H. Emery’s, of 
New York...., “I would respectfully recommend that the 
largest testing machine that the funds available for the purpose 
will procure be ordered from Mr. Emery for the use of the De- 
pariment.’” 


“December 24th, 1873. 

‘A testing machine of 4oo tons capacity has been ordered 
from Mr. A. H. Emery by virtue of the authority contained in 
the 3rd Endorsement, a copy of the order is enclosed herewith,’” 

“The U. S. Test Board was appointed by the President 
of the United States under order of March 25th, 1875, with Col. 
Laidley, the President of the Board. A contract was entered 
into with Mr. Emery, a contract being executed in place of the 
earlier order but for the same testing machine as before, Mr. 
Emery in the meantime having been engaged in perfecting the 
design and in making the necessary drawings.” 


From the above it appears that Col. Laidley in June, 1871 
wrote an official letter on the subject to the Chief of Ordnance 
und that the further correspondence culminated in the appropria- 
ion of $25,000, and the present machine being ordered by Col. 
Laidley of Mr. Emery in 1873. 

In 1875 the Board for testing iron, steel, etc., was appointed 
vith Col. Laidley as President, and a contract was signed for 
he same machine. 

The machine was not ready for use until after the expira- 
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tion of the Board in 1879; and during the remainder of Col. 
Laidley’s stay at the Arsenal, he devoted himself with great 
earnestness to have a large number of tests made, especially 
upon such full size pieces as are used in Engineering practice, 
and to have these results published by the U. S. Government. 
Hence it follows~that to him is due the credit for rendering pos- 
sible the valuable tests made by means of that machine, in his 
own time, and also subsequently. The reports of these tests now 
number twenty-two large volumes. 
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COLONEL HENRY FLAD. 


Born in the Grand Duchy of Baden, July goth, 1824; grad- 
uated from the polytechnic course of the University of Munich 
in 1846; died in Pittsburg, Pa., June 2oth, 1808. 

He was employed on the Government improvements of the 
Rhine, and on other public works until, in 1849, he joined the 
revolutionary army of Southern Germany as Captain of Engi- 
neers. In the autumn of 1849, after the failure of their efforts, 
and under sentence of death if he should be captured, he came 
to America. A few years later, however, he was pardoned, so 
that he was free to return to Germany at any time. 

He was employed successively as Draughtsman on the 
Erie Railroad, as Assistant Engineer on the Buffalo and Niagara 
Falls Railroad, and as Resident Engineer on the Ohio and Mis- 
sissippi R. R. 

In 1854 he went to the Iron Mountain R. R., as Resident 
Engineer. 

On June 16th, 1861, he entered the United States Reserve 
Corps as a private, but was soon promoted to be Corporal, and 
then Sergeant. In July, 1861 he became Captain of Engineers 
in the “Engineer Regiment of the West” of which he became 
Major on Nov. 17th, 1862, Lieut. Colonel on July 3oth, 1863, 
and Colonel on Oct. 16th, 1863. 

He remained in the service, performing most valuable engi- 
neering work at many places, until Nov. 12th, 1864, when the 
regiment was mustered out. 

At the close of the Civil War he returned to St. Louis and 
to the practice of his profession. 

In the spring of 1865 he became chief assistant to Mr. James 
P. Kirkwood, and was engaged in connection with him in mak- 
ing plans for the Waterworks of St. Louis. 

In 1867 he was appointed a member of the Board of Water 
Commissioners for the city of St. Louis, a position which he 
etained until April, 1875 

From 1867 to 1874 he was the right hand man of Mr. James 
3. Eads in the construction of the St. Louis Bridge, and it was 
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in connection with this enterprise that his work upon the strength 
of materials was performed. 

After the completion of the Bridge in 1874, he was engaged as 
consulting engineer in various works, and in the spring of 1877 he 
was elected President of the Board of Public Improvements 
for the city of St. Louis, a position which he held for nearly four- 
teen years, having been re-elected successively in 1881, 1885, 
and 1889. In the spring of 1890 he was appointed a member 
of the Mississippi Commission. 

Passing now to his work upon the strength of materials, 
we find that it was intimately connected with the construction 
of the St. Louis Bridge. He was the Chief Assistant and right 
hand man of Mr. Eads throughout the work; and was charged 
with the entire responsibility during Mr. Eads’s absence in Europe 
in the latter part of 1873. 

The employment of steel in the construction of this bridge, 
at a time when the manufacture and use of steel for structural 
purposes was in its infancy, was a great step in advance, and 
exerted a very considerable influence upon the development of 
its manufacture. In carrying out the work of securing suitable 
material, suitable tests, and suitable constructions, the number 
of tests made, and the amount of metal tested was very great. 

The tests upon the full size anchor bolts revealed weaknesses 
in the methods of manufacture employed at the time, which were 
not generally realized. Two special testing machines were 
designed and built, one having a nominal capacity of 800 tons 
in compression, and 500 tons in tension which was frequently 
used for loads of 500 tons, much of the design having been sugges- 
ted by Mr. Eads. The other of roo tons capacity was designed 
by Col. Flad. 

In considering the work of securing the proper material, 
the means of making the proper tests; and the carrying out of 
the tests, the data at the command of the writer are not such as 
to enable him to separate the portion of the work that was per- 
formed by Col. Flad, from that performed by Mr. Eads. 


W. E. WooppsripGe. 
1824-1904. 
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W. E. WOODBRIDGE. 


Born in West Harland, Conn., November 16th, 1824; grad- 
uated at the College of Physicians and Surgeons in New York, 
with the degree of M. D. in 1849; died in Washington, D. C., 
February 26th, 1904. 

From 1852 till the time of his death, he was employed 
under special appropriations, and orders by the Ordnance 
Departments of the United’ States Army and Navy, in various 
lines of research, and experimentation, and in ordnance con- 
struction. 

He was a member of the United States Naval Institute. 

He is best known as the first and original inventor of the | 
expanding sabot, for giving rifle motion to cannon projectiles 
in 1848 to 1852. 

Some of his work which attracted the early attention of the 
scientific world was his “Measurements of powder pressure in 
cannon by means of the registered Compression of Oil,’ which 
was originally published in 1890°in the Ordnance Notes, and 
several times republished, and in several languages. 

He built the first wire wound guns in 1855." 

He invented a powder pressure gauge of acknowledged 
excellence, an account of which was published in the Report on 
Ordnance Projectiles in 1880. 

He also introduced a mechanical method of finding the 
center of gravity of cannon from drawings, which was published 
in “Construction der Gerogenen Geschutzrohn von Georg Kaiser 
Wien,” 1892, and also in the Ordnance Reports. 

His publications upon subjects connected with the strength 
of materials are as follows, viz:— 


1. Experiments on the Mechanical Properties of Steel 
Departimentcot Ordnance Us. Aso sense. ee kau 1875 

2. Stresses in Built-up Cannon—Ordnance Construction 
Notes, Otd) Dept:.U. Ss. A. 

3. Treatment of Gun Steel—Brit. Int. Civ. Engrs. vol. 89. 1887 


36 
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4. Experimental Comparison of the Relative Resistances 
of Hollow Cylinders to Internal Pressure when Sub- 
jected to both Longitudinal and Tangential Stresses, 
and when Subjected to Tangential Stresses only. 


Report of Secretary of the Navy, U.S. A.....----- 1886 
5. Several Papers upon Wire Wound Guns. | 
Ordnance Reports, U.257 A. 2-33-24 ee 1861 to 1894 ) 


Brit. Inst. C. E. vol. 77. Proc. U. S. Naval Institute 1885 — 


That Dr. Woodbridge, in connection with his work for the 
Ordnance Department, U. S. A., made elaborate investigations 
of the distribution of stresses and strains, and of the strength, 
and other properties of steel is evident from the short summary 
of his work given above, and from the list of his publications. 
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MAJOR GENERAL QUINCY A. GILLMORE. 


Born in Black River, Lorain o.,, Ohio, February 28th, 182 ie 


graduated from the U. S. Military Academy at West Point, July 
Ist, 1849; died at Brooklyn, N. Y., April 7th, 1888. 


Military Record:— 


But. 2nd Lieut......: PN GINCETS A le July Ist, 1849 
20 ACU Ie Enercon s Me Sept. 5th, 1853 
SCM MCUE on = si eT TEP PANCEVS nt Ve. es, July TSt, 1856 
EPEAT ire ce Engineers... August 6th, 1861 
a eUE CO a April 11th, 1862 
Brig. General U. S. Volunteers............ April 28th, 1862 
seg. OID Ta Se Se a eee March 30th, 1863 
MIO es oie aed POVRTNCCTS Non ee oe June 1st, 1863 
Major General U. S. Volunteers.......... July roth, 1863 
But. Major General U.S. Army.......... March 13th, 186s 
Resigned Volunteer Commission.......... Dec, 5th, 1865 
Lreut. Colonel........ IOI Rr cee * June 13th, 1874 
CHO OTS 2 Rats te ten Sea FOWZIMECTS vo 52 ts x Feb. 20th, 1883 


He had a very distinguished war record, culminating in his 
becoming Bvt. Major General U. S. A. in 1865. 

His record as a Military Engineer is also very distinguished, 
and very extensive, especially in connection with the improve- 
ments of rivers and harbors, and with the building of permanent 
fortifications; and the number of works of these characters, of 
which he was the Superintending Engineer, is very large, as 
as well as the number of Boards of which he was either President 
or a member. 

In 1875 he was appointed a member of the U. S. Board to 
test iron, steel, etc. 

In 1876, as one of the Judges at the Centennial Exposi- 
tion, he presented to the Board of Awards, able reports on. Port- 
land, Roman, and other cements, and artificial stones, and on 
Brick-making Machinery, Brick Kilns, Perforated and Enameled 
Brick and Pavements. 


Major GENERAL Quincy A. GILLMORE. 5 
1825-1888. 
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His list of publications is a long one; those bearing upon 
the strength of materials being the following, viz:— 


1. Limes, Hydraulic Cements and Mortars. 
Prof’l Papers Corps of Engrs. U. S. A. No. 9... - 1863 
2..Report on Béton Agglomérée or Coignet-Béton and the 
Materials of Which it is Made. Prof’l Papers Corps 
of Engrs. U.S. A. No. 19, Washington, D.C..... 1871 
3- Coignet-Béton and other Artificial Stone, New York. 
Prof’l Papers Corps of Engrs. U.S. A. No. 19..... 1871 
4. Practical Treatise on Limes, Hydraulic Cements and 
Mortars. Prof’l Papers Corps of Engrs. U. S. A. 
Nowe New Vork. A-Editions. 02...2.2..20... 1872 
5- Report upon the Results of Firings to Determine the 
Pressure of the Blast from 15 inch Smooth-Bore 
Guns, Made at Staten Island, New York Harbor 
in 1872 and 1873. Washington, 1874. Misc. Papers. 
6. Report on the Compressive Strength, Specific Gravity, 
and Ratio of Absorption of Various Kinds of Build- 
re, ing Stones from Different Sections of the United 
States, Tested at Fort Tompkins, Staten Island, 
New York. Misc. Papers. Washington.......-- 1874 
. Practical Treatise on Roads, Streets and Pavements. ...1876 
- Report of Experiments with the Seely and Bethell 
Processes for the Preservation of Timber, (and) 
Descriptions of these Processes and of the Hay- — 
ford process. Misc. Pamphlets, Vol. 7 ..........- 1879 
9. Notes on Compressive Resistance of Freestone, Brick 
piers, Hydraulic Cements, Mortars and Concretes 1888 


APNE 


ae 
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His extensive engineering work, together with his member- 
ship in the U. S. Board for testing iron, steel, etc., naturally 
resulted in activity regarding the strength of materials, espe- 
cially in connection with cements, mortars, and stone, as is evi- 
denced by his publications. He also served on the Government 
Board to test iron, steel, etc. (Col. Laidley, Chairman), from 
April 15th, 1875 to June 3oth, 1879 when the Board ceased to 
exist. 


CoLoNEL Wo. H. 
1828-1890. 
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E COLONEL WM. H. PAINE. 
iF Born in Chester, N. H., May rv7th, 1828; died December 
me 31st, 1890. 

4 In 1850 he began the practice of Engineering in Northern 
_ Wisconsin, locating roads, and surveying. In 1852 he went 
- to California and became assistant to Col. John Plumbe, and, 
in this capacity, he had a wide range of experience in mining, 
in hydraulic and in topographical engineering, originating new 
methods in mining engineering. 

In 1856 he became City Engineer and County Surveyor 
at Sheboygan, Wisconsin, and Engineer of the Sheboygan and 
Fond du Lac R. R. 

In 1861, when the Civil War broke out, he raised several 
_ regiments for service in the United States Army, and went to 
_ Washington just before the first battle of Bull Run. 

During the war he served as Captain of Engineers, the 
greater part of the time on the staff of the ranking major-general 
_ of the army, his special duties being in the capacity of topo- 
_ graphical engineer. His friendship with Col. Roebling of the 
_ East River Bridge dates back to this period. 

At the close of the war he resumed the profession of Engineer- 
- ing in Brooklyn, N. Y., and was a manufacturer of steel measur- 
ing tapes. 
g In 1867 he became Chief Engineer of the Flushing and 
_ Northern R. R. on Long Island, having charge of it until its 
ie completion. Throughout the erection of the East River Sus- 
' pension Bridge, connecting New York and Brooklyn, he was 
_ engaged in its construction. For eighteen years, he was identi- 
_ fied with its interest, and it was in this connection that most 
of his work upon the strength of materials was performed. He 
patented an improved cable grip, still used on the bridge. 
In 1874 he became Consulting Engineer on the Hudson 
- River tunnel, and, later, on the Port Huron tunnel under the 
Detroit River. 
! In 1877 he was engayed to examine and to report upon the 
safety of the cables and anchorages of the Niagara Suspension 


Bridge. 
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He was Consulting Engineer on the Tenth Avenue Cable 
R. R. and Constructing Engineer on the 125th street line, both 
in New York City. He was also Consulting and Constructing 
Engineer on Cable roads in Omaha, Kansas City, Denver and 
Cleveland. i 

He became a member of the American Society of Civil En- 
gineers May 12th, 1875, of which he was Vice President from 
January 12th, 1882 to January, 21st, 1885. 

The principal work which he performed upon the strength 
of materials was that relating to the testing, tempering, and 
splicing of the-cable wires for the East River Bridge, as he was 
in charge of the wire testing. In regard to this work Mr. Francis 
Collingwood says “his investigations were, at the time, far in 
advance of what had preceded.” Indeed his long experience 
upon the East River Bridge eminently fitted him to deal with 
any question regarding the safety of cables. 
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ALEXANDER L. HOLLEY, C. Bellet), 


Born in Salisbury, Conn., July 20th, 1832; graduated in the 
Scientific Course of Brown University from which he received 


_ the degree of Ph. B. in peptember, 1853, and that of LL.D 
- in 1878; died in Brooklyn, N. Y., January 29th, 1882. 


After graduation he entered the locomotive department of 


_ the shops of Corliss and Nightingale at Providence, R. I., where 
he remained until March, 1855, when he secured employment 


in the locomotive works at Jersey City. While yet at the Corliss 


_ works he became a contributor to the technical press, especially 


to Colburn’s Railway Advocate, of which he subsequently be- 
came the proprietor. The journal, which changed its name 
twice, was discontinued in September, 1857. 

He then went with Mr. Colburn to Europe to study foreign 
railway practice and to report to a number of American railway 
Presidents. Their report appeared in 1858, and it exerted a 
very considerable influence upon the railroad practice of that 


_ time. In 1858 he became a frequent contributor to the New 
_ York Times upon engineering topics. 


In March 1861 he was recommended for the position of 


United States supervising inspector of passenger steamers, by 
~ hosts of railway presidents, of engineers, and of managers of 
_ Manufacturing establishments; but failing to secure the appoint- 
_ Ment, he threw his energies into the work of forwarding the 
_ interests of the Stevens battery, his efforts in this direction being 


partly of an engineering nature, but largely literary. 
In 1863 his activity turned into a new channel, viz:—The 


— manufacture of steel, with which he was identified for the re- 
_ mainder of his life. 


In May 1863, he went to Europe in the interests of Messrs. 


_ Corning, Winslow & Co. to investigate the manufacture of 


Bessemer steel, and the works at Troy, N. Y., were built in 1865 


_and enlarged in 1867; in 1867 he built the works at Harrisburg, 


Bia 


Pa. In 1868 he rebuilt the works at Troy which had been burned. 
Later he planned the works at North Chicago and Joliet, the 
Edgar Thomson works at Pittsburg and the Vulcan at St. Louis, 


ALEXANDER L. HOLLEY. 
1832-1882. 
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_ besides acting as consulting engineer in the designing of the 
Cambria, the Bethlehem, and the Scranton works. 
His work increased enormously the productive capacity of 
that manufacture and proportionately decreased its cost. In 
this regard Mr. Robert W. Hunt said in 1882, just after Holley’s 
© death: 
“The result of his thought gave us the present accepted 
- type of American Bessemer plant. He did away with the English 
_ deep pit, and raised the vessels so as to get working space under 
them, on the ground floor; he substituted top supported hy- 
_ draulic cranes for the more expensive counterweighted English 
_ ones, and put three ingot cranes around the pit instead of two, 
_and thereby obtained greater area of power; he changed the 
- location of the vessel as related to the pit and melting house; he 
modified the ladle crane, and ‘worked all the cranes and vessels 
from a single point; he substituted cupolas for reverberatory 
furnaces; and last, but by no means least, introduced the inter- 
“mediate or accumulating ladle, which is placed on scales, and 
this insures accuracy of operation by rendering possible the weigh- 
ing of each charge of melted iron, before pouring it into the 
_ converter. These points cover the radical features of his innova- 
tions. After building such a plant, he began to meet the difficul- 
| ties of details in manufacture, among the most serious of which 
was the short duration of the vessel-bottoms, and the time required 
- to cool off the vessels to a point at which it was possible for work- 
men to enter, and make new bottoms. After many experiments, 
the result was the Holley vessel-bottom, which, either in its 
form as patented, or in a modification of it as now used in all 
_ American works has rendered possible, as much as any other 
- one thing, the present immense production.” 
In 1871 he relinquished the management of the works at 
_ Troy, N. Y., and became consulting engineer to a number of 
_ works. . 
He, early, became interested in the Siemens Martin process 
~and devoted much time to working out the details of the plants 
of which he was consulting engineer. 
He also became interested in the Basic process, and it was 
through his efforts that the Thomas Gilchrist patents were pur- 
chased by the Bessemer Steel Company. 
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In June, 1875, he was appointed a member of the United 
States Board for testing structural materials, having been very 
active in securing its formation, during its life, and also in trying 
to secure its continuance. 


In 1879 he received an appointment to lecture at the School 


of Mines, Columbia College, on the manufacture of iron and 
steel. 

The Bessemer Medal was' awarded to him by the Iron and 
Steel Institute in 1882 and forwarded to his family after his 
death. 

The list of societies to which he belonged was as _fol- 
lows, viz.:—Am. Inst. Mining Engineers, of which he was 
President in 1875; Am. Soc. Civil Engineers, of which he was 
Vice-President in 1876; Am. Soc. Mechanical Engineers, of 
which he was Vice-President from 1880 to 1882; British Inst. 
Civil Engineers; and the British Iron and Steel Institute. 

In October 1890 the Holley Memorial, in Washington Square, 
New York City, was unveiled: the inscription being as follows; 
viz:—“‘In honor of Alexander Lyman Holley, foremost among 
those whose genius and energy established in America, and 
improved, throughout the world, the manufacture of Bessemer 
Steel, this Memorial is erected by Engineers of two Hemispheres.” 

His publications upon topics connected with the strength 
of materials are as follows, vyiz:— 


+ || 


t. An Essay'on Pen and Pocket Cutleny.” ec oer 1850. 
2. American and European Railway Practice........-...- 1860 
3. A Treatise on Ordnance and Armor "22222. Sule eae 1865 
4. Steel and the Bessemer Process. Polyt. Assoc. Am. 
INS. ccraec es Sees see sete see ees eee 1865 
s. The Bessemer Process and Works in the United States. . 1868 
6. Rolling versus Hammering Ingots. Am. Inst. Min. 
Engrs... 25.224. Sgr ae «08 S Gane cree ee 1872 
7. Three-high Rolls. @Am. lost. Mins Engrs 7 eee 1872 
8. Tests of Steel. “Am. Inst. Min. ngrs: 32a eer 1872 
g. Bessemer Machinery. Journ. Franklin Inst. .........- 1873 
10. Recent Improvements in Bessemer Machinery. Am. 
Inst. Mim, (Hmgrs. «2.1.3 eee eee eee 1874 


11. American Rolling Mills. Iron and Steel Inst. ........ 1874 
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- Setting Bessemer Converter Bottoms. Tron and Steel 


ee ee eee en es 1874 

- The Use of Natural Gas for Puddling and Heating. Am. 
owen Miteehmers te it rh Pees 1875 

The Form, Weight, Manufacture, and Life of Rails. 
Bor Clveeinprar i.) Sy 1875 


- Tests-and Testing Machines. Am. Soc. Civ. Engrs. ., 1875 
- Some Pressing Needs of our Iron and Steel Manufac- 


tunes. met Inst. (Min. “Engrs 2... +: 12... 0... 1875 
- What is Steel? Am. Inst. Min. | DSA Seas Aye eR ee 1875 
- Iron and Steel at Philadelphia—six papers. London 
Pere se a eee 1870—77 
. American Iron and Steel Works— forty-one papers. 
Londen Engineering ......0..2..-<50.5... 1877 to 1880 
inclusive 


- Notes on the Salisbury, Conn., Iron Mines and Works. 


pret G ew Nd OTS.© ou. ts care 1877 


. Notes on the Iron Ore and Anthracite Coal of Rhode 


Island and Massachusetts. Am. Inst. Min. Engrs. .1877 


. The Strength of Wrought Iron as Affected by its Com- 


position and by its Reduction in Rolling. Am. Inst. 
WE FE DOTSs Gan... cote. pe Aa, Sa ee 1878 


- Solid Steel Castings for Ordnance, and General Machin- 


ery by the Turneaure Process. Metallurgical Review .1878 


- Chemical and Physical Analysis of Phosphoric Steel. 


Belemiist Ci, Ungresg she ste. 1877—78 
- The United States Testing Machine at Watertown 
eeeciale vam inet Ming Enets....c............- 1879 
. The Pernot Furnace. Am. Inst. Min. ise ree 1879 
- Washing Phosphoric Pig Iron for the Open Hearth and 
Puddling Processes. Am. Inst. Min. Engrs. ...... 1879 
- Notes on Siemens Direct Process. Am. Inst. Min. 
UBIICTES ” sos aot oo ar ne gh rr er 1880 
. An Adaptation of the Bessemer Plant for Basic Pro- 
esses, sim, ob: Mech. Enotes. ..2..-- eek oe: 1880 
. Steel. Appleton’s Cyclopedia of Mechanics........... 1880 
- On Rail Patterns. Am. Inst. Min Engrs. ............ 1881 


. The Bethlehem Iron and Steel Works. London En- 


PRC CAO ee ene ee ss Sans vce s 1881 
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The account of Mr. Holley’s works together with the list 
of his publications are sufficient to make plain how very im- 
portant an influence he exerted upon the manufacture of steel, 
our chief material of construction, and hence how large a factor 


his work played in advancing the subject of the strength of mate- 


rials. His efforts in behalf of the work of the Watertown test- 
ing machine, and of the work of the Board being one instance 
of his labors along these lines. : 
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REAR ADMIRAL LESTER ANTHONY BEARDSLEE. 


Born in Little Falls, N. Y., February ist, 1836; graduated 
at the United States Naval Academy at Annapolis, Md., 1856. 
_ Died in Augusta, Ga., November roth, 1903. 


Naval Record:— 


LIONS 1 ea ae March sth, 1850 
Pash Mids. June 20th, 1856 
LSC Se a ee ee Jan. 22nd, 1858 
DOT ae he a ae July 23rd, 1859 
Lieutenant Commander .................. July 16th, 1862 
CO AUG IER MA nara June ath, 1869 
OULIEEES Se ee Nov. 26th, 1880 
COM oe ea are oO ey 2 Jan. 23rd, 1894 
ET PACH A OR eg a May ist, 1895 
OAL a I a en a Feb. Ist, 18098 


He served on the United States Board to test iron, steel 
_ and other metals, from April 1sth, 1875, to June 3oth, 1879, when 
the Board ceased to exist. 

He was chairman of the Committees upon chain cables, 
malleable iron, and reheating and re-rolling wrought iron. The 
results of this important research are to be found in the Report 
~ of the Board for 1881, and also in the following publication by 
himself; viz:— ; 

“Beardslee on Wrought Iron and Chain Cables.” Experi- 
ments on the Strength of Wrought Iron and Chain Cables. Report 
of the Committees of the United States Board to Test Iron, Steel 
_ and other Metals, on Chain Cables, Malleable Iron, and Reheat- 
_ ing and Re-rolling Wrought Tron, etc. Revised and abridged by 
_ William Kent—1879, 


Rear ADMIRAL LESTER A. 
1836-1903. 


(576) 


BEARDSLEE, 


Memorrs oF DECEASED AMERICAN INVESTIGATORS 577 


ROBERT H. THURSTON. 


Born in Providence, R. I., October 25th, 1839; graduated 
at Brown University with the degrees of Ph. B. and C. E. in 
1859, receiving that of A. M. in 1869, and that of LL. D. in 
1889. Died in Ithaca, N. Y., October 25th, 1903. 

He first worked for Thurston, Gardner and Company en- 
gine builders in Providence, R. I. In 1861 he joined the engi- 
neer corps of the U. S. Navy, and served throughout the Civil 
War, becoming first assistant engineer in 1864. 

At the close of 1865 he was detailed to do duty in the De- 
partment of Natural and Experimental Philosophy at the United 
States Naval Academy at Annapolis; and he was eventually 
placed, ad interim, in charge of the Department under Admiral 
David D. Porter, Superintendent of the Academy. 

In 1870 he was appointed Professor of Mechanical En- 
gineering in the (at that time) new Stevens Institute of Technol- 
ogy which position he retained until 188s, when he became the 
Director of the Sibley College of Mechanical Engineering of 
Cornell University, which latter position he retained until his 
death. 

Besides his work of organizing and conducting these two 
departments successfully, he carried on from time to time, much 
other work. 

He served as member of a United States Commission on 
boiler tests, and of the jury and the U. S. Commission in the 
Vienna exhibition in 1873. He was the editor of the Reports 
to the U. S. Government on that exhibition, and passed four 
large volumes through the press in ten months writing one of 
them on Manufactures himself. 

He was a member, and also secretary of the United States 
Board to test iron, steel, etc. 

He belonged to the following societies, viz:—American 
Association for the Advancement of Science; American In- 
stitute of New York; American Society of Civil Engineers; 
American Society of Mechanical Engineers, of which he 
was President the first two years of its existence; American 
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Institute of Mining Engineers; Army and Navy Club; British 
Institution of Naval Architects; Royal Institution of Great 
_ Britain; British Association for the Advancement of Science}; 
Sigma X; Engineers’ Club; Franklin Institute of Pennsyl- 
_ vania; International Association for the Advancement of Sci- 
_ ence, Art and Education; International Association for Testing 
_ Materials; American Society for Testing Materials; Institution of 
Engineers and Ship-builders of Scotland; Kénigl-Svenska Veten- 
skays Academien; Naval Order of the United States; National 
Geographical Society; American Meteorological Society; Ameri- 
_ can Historical Society; New York Academy of Science; Oester- 
 reichische Ingenieur und Architekten Verein; Order of the Loyal 
Legion of the United States; Société des Ingenieurs Civils de 
France; Society of American Wars; Société d’Ecouragement, 
etc., de France; Société Industrielle de Mulhouse; U. S. Naval 
Institute; Verein Deutscher Ingenieurs; Washington Academy of 
Science. 

He was a prolific writer, and has contributed much to the 
literature of the strength of materials. His publications upon 
these subjects are the following; viz:— 

Published Books: 

1. The Materials of Engineering. Part I. 1882. Non- 
Metallic Materials. Part II. 1883. Iron and Steel. 
Part III. 1884. Alloys and Their Constituents ..1884 


Zee ANC Vin tekials Old COMStFUCHION. yan: . as 557% 6+ sel< 1884 
3. Friction and Lost Work in Machinery and Mill- 
MEISE, ue SG SG oN ae a 1885 


Articles published in the Trans. Am. Soc. C. E.: 
1. Ratio of Set in Metals Subjected to Strain for Con- 


Sider lee beriodsoly Limes! .:. s22.68 sed... 1877 
2. A Newly Discovered Relation Between the Tenacity 
of Metals and Their Resistance to Torsion -...... 1878 


3. A New Method of Detecting Overstrain in Iron and 
Other Materials, and its Application in Investi- 
gation of Causes of Accident to Bridges, and Other 

3 OLS AUG NOMS so creek ee 1878 

i 4. Variation Due to Orthozonal Strains in the Elastic 

; (nae TE UNISRIS 606.45. or 1880 
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. Strength and Ductility of Copper, Tin, Zinc Alloys ...1881 
. The Strongest of the Bronzes, a Newly Discovered 


Alloy of Maximum Strength (2, 2555 12s 1881 


. Real Value of Lubricants and the Correct Methods 


of Comparmg Prices. 2222502 ee see See ere 1885 


. Permanent Effect of Strain in Metals, Self-Registra- 


tion. and Mutual Interactions ~27...2-242 500 eeee 1890 


Articles published in the Trans. Am. Soc. Mech. Engrs. : 


1. New Determinations of the Co-efficients of Friction ~ 

of Lubricated Joumals 2.3.22. eee ee 1878—79 
2. Theory of Rupture by Torsion and the Determina- 

tion of Constants for the Formulae ---... 222% 1879-80 
3. Newly Discovered Variation in Effect of Prolonged 

stréssnon Droh.. 42.0225. -sis et 1883 
4.* Drop Press, the Pressure Obtainable .2 sae 1884 
5. Measurements-of Iriction a) a... e225) eee 1885 
6« Sliding. Frictioncol Rotation 22.2). 4- 2 ee 1885 
7. Theory of the: Finance of Lubrication 7. 45ee eee 1885 
8.. Crystallization “of” Iron. 42.2. assee eee 1886 
9. Helical Seams in Boiler: Making... 62-02 eeeen 1887 
ro. Cut and Wire Nails) eign. eeee ee eee 1895 

Articles published in the Trans. Am. Assoc. Adv. Science. 
1. Tests of Iron, Steel and other Micials: 7. .= ae eee 1877 
2. Friction and its-laws 2. cyaeees ee 1878 
3. Strength: of American “Tiniber<-29.._.e eee eee 1879 
4 Strength of Yellow (Pin€ .2)o: asso nee 1880 
Articles published in the Franklin Institute Journal. 

1. "Torsional Resistance oi, Materials. 2) eee 1873 
2. Molecular Changes in Metals Produced by Changes 

of “Temperature... 2. - eos ee 1873 
3. Resistance “of Materials. 5 20 3. ee eee 1874 
4. Strength, Elasticity, Ductility, etc., of Materials of 


Machine” Constriction.<- = oe a. os ee 1847 


. Mechanical Properties of Materials of Construc- 


tion. . .. Sag SUS. . s USS ee 1874-75 


- Coefficients, etc., of Friction of Lubricated Journals. .1878 
. Strength and Economy of Materials in Steam Engines .1878 
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8. Experiments on the strength of Yellow Pine......... 1880 
9. Effect of prolonged Stress upon Strength and Elasti- 
CUD SGU LTO Ce © i gl age rth ne a 1881 
to. Note on a Peculiarity Distinguishing Annealed from 
APTS 1268 a0) (et Se 1883 
11. Theory of the Finance of Lubrication............... 1883 


In 1871 he secured for his Department at the Stevens Insti- 
tute of Technology, a testing machine, and from that time on 
he carried on a large amount of investigation on the strength 
of materials, having also designed, at about that time, the tor- 
sion testing machine that is known by his name. 

The work that he performed upon these subjects was partly 
done in connection with his commercial testing, and partly 
as a matter of scientific investigation. These tests covered 
a wide range, including iron, steel, timber and alloys. His 
chief investigation upon the latter subject is included in Vol. 
II of the Reports of the Government Board to test iron, steel, 
etc., of which Col. Laidley was the Chairman and Professor 
Thurston the Secretary. He served on this Board from April 
15th, 1875, to June 30th, 1879 when it ceased to exist. 

To specify in detail his subjects of investigation, along 
these lines is unnecessary, as the list of his publications given 
above, is sufficient to convey as detailed an account as there 
is room for in this paper. - 
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LOUIS FREDERIC GUSTAVE BOUSCAREN. 


Born in the island of Guadaloupe August 26th, 1840; grad- 
uated at the Ecole Centrale in Paris, France, with the degree 
of Ingénieur des Arts et Manufactures, in 1863; died November 
7th, 1904. 

After graduation he became draftsman for Samuel Hanna- 
ford and Sons, Architects of Cincinnati, in 1865 Assistant En- 
gineer of Maintenance of Way on the Ohio and Mississippi 
R. R. In 1868 he was making surveys for the St. Louis and 
Terre Haute R. R. In 1869 he became Principal Assistant to 
E. C. Rice on the St. Louis and South Eastern R. R., and at 
the same time, Chief Engineer of the O’Fallon and Belleville 
R. R. In 1872 he was made Principal Assistant Engineer cn 
the Cairo and Vincennes R. R. In 1873 he was employed under 
Thomas D. Lovett, to prepare specifications and to take charge 
of the construction of the bridge for the Cincinnati Southern 
R. R. over the Ohio river. In 1873 he also became Principal 
Assistant Engineer of Construction of the Cincinnati Southern 
R. R., of which he was subsequently made Chief Engineer, 
upon the resignation of Mr. Lovett. 

In 1881 he was made Chief Engineer of the system of rail- 
roads controlled by the Erlanger syndicate, retaining this posi- 
tion until 1886, when he resigned. 

From 1886 to 1896, he was in private practice, as consult- 
ing engineer, and, during this period, he was employed, among 
other engineering works, on the construction of several bridges 
over the Ohio river, and upon waterworks for Covington, Ken- 
tucky. 

He was also a member of the committee to investigate and 
report upon the best plan for bridging the North River, and, 
in 1896 he became Chief Engineer for the Commissioners of 
the waterworks for the City of Cincinnati. 

He was a member of the American Society of Civil Engi- 
neers, of which he was a Vice-President at the time of his death; 
a member of the British Institution of Civil Engineers; and 
of the Société des Ingénieurs Civils. 
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His publications connected with the strength of materials, 
are as follows; viz:— 


1. Inspection and Maintenance of Railway Structures. 


Trans. Am; S06. C2 Ee an. 2 oe eee ee 1887 
2. Strength of Wrought Iron Columns. 
Trans, Am. S0ceC. Ae: Gat 24-9) 3 ee 1880 


3. Restoration of the Cable ends of the Covington and 
Cincinnati Suspension Bridge. 


Trans. Am. S0c., @-Ws 2 2o. eam cee oe 1893 
4. Standard Specifications for Railway and Highway 
Did ges. 2.25 fegese vie =» oe ate ee Cine ee 1886 


His chief work upon the strength of materials was performed 
in connection with the building of the bridge over the Ohio river, 
for the Cincinnati Southern R. R. in 1875, and with the building 
of the bridge over the Tennessee river for the Cincinnati Southern 
R. R. Mr. Bouscaren made a large number of tests of full size 
bridge columns, and, notwithstanding the fact that the hydraulic 
press by means of which they were made, was subject to the 
errors arising from packing friction, they formed, nevertheless, 
a great step in advance, as this set of tests was one of the earliest 
of those made upon full size wrought iron bridge columns. 
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GEORGE S. MORISON. 


Born in New Bedford, Mass., December tgth, 1842; grad- 
_ uated at Harvard University with the degree of A. B. in 1863, 
_ and from the Law School with the degree of LL. B., and ad- 
mitted to the New York Bar in 1868. Died in New York City, 
July 1st, 1903. 

In October 1867, he became assistant to Mr. O. Chanute, 
_ who was then building the first bridge across the Missouri River 
_ at Kansas City, Missouri. 
. In June, 1871, he became Chief Engineer of the Detroit, 
_ Eel River and Illinois R. R. In this capacity, and subsequently, 
in the capacity of Principal Assistant Engineer of the Erie 
_ Railroad, he reconstructed and strengthened most of the bridges 
_ of the road, replacing the celebrated Portage bridge in 1875, 
__ by an iron structure which he designed and built. 
He was, for ten years, Consulting Engineer on railway 
properties for Baring Brothers and Co.; and served as Director 
on several railroads as follows, viz.: for ten years, on the East- 
ern Railroad of Massachusetts; for four years, on the St. Louis 
_ Iron Mountain and Southern R. R.: for eight years, on the Maine 
) Central R. R.; and for eight years, on the Ohio and Mississippi 
mm RR. 

3 Among the many bridges which he constructed, were ten 
over the Missouri River, five over the Mississippi River, and 
_ one over the Ohio River. 

Those over the Missouri are the following, viz.: Platts- 
4 mouth, completed in 1880; Bismarck, completed in: 1882; Blair, 
‘4 completed in 1883; Rulo, completed in 1887; Sioux City, Ne- 
q braska City, and Omaha, all completed in 1888; Leavenworth, 
_ Kansas, and Bellefontaine, Missouri; both completed in 1893; 
- and Atchison, Missouri, completed in roo1. Those over the 
_ Mississippi are the following, viz.: Winona, Minnesota, and 
- Burlington, Iowa, both completed in 1891; Memphis, Tennessee, 
completed in 1893; Alton, Illinois, completed in 1893; and 
- Merchants bridge at St. Louis. 
Over the Ohio, he built the Cairo bridge, completed in 1890 


Be es 


GEORGE §. MoRISON. 
1842-1903, 
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: He was a member of many Government Boards, one of 
_ which, was the Isthmian Canal Commission, on which he took 
a decided stand for the Panama route, and another one, the 
Commission to report on the greatest practicable span for a 
bridge across the Hudson River. He was a member of the 
Western Society of Engineers; of the American Society of Civil 
Engineers, of which he was President for one year; of the Ameri- 
can Society of Mechanical Engineers; of the American Insti- 
tute of Mining Engineers; of the American Society for Testing 
Materials; of the British Institution of Civil Engineers; and of 
the Mexican Society of Engineers and Architects; an Associate 
Fellow of the American Academy of Arts and Sciences; and 
a Fellow of the American Association for the Advancement 
of Science. 

His principal publications connected with the strength of 
materials are the Specifications for the various bridges built 
by him, especially those for the Plattsmouth, and the Memphis 
Bridges. 

When we come to consider the part that he played in the 
testing of the Strength of Materials, we find that as early as 
1879, he had the courage of his convictions and decided to use 
steel for a large portion of the Plattsmouth bridge, and _ that, 
not content with the test samples of steel, he had tests made, 
at Watertown Arsenal, of full size steel eye-bars, and even of 
one full size steel column. Moreover he continued the use of 
steel in his bridges, and devoted a great deal of attention to the 
means of securing steel suitable for bridge building. This re- 
sulted in his framing a set of specifications for the Memphis 
bridge, which have had a very considerable influence upon later 
specifications for structural steel. 


Joun B. JouHNson. 
1850-1902. 
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JOHN B. JOHNSON. 


Born near Marlboro, Ohio, June irth, 1850; graduated 
_ at the University of Michigan from the course in Civil Engi- 
_ neering in 1878. Died at Pier Cove, Michigan, June 23rd, 
1902. 

From 1878 to 1881 he was employed on the Survey of the 
Great Lakes, and from 1881 to 1883 as an Assistant Engineer 
_ of the Mississippi River Commission. In 1883 he became Pro- 
_ fessor of Civil Engineering in Washington University, St. Louis, 
_ Mo., and in 1899 Dean of the College of Engineering in the 
University of Wisconsin. 

_ He was a member of the Engineers’ Club of St. Louis, of 
_ which he was Secretary; of the Society for the Promotion of 
_ Engineering Education, of which he was Secretary for several 
_ years, and for one year, President; of the American Society 
_ of Civil Engineers; of the American Society of Mechanical 
Engineers; of the British Institution of Civil Engineers; of 
the International Society for Testing Materials; of the Acad- 
_emy of Science of St. Louis; of the Art Club of Madison; and 
a fellow of the American Association for the Advancement of 
» Science. 

His publications connected with the strength of materials 

were as follows; viz:— 


1. Cast Iron, Strength, Resilience Tests, and Specifi- 
GEMINI Sore MOS Dee Ae a 1890 
2. Theory and Practice of Modern Framed Structures, 
in collaboration with Prof. F. E. Turneaure, and 


Co NG sl BU ee in ie eae ae 1892 
3. Engineering Contracts and Specifications........... 1895 
Peeine Wa teliaiseet COUSUUCION vy... <.-.02--000s vioees 1897 


: His chief work upon the Strength of Materials was that 
which he performed in the testing of timber for the Division 
_ of Forestry United States Department of Agriculture, the ac- 
~ count of which was published in the Bulletins of the Division, 
_ and in his book on the Materials of Construction. 


AuFrrReD E. Hunt ' 
1855-1899. 


(590) 


Memoirs oF DEcEASED AMERICAN INVESTIGATORS, 591 


ALFRED E. HUNT. 


3 Born in East Douglas, Mass., March rst, 1855; grad- 
_ uated at the Massachusetts Institute of Technology in the course 
» in Mining Engineering in 1876. Died in Philadelphia, April 

— 26th, 1899. 

At first he worked for the United States Geological Sur- 
_ vey, but subsequently became Chemist and Assistant Manager 
_ of the Bay State Steel Company at South Boston, Mass., by 
_ which he was sent to Michigan to investigate the iron ore de- 
' posits recently discovered there. 

ie In 1877 he became Chemist and Superintendent of the 

_ Nashua Steel Company at Nashua, N. H., and had charge of 
reconstructing the rolling mill, and of building a number of 
furnaces. — 

: In 1881 he became Superintendent of the Open Hearth 

_ Steel Department of Park Brothers and Company, and in 1882, 
_ Assistant Manager of the Black Diamond Steel Works. 

z In 1883 he associated with himself George H. Clapp, and 
started the Metallurgical and Chemical Department of the Pitts- 

burg Testing Laboratory having charge also of the inspecting 

_ department, and, in this capacity, he inspected the material 

for a great many important. structures. They soon became 

_ Proprietors of the Testing Laboratory. 

fe In 1888 he organized the Pittsburg Reduction Company, 

_ of which he was President and General Manager until the time 
| of his death. 

4 He served in the Volunteer Militia of Massachusetts and 
_ New Hampshire, in both of which he attained the grade of Cap- 
- tain. After removing to Pittsburg he organized Battery B of 
_ the National Guard, and soon became its Captain. At the 
4 beginning of the war with Spain he and his battery enlisted, 
- and though invalided at Chickamauga he went with it to Porto 
- Rico, and performed valuable service, especially in the engi- 
_ neering line. 

EB In Porto Rico he contracted malaria, which affected his 
heart, and resulted later in his death. 
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He was a member of the Engineers’ Society of Western 
Pennsylvania, of which he was at one time President; of the 
American Institute of Mining Engineers, of which he was at 
one time Vice-President; of the American Society of Civil En- 
gineers, from which he received in 1893 the Norman medal 
for his paper on ‘‘A proposed method of testing Structural Steel’’: 
of the American Society of Mechanical Engineers; of the Ameri- 
can Association for the Advancement of Science; of the Ameri- 
can Chemical Society; of the British Institution of Civil En- 
gineers; and of the Iron and Steel Institute. 

His publications upon subjects connected with the strength 
of materials are as follows; viz:— 


1. Open Hearth Steel Charge Made for Boiler Plates. 


Amicrinst. ‘Min: Eengrs..2.. <.e= ca ee ee 1883 
2. Calorimetric Determination of Carbon in Steels. Am. 
Inst. Mine Engrs... ae.cc- be tee 


3. Soft Steel for Boiler Plates. Am. Inst. Min. Engrs. . .1885 
- 4, Estimation of Manganese in Iron and Steel by the 
Color Method. Am. Inst. Min. Engrs......-.--- 1886 

5. Some Recent Improvements in Open Hearth Steel 
Practice: Am. Inst. Min” Engts.ci7-5-2e—osso- +. 1887 

6. Modification of the Refining Process by the Carbon 
Iron Company. Am. Inst. Min. Engrs. ...--.-.-.-- 1888 


7. Aluminum with Some Information Relating to the 
Metal, with J. W. Langley, and C. M. Hall. Am. 
Inst< “Min. Engrs. 32345 och << /et eereee e 1889 
8. Inspection of Materials in Construction in the United 
States, with G. H. Clapp. Am. Inst. Min. Engrs. ..1890 
9. Tests and Requirements of Structural Wrought Iron 


and Steel.. Am. Inst. Min. [ngrs..¢ 2-225 -cee 1891 
10. A Proposed Method of Testing Structural Steel. 
Am. ‘Soc. Gi Bis sco vats cates chee ns iter ee er 1893 


The work of organizing and conducting the Pittsburg Test- 
ing Laboratory as well as his previous work as Chemist and 
Metallurgist in iron and steel works, made him a constant stu- 
dent of the properties of structural iron and steel; and he not 
only performed a large amount of investigation along these 
lines, but was also in close contact with the construction of many 


Memoirs OF DECEASED AMERICAN INVESTIGATORS. 593 


important works involving their use. His published papers 
upon these subjects furnish a portion of the results of his labors 
in these directions. Moreover, his organization and conduct 
of the Pittsburg Reduction Company, of which he was Presi- 
dent and General Manager, led him into a careful study, and 
_ investigation of the properties, including the strength, of another 
metal, viz:—Aluminum, and he reduced the price of its pro- 
duction from fifteen dollars per pound, to about 30 or 4o cents 
per pound, and, as a result, it came into extensive use for many 
purposes, for which it was previously unavailable. © 
38 


594 Memoirs OF DECEASED AMERICAN INVESTIGATORS. 


APPENDIZe 


SOURCES OF INFORMATION. 


Maj. W. WADE. 


1. Reports of experiments on the strength, and other 
properties, of metals for cannon, by Officers of the 
Ordnance Department, U. S. Army. 1856. 

. Information furnished by Mr. Wm. Metcalf. 

3. Military record furnished by Mr. Lithgow Willey. 

4. Information furnished by his son, Mr. Wm. Wade. 


dS 


Joun A. ROEBLING. 


1 Stuart’s Lives of Engineers. 

2. Information furnished by his son, Mr. Washington Roeb- 
ling. 

3. Information furnished by Mr. Francis Collingwood. 


GENERAL T. J. RODMAN. 


1. Records of experiments on the properties of Metals for 
Cannon, by Captain T. J. Rodman. 

. Information furnished by Mr. Wm. Metcalf. 

. Cullom’s Register of West Point Graduates. 

4. List of publications furnished by Prof. E. S. Holden, 
Librarian of the U. 5. Military Academy at West Point. 


WwW N 


James B. Eaps. 


. History of the St. Louis Bridge, by Prof. C. M. Wood- 
ward. 

. Life of James B. Eads, by Mr. Louis How. 

. Obituary of James B. Eads. Trans. Am. Soc. C. E. 

. Information furnished by Mr. Theodore Cooper. 

. Information furnished by Prof. C. M. Woodward. 
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CoLonen TD, SS) Gawey. 


Information furnished by Mr. James E. Howard, in- 
cluding extracts from the Official Records of Water- 
town Arsenal. 


2. Cullom’s Register of West Point Graduates. 


mM BW bd 


ry 
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3. List of publications furnished by Prof. E. S. Holden, 


Librarian of the U. S. Military Academy at West Point. 


COLONEL HENRY FLAD. 


. History of the St. Louis Bridge, by Prof. C. M. Wood- 


ward. 


. Obituary of Col. Flad. Trans. Am. Soc. C. E. 

. Obituary of Col. Flad. Mil. Order of the Loyal Legion. 
- Information furnished by Mr. Theodore Cooper. 

. Information furnished by his son, Mr. Edward Flad. 


W. E. WoopsBRrIbDGE. 


All the information was furnished by Prof. S. H. Wood- 
bridge, his nephew. 


GENERAL Q. A. GILLMORE. 


. Information furnished from the Office of the Chief of 
Engineers, U. S. Army, by Capt. Charles M. Kutz. 

. General Orders No. 5 Headquarters Corps of Engineers 
U. S. Army, April roth, 1888. 

. List of publications furnished by Prof. E. S. Holden, 
Librarian of the U.S. Military Academy at West Point. 

. Information furnished by his son, Captain Q. O. M. 
Gillmore. 


COLONEL Wmu.-H. PAINE. 


: Obituan—of-Col. Paine. “Trans. Am.: Soc. C. E. 
. Information furnished by Mr. Francis Collingwood. 
. Information furnished by his son, Mr. Washington Roeb- 


ling. 


4. Information furnished by Mr. C. W. Hunt, Sec. Am. 


Soc Gat. 
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ALEXANDER L. HOLLEY. 


. Memorial of Alexander Lyman Holley, published by 


the Am. Institute of Mining Engineers. 1884. 


_ Information furnished by Mr. R. W. Raymond, Sec. 


Am. Inst. of Mining Engineers. 


. Information furnished by Prof. F. R. Hutton, Sec. Am. 


Soc. of Mech. Engineers. 


ApMIRAL A. L. BEARDSLEE. 


. Who’s Who in America. 
. Information furnished by Mr. Lithgow Willey. 


RoBERT H. THURSTON. 


. The Sibley Journal of Mechanical Engineering. No- 


vember 1903. 


. Information furnished by Prof. Rolla C. Carpenter, of 


Cornell University. 


. Memorial in the Trans. Am. Soc. of Mechanical En- 


gineers. 


Louis F. G. BouUSCAREN. 


. Obituary in Engineering News, by Mr. Ward Baldwin. 
. Information furnished by Mr. L. H. G. Bouscaren, his 


son. 


GEORGE S. Morison. 


. Obituary in the Journal of the Western Society of En- 


gineers. 


. Obituary in the Transactions of the British Institution 


of Civil Engineers. 


. Information furnished by Rey. R. S. Morison, his brother. 


Joun B. JOHNSON. 


. Obituary in the Journal of the Western Society of En- 


gineers. 


. Obituary in the Transactions of the American Soc. of 


Civil Engineers. 


. Information furnished by Prof. F. E. Turneaure. 
. Information furnished by his brother, Mr. A. L. Johnson 
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ALFRED FE. Hunt. 


1. Obituary in the Transactions Am. Soc. C. E. 
2. Obituary in the Transactions Am. Inst. Mining Engi- 


neers. 


. Obituary in the Transactions Am. Soc. Mech. Engineers. 
. Obituary in the Technology Review, by Mr. John R. 


Freeman. 


. Information furnished by Mr. John R. Freeman. 
. Information furnished by Mr. George H. Clapp. 
- Register of Graduates of the Mass. Institute of Technol- 


ogy. 


CHARTER 


OF THE 


AMERICAN SOCIETY FOR TESTING MATERIALS. 


To the Honorable the Judges of the Court of Common Pleas No. 2 
in and for the City and County of Philadelphia: of March 
Term, 1902, No. 2056: 


In compliance with the requirements of an Act of the General 
Assembly of the Commonwealth of Pennsylvania, entitled ‘An 
Act to Provide for the Incorporation and Regulation of Certain 
Corporations,” approved the 29th day of April, A.D. one thousand 
eight hundred and seventy-four, and the supplements thereto, the 
undersigned, Henry M. Howe, Charles B. Dudley, Edgar Mar- 
burg, Robert W. Lesley, Mansfield Merriman, Albert Ladd Colby 
and William R. Webster, six of whom are citizens of Pennsylvania, 
having associated themselves together for the purposes hereinafter 
set forth, and desiring that they may be incorporated according to 
law, do hereby certify: 

1. The name of the proposed corporation is the ‘‘ AMERICAN 
SOCIETY FOR TESTING MatTERIALs.”’ 

2. The corporation is formed for the Promotion of Knowledge 
of the Materials of Engineering, and the Standardization of Speci- 
fications and the Methods of Testing. 

3. The business of the said corporation is to be transacted in 
Philadelphia. 

4. The said corporation is to exist perpetually. 

5. The names and residences of the incorporators are as 
follows: 


Henry M. Hows, 27 West Seventy-third Street, New York. 

Cuar.es B. Duptey, Altoona, Pa. 

Epcar MArsvrc, 517 South Forty-first Street, Philadelphia. 

Rozert W. LESLEY, 22 South Fifteenth Street, Philadelphia. 

MANSFIELD MERRIMAN, South Bethlehem, Pa. 

ALBERT Lapp Coxsy, South Bethlehem, Pa. 

Wiuram R. Wesster, “The Bartram,” Thirty-third and 
Chestnut Streets, Philadelphia. 
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6. The management of the said corporation shall be vested 
in an Executive Committee, consisting of six (6) members, viz.: 
the Chairman, the Vice-Chairman, the Secretary, the Treasurer 
and two other members of the corporation, and such other officers 
as the corporation may from time to time appoint. 

7. The corporation has no capital stock, and the members 
thereof shall be composed of the subscribers and their associates 
and of such persons as may from time to time be admitted by 
vote in such manner and upon such requirements as may be 
prescribed by the By-Laws. The corporation shall nevertheless. 
have power to exclude, expel or suspend members for just or legal 
cause, and in such legal manner as may be ordained and directed 
by the By-Laws. 

’ 8. The By-Laws of this corporation shall be admitted and 
taken to be its laws subordinate to the statute aforesaid; this 
Charter; Constitution and Laws of the Commonwealth of Penn- 
sylvania, and the Constitution of the United States; they shall 
be altered and amended as provided for by the By-Laws them- 
selves; and shall prescribe the powers and functions of the Execu- 
tive Committee herein mentioned and those to be hereafter elected, 
the times and places of meetings of the Committee and this corpora- 
tion; the number of members who shall constitute a quorum at 
the meetings of the corporation, and of the Committee; the qualifi- 
cations and manner of electing members; the manner of electing 
officers; and the powers and duties of such officers; and all other 
concerns and internal arrangements of the said corporation. 

Witness our hands and seals this twenty-first day of March, 
A.D. 1902. 

EDGAR MARBURG, 
R. W. LESLEy, 

(Signed) Wa. R. WEBSTER, 
MANSFIELD MERRIMAN, 
ALBERT LADD COLBY. 


BY-LAWS. 


ARTICLE I. 


MEMBERS. 


Srcrion 1. Any person, corporation or technical society can 
become a member of this Society upon being proposed by two mem- 
bers and being approved by the Executive Committee. 

Src. 2. Any member who subscribes annually the sum of 
fifty dollars ($50) towards the general funds of the Society shall be 
designated a contributing member, his rights and privileges as a 
member remaining unchanged. Contributing members shall be 
exempt from the regular membership dues. 

Src. 3. Applications for membership and resignation from 
membership must be transmitted in writing to the Secretary. 


ARTICLE II. 


OFFICERS AND THEIR ELECTION. 


SECTION I. The officers shall be a President, Vice-President, 
Secretary and Treasurer. 

Src. 2. The offices of Secretary and Treasurer shall be held 
by the same person. 

Src. 3. These officers shall be elected by letter-ballot, at the 
Annual Meeting, and shall hold office for two years. 

Sec. 4. The Executive Committee shall consist of these officers 
and also the last past-President and three members, two being 
elected by letter-ballot at each Annual Meeting in the odd years 
and one at each Annual Meeting in the even years. 

Sec. s. The President shall be, ex officio, the nominee for 
American Member of the Council of the International Association. 

Src. 6. The Secretary shall receive a salary to be fixed by the 
Executive Committee. 

Src. 7. The officers and members of the Executive Committee 
of this Society to hold office until the next election under these 
By-Laws, shall be as follows: To hold office for two years— 
President, Charles B. Dudley; Vice-President, R. W. Lesley; 
Secretary-Treasurer, Edgar Marburg; members of the Executive 
Committee, Henry M. Howe and James Christie. To hold office 
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for one year—members of the Executive Committee, Albert Ladd 
Colby and John McLeod. - 

Sec. 8. The above officers and members of the Executive 
Committee, as well as all succeeding officers and members of 
the Executive Committee elected under these By-Laws, shall 
serve for the respective terms to which they shall have been 
elected, or until their successors shall have been duly elected. 

SEC. 9. The Executive Committee shall have the power to 
fill any vacancies occurring in their number by death, resignation 
or otherwise. 

SEC. 10. The election of officers and members of the Executive 
Committee shall be by letter-ballot. The Executive Committee, 
before each Annual Meeting, shall appoint a Nominating Com- 
mittee, whose duty it shall be to nominate a full list of officers. 
The list of nominations so made shall be submitted to the member- 
ship not more than eight (8) nor less than four (4) weeks before 
the coming Annual Meeting. 

Further nominations, signed by at least ten (10) members, 
may be submitted to the Secretary in writing at least four (4) 

_ weeks before the Annual Meeting, and such nominations shall 
also be submitted to the membership on the official ballot. 


ARTICLE III. 
MEETINGS. 


SECTION 1. The Society shall meet annually. The time and 
place of each meeting shall be fixed by the Executive Committee. 

SEC. 2. Special meetings may be called whenever the Execu- 
tive Committee shall deem it necessary, or upon the request in 
writing to the President of twenty-five (25) members. 
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ARTICLE IV, 
DUES. 


SECTION 1. The fiscal year shall commence on the first of 
January, and all dues shall be payable in advance. 

Sec. 2. The annual dues of each member shall be $5.00. 
_ Members holding membership also in the International Associa- 
tion for Testing Materials shall pay annually the additional sum 
of $1.50, which shall be transmitted by the Secretary to the Inter- 
national Association. 
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Src, 3. Any member of the Society whose dues shall remain 
unpaid for the period of one year shall forfeit the privileges of 
membership. If he neglects to pay his dues within thirty days 
thereafter, and after notification from the Secretary, his name 
may be stricken from the roll of membership by the Executive 
Committee. 


ARTICLE V. 


AMENDMENTS. 


Section 1. Proposed amendments to these By-Laws, signed 
by at least three members, must be presented in writing to the 
Executive Committee at least four weeks before the next Annual 
Meeting. In the notices for this meeting the proposed amend- 
ments shall be printed. At the Annual Meeting the proposed 
amendment may be discussed and amended and may be passed 
to letter-ballot by a two-thirds vote of those present. 

If two-thirds of the votes obtained by letter-ballot are in 
favor of the proposed amendment, it shall be adopted. 

Src. 2. The Executive Committee is authorized to number 
the Articles and Sections of the By-Laws to correspond with any 
changes that may be made. 


re RULES GOVERNING THE EXECUTIVE COMMITTEE. 


I. Regular meetings shall be held on the first Saturday in 
_ January, April, July and October. Four members shall constitute 
a quorum. 
; At each meeting the Secretary shall report the names of all 
_ new members and of members who have resigned during the 
_ previous quarter, and shall present a financial statement. 

At the January meeting the Secretary shall report the names 
of all members whose dues are unpaid. 
3 The accounts of the Secretary shall be duly audited at the 
_ middle and close of each fiscal year, and the report of the auditors 
_ shall be presented in writing at the July and January meetings. 
‘ 2. Special meetings may be held at any time at the call of 
_ the President, or upon the written request of four members of 
_ the Executive Committee. The notice for such meetings shall 
_ be mailed by the Secretary at least one week in advance cf the 
meeting, and the business shall be stated in the notice. 
7 3- The Secretary shall transmit to the International Associa- 
_ tion within five days after the first day of January, April, July 
_ and October $1.50 for each member whose dues were paid in the 


__ previous quarter together with the names of those members. 


i, eG UN 


: No other expenses shall be paid except on vouchers certified 
to be correct by the Chairman of the Committee on Finance, or 
_a member thereof designated by the Chairman. 
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INTERNATIONAL ASSOCIATION FOR TESTING MATERIALS. 


Historical.—The International Association for Testing Ma- 
terials had its origin in a conference of a small group of workers 
in experimental engineering held in Munich in 1882, at the instance 
chiefly of the late John Bauschinger. Meetings on a larger scale 
were subsequently held in Dresden (1884), Berlin (1886), Munich 
(1888), Vienna (1893), and Zurich (1895). At the Zurich Congress 
the International Association for Testing Materials was formally 
organized, the Second Congress was held at Stockholm in 1897, 
the Third Congress met at Buda-Pesth in rg901, and the Fourth 
Congress assembled at Brussels in 1906. 

Membership.—According to the latest official report (January, 
1906) the membership is distributed as follows: 

Germany, 344; Russia, 357; United States, 253; Austria, 
177; France, 165; Switzerland, 75; Hungary, 76; Belgium, 45; 
England, 47; Italy, 47; Sweden, 50; Denmark, 50; Holland, 39; 
Norway, 37; Roumania, 18; Spain, 13; Portugal, 11; Servia, 33 
Australia, 4; Luxemburg, 4; Brazil, 2; Argentine Republic, 1; 
Chili, 1; Japan, 1. Total, 1,573, representing 23 countries. 

Objects —The objects of the Association, as set forth in its 
By-Laws,* are: “The development and unification of standard 
methods of testing; the investigation of the technically important 
properties of the materials of construction and other materials of 
technical importance, and also the perfecting of apparatus used 
for that purpose.” 

The important subject of specifications has, however, also 
been included within the scope of the Association’s activity. Thus, 
International Committee No. 1 has been charged to report on the 
following problem: “On the basis of existing specifications, to 
seek methods and means for the introduction of international 
specifications for testing and inspecting iron and steel of all kinds.” 

Again, in pursuance of American initiative at the Buda-Pesth 
Congress (1901), Committee No. 1 has been enlarged by the 
addition of three American members, with a view of reporting on 


* These By-Laws are given in full on pp. 687-689. 
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“Standard International Specifications for Cast Iron and Finished 
Castings,” and Committee No. 22 has been instructed to report 
“On the Feasibility of the Establishment of Standard International 
Specifications for Cements.” 

Administration.—The affairs of the Association are admin- 
istered by a Council, consisting of the President and one repre- 
sentative (member of Council) from each country having a mem- 
bership of twenty (20) or more. 

Methods.—The original plan was to conduct investigations 
almost exclusively through the agencies of international committees. 
These committees proved unwieldy, however, by reason of their 
large membership, with the added difficulties arising from geo- 
graphical separation and differences of language. In pursuance 
of resolutions at the Buda-Pesth Congress (1901) the Council has 
discharged some of these committees, reassigning the problems in 
part to individual referees.* In the case of questions of direct 
international concern the original international committees are 
continued. 

At the international congresses the reports of these committees 
as well as individual contributions by members are presented and 
discussed. 

Publications.—On May 5, 1896, the International Council 
effected an arrangement with the publishers of Baumaterialen- 
kundet (Materials of Construction) by which that journal became 
the official organ of the Association. Since July, 1896, this journal 
has published the Proceedings of Congresses and other official 
matter in German and French. The fact that the Association 
did not furnish printed Proceedings to members free of charge, 
and that no prevision had been made for translation into English, 
gave rise to no little dissatisfaction.. At the Buda-Pesth Congress 


(1901) the Internaticnal Council was accordingly authorized to 


perfect a new arrangement by which all official matter is now 
published in three separate editions (German, English and F rench) 


_ and sent free of charge to every member of the Association in what- 
- ever language is preferred. 


*For complete list of problems, committees and referees, see pp. 
690-607, 

| Baumaterialenkunde: Published bi-weekly at Stuttgart, Germany, 
in German and French. Regular subscription price $3.50 per annum; 


__ special terms to members of the International Association for Testing 


Materials, $2.50 per annum. Address: Staehle & Friedel, No. 57 Tuebin- 
ger Street, Stuttgart, Germany, 
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ORGANIZATION OF THE AMERICAN MEMBERS OF THE INTER: 
NATIONAL ASSOCIATION. 


Historical—With a view of bringing the members of like 
nationality into closer relations among themselves, and in order 
to simplify the management and render the work of the Interna- 
tional Association more effective, it was decided at the Stockholm 
Congress (1897) to encourage the consolidation of the membership 
in the various countries into separate national organizations. In 
pursuance of this action the American members met in Philadel- 
phia on June 16, 1898, and organized under the name of the 
“American Section of the International Association for Testing 
Materials.” 

In March, 1902, the Executive Committee of the American 
Section applied for a Charter under the laws of the State of Penn- 
sylvania for purposes of incorporation under the proposed new 
name of the “American Society for Testing Materials.” This 
Charter was duly granted, and at the Fifth Annual Meeting, held 
at Atlantic City, N. J., it was unanimously adopted on June 12, 
1902. 

At the Eighth Annual Meeting (1905) the By-Laws were 
amended with a view of leaving membership in the International 
Association to the individual option of the members of the Ameri- 
can Society. This amendment was adopted by letter-ballot of 
the Society. 

Objects.—The objects of the Society are essentially identical 
with those of the International Association, with which it stands 
in direct organic relation, both through its membership in the 
same as a body, and through the individual membership on the 
part of many of its members, 

As stated in the Charter: “The corporation is formed for 
the promotion of knowledge of the materials of engineering, 
and the standardization of specifications and the methods of 
testing.” 

The standardization of specifications is considered one of the 
most important functions of the Society. The method of procedure 
is to submit proposed standard specifications prepared by the 
various committees for general discussion at the annual meetings 
of the Society. The specifications in their original or amended 
form are then referred, by majority vote, to letter-ballot of the 
Society for adoption as Standard Specifications. A list of the 
Standard Specifications thus far adopted by the Society is sub- 
joined under Publications, ; 
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Representation on the International Council The American * 
members are entitled to one representative on the International 
Council. By the new Statutes of the Association (1901): “the 
members of Council shall be proposed by the members of each 
country; their final appointment being confirmed by the Con- 
gress.”” According to the By-Laws of the American Society the 
President becomes, “ex officio, the nominee for American Member 
of the Council of the International Association.” 

Meetings—The Society meets annually at a time and place 
fixed by the Executive Committee. Special meetings may also 
be called in accordance wth the provisions of the By-Laws. 

Annual meetings have been held in past years as follows: 

First Annual Meeting, Philadelphia, Pa., House of Engineers’ 
Club of Philadelphia, August 27, 1898. 

Second Annual Meeting, Pittsburg, Pa., Rooms of Engineers’ 
Society of Western Pennsylvania, August 15, 16, 18099. 

Third Annual Meeting, New Vork, N. Y., House of American 
Society of Mechanical Engineers, October 25, 26, 27, 1900. 

Fourth Annual Meeting, Niagara Falls, N. Y., International 
Hotel, June 29, 1901. 

Fifth Annual Meeting, Atlantic City, N. J., Hotel Traymore, 
June 12, 13, 14, 1902. 

Sixth Annual Meeting, Delaware Water Gap, Pa., Hotel 
Kittatinny, July 1, 2, 3, 1903. 

Seventh Annual Meeting, Atlantic City, N. J., Hotel Tray- 
more, June 16, 17, 18, 1904. 

Eighth Annual Meeting, Atlantic City, N. J., Hotel Chal- 
fonte, June 29-July 1, 190s. 

Ninth Annual Meeting, Atlantic City, N. J., Hotel Chal- 
fonte, June 21, 22, 23, 1906. ; 

Membership.—The number of American members at the time 
of the organization meeting in 1898 was 70. The membership 
reported at the successive annual meetings was as follows: (1899) 


_ 128, (1900) 160, (1901) 168, (1902) 175, (1903) 349, (1904) 485, 
_ (1905) 677, (1906) 835, and it is now (February, 1907), 900. 


Methods.—The operations of the Society are conducted in 
part under the auspices of the International Association and in 
part independently. : 

The number of American representatives on international 
committees is fixed by the International Council. These American 
sub-committees are authorized, however, to increase their number 
at pleasure, subject always to the approval of the Executive Com - 
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mittee of the American Society. ‘The sense of these enlarged sub- 
committees on all questions is determined by majority vote; but 
on the international committees the representation and the number 
of votes allowed remain as originally fixed by the International 
Council. 

The American Society appoints other committees at its dis- 
cretion entirely independently of the International Association. 
On committees concerned with subjects involving commercial 
interests, the policy is to accord equal numerical representation to 
engineers or scientists, and to manufacturers. 

The Committees of the American Society are now as follows: 


A. On Standard Specifications for Iron and Steel. 
B. On Standard Specifications for Cast Iron and Finished 
Castings. 
. On Standard Specifications for Cement. 
. On Standard Specifications for Paving and Building Brick. 
. On Preservative Coatings for Iron and Steel. 
. On Heat Treatment of Iron and Steel. 
. On the Magnetic Properties of Iron and Steel. 
. On Standard Tests for Road Materials. 
On Reinforced Concrete. 
. On Standard Specifications for Coke. 
. On Standard Methods of Testing. 
. On Standard Specifications and Tests for Clay and Ce- 
ment Sewer Pipes. 
M. On Standard Specifications for Staybolt Iron. 
N. On Standard Tests for Lubricants. 
O. On Uniform Speed in Commercial Testing. 
P. On Fireproofing Materials. 
Q. On Standard Specifications for the Grading of Structural 
Timber. 
R. On Uniform Specifications for Boilers. 
S. On Waterproofing Materials. 
T. On the Tempering and Testing of Steel Springs and 
Standard Specifications for Spring Steel. 
U. On Standard Specifications for Wire Rope. 
V. On the Corrosion of Iron and Steel. 


hr ROSA 


Publications. —The publications of the Society appeared orig- 
inally at irregular intervals in the form of bulletins. ‘Twenty- 
eight (28) bulletins, containing a total of 266 pages, were thus 
issued. In 1902 it was decided to publish the Proceedings there- 
after in the form of annual volumes. In passing to this new plan 
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of publication the twenty-eight bulletins previously issued were 
counted collectively as Volume I. The first of the annual volumes, 
designated Volume II and issued in 1902, contains 388 pages; 
Volume ITI, issued in 1903, contains 490 pages; Volume IV, issued 
_ in 1904, contains 655 pages; Volume V, issued in 1905, contains 
_ 505 pages.* 

A notable work of the Society is the framing and adoption of 
Standard Specifications for important commercial products. The 
list of standard specifications thus far adopted by the Society is as 


follows: 

. Standard Specifications for Structural Steel for Bridges. 
. Standard Specifications for Structural Steel for Ships. 

. Standard Specifications for Structural Steel for Buildings. 
. Standard Specifications for Open Hearth Boiler Plate 


and Rivet Steel. 


. Standard Specifications for Steel Rails. 

. Standard Specifications for Steel Splice Bars. 

. Standard Specifications for Steel Axles. 

. Standard Specifications for Steel Tires. 

. Standard Specifications for Steel Forgings. 

. Standard Specifications for Steel Castings. 

. Standard Specifications for Wrought Iron. 

. Standard Specifications for Foundry Pig Iron. 

. Standard Specifications for Cast Iron Pipe and Special 


Castings. 


. Standard Specifications for Locomotive Cylinders. 
. Standard Specifications for Cast Iron Car Wheels. 
. Standard Specifications for Malleable Castings. 

. Standard Specifications for Gray Iron Castings. 

. Standard Specifications for Cement. 


* For Table of Contents of Previous Publications, see pp. 676-683. 
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OFFICERS 


OF THE 


AMERICAN SOCIETY FOR TESTING MATERIALS. 


PRESIDENT, 
CHARLES B. DUDLEY. 


VICE-PRESIDENT, 
R. W. LESLEY. 


SECRETARY-TREASURER, 
EDGAR MARBURG. 


Office: University of Pennsylvania, Philadelphia, Pa. 


MEMBERS OF THE EXECUTIVE COMMITTEE: 
Term Expiring im 1907. 
W. A. Bostwick, Joun McLEop. 
Term Expiring in 1908. 
JAmeEs CHRISTIE, Henry M. Howe. 


STANDING COMMITTEES. 


COMMITTEE ON FINANCE. 
Joun McLeop, Chairman, W. A. BOSTWICK. 
R. W. LESLEY. 


COMMITTEE ON MEMBERSHIP. 


JAMES CHRISTIE, Chairman, R. W. LESLEY, 
EDGAR MARBURG. 


COMMITTEE ON PUBLICATIONS. 
Henry M. Howe, Chairman, W. A. Bostwick. 
EDGAR MARBURG. 
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LIST OF MEMBERS 


OF THE 


AMERICAN SOCIETY FOR TESTING MATERIALS. 
Affiliated with the International Association for Testing Materials 


Members holding membership also in the International Association 
are distinguished thus (*). 
Contributing members are distinguished thus (t) 


ELECTED. 
1904. ABBorT, L. S. Industrial Engineer, 770 West Adams 
Street, Chicago, Il. 

1906. ABRAMS, D. A. Assistant, Laboratory of Applied Mechan- 
ics, University of Illinois, Urbana, Ill. 

1906. ACKENHEIL, J. D. Salesman, The Patterson, Sargent 
Company, 42 Hudson Street, New York, N. Y. 

1904. ACKERMAN, Ira J. G. Siegel Company, 79 Duane Street, 
New York, N. Y. 

1905. ADAIR, ARTHUR P. Civil Engineer, Room 327, Sonna 
Block, Boise, Idaho. 

1904. ADAMS, HucH W. Eastern Agent, Sloss-Sheffield Steel and 
‘Iron Company, 15 Beekman Street, New York, N. Y. 

1904. AIKEN, CHARLES W. Consulting Engineer, 101 Castleton 
Avenue, West New Brighton, Staten Island, N. Y. 

1902. AIKEN, W.A. General Inspector of Material, Rapid Transit 
Railroad Commission of New York, 613 Empire Building, 
Pittsburg, Pa. 

1902. *tAJAX MeTAL Company. G.H. Clamer, Second Vice-Presi- 
dent and Secretary, 46 Richmond Street, Philadelphia, Pa. 

1904. AticotT, F. L. Engineer of Tests, Chicago, Milwaukee 
and St. Paul Railway, Milwaukee, Wis. | 

1903. ALLEN, A. W. Superintendent, Steel Department, Pencoyd 
Iron Works, 267 Rochelle Avenue, Wissahickon, Phila- 
delphia, Pa. 

1905. ALLEN, Henry C. Special Deputy State Engineer, DeGraaf 
Building, Albany, N. Y. 


1904. ALLEN, WALTER H. Civil Engineer, United States Navy, 


Navy Yard, Charleston, S. C. 
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List oF MEMBERS. 


ELECTED. 


1906 


1905 


1902. 


1904. 


1906. 
1898. 


1905. 


1904. 


1897. 


1900. 
1906. 
1905. 


1897. 
1906. 


1904. 
1900. 
1902. 


19006. 


1906. 


. ALLIEN, Victor S. Agent, Minwax Coatings, 110 East 
Twenty-third Street, New York, Ne Y. 

_ AMERICAN ASPHALTUM AND RuBBER Company. T. J. Hill, 
President, 721 Woman’s Temple, Chicago, Ill. 

AMERICAN Bripcr Company. C. C. Schneider, Consulting 
Engincer, Fifteenth and Chestnut Streets, Philadelphia, Pa. 

*AMERICAN BUREAU OF INSPECTION AND TESTS. Bae 
Wilson, Secretary and Treasurer, 930 Monadnock Block, 
Chicago, Il. 

AMERICAN BUREAU OF SHIPPING. Joseph E. Borden, 
Chief Engineer, 66 Beaver Street, New York, N. Y. 

AMERICAN FOUNDRYMEN’S AssocIATION. Richard Mol- 
denke, Secretary, Watchung, N. J. 

American IRON AND STEEL MANUFACTURING COMPANY. 
H. M. Sternbergh, Vice-President and General Manager, 
Reading, Pa. 

*AMERICAN Macuinist. Fred. J. Miller, Editor, 505 Pearl 
Street, New York, N. Y. 

AMERICAN SOCIETY OF MECHANICAL ENGINEERS. F. R. 
Hutton, Secretary, 12 West Thirty-first Street, New York, 
INS YY: 

AMERICAN STEEL AND Wire Company. F. H. Daniels, 
Chief Engineer, Worcester, Mass. 

* ANACONDA COPPER MINING Company. E. P. Mathewson, 
Manager, Reduction Works, Anaconda, Mont. 

ANDERSON, HAROLD BENTLEY. Mechanical Engineer, The 
Winton Motor Carriage Company, Cleveland, O 

ANDERSON, R. Witson. Pittsburg, Pa. 

Anprews, W. H. Manager, Pratt and Lambert, 79 Tona- 
wanda Street, Buffalo, N. Y. 

Ancus, W. F. Engineer, Montreal Steel Works, Limited, 
Montreal, Canada. 

AntIsEtt, Frank L. Constructing Engineer, Raritan 
Copper Works, Perth Amboy, N. J. 

ArnoLp, CHarLtEs E. Chemist, Experimental Depart- 
ment, duPont Company, Wilmington, Del. 

Arnotp, C. M. Cement Inspector, Baltimore and Ohio 
Railroad Company, Sixteenth and Main Streets, Wheel- 
ing, W. Va. 

Asupripcr, RicHarp I. D. Chief Engineer, New Jersey 
Short Line Railroad, 605 Land Title Building, Phila- — 
delphia, Pa. 
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ELECTED, 


19006. 


1904. 


1905. 


1902. 
1900. 


1903. 


1903. 
TQO4. 
1904. 
1904. 
1898. 
1904. 
1904. 
1905. 
1904. 
1903. 


1903. 
1906. 


1904. 


1903. 


AUSTEN, PETER T. Consulting Chemist, 89 Pine Strect, 
New York, N. Y. 

AveERILL, F, L. Civil Engineer, Washington Representa- 
tive of Robert W. Hunt and Company, Room 414, 
Colorado Building, Washington, D. C. 

Avis, JAMES L., Jr. Mechanical Engineer, Robert W. Hunt 
and Company, 3104 South Park Avenue, Chicago, Il. 


*BAILEY, J. B. Treasurer and General Manager, Central 
Iron and Steel Company, Harrisburg, Pa. 

BattEy, RatpH W. Chemist, 65 Columbia Heights, 
Brooklyn, N. Y. 

BakENHus, R. E. Civil Engineer, United States Navy. 
In charge of Engineering Woik, Naval Training Station, 
Newport, R. I. 

BAKER, IRA O. Professor of Civil Engineering, University 
of Illinois, Champaign, IIil. 

BAKER AND Co., W. E. Engineers, 27 William Street, New 
Mork, N.Y. 

BALDWIN, STEPHEN W. A. L. Endicott, Hyslop Road, 
Fisher Hill, Brookline, Mass. 

BARBER ASPHALT PAvinG Company. J. L. Rake, General 
Agent, Land Title Building, Philadelphia, Pa. 

Barpour, FRANK A. Civil Engineer, Snow and Barbour, 
1121 Tremont Building, Boston, Mass. 

BARNES, CHARLES B. 360 East Sixty-second Street, Chi- 
cago, Ill. 

*BARNSLEY, GEORGE T. Chief Road Engineer, County of 
Allegheny, Pittsburg, Pa. 

BARRETT MANUFACTURING Company, W. S. Babcock, 
17 Battery Place, New York, N. Y. 

*BASQUIN, OLIN H. Associate Professor of Physics, North- 
western University, Evanston, III. 

*BassETT, WiLLIAM H. Chemist in charge of Laboratories, 
Coe Brass Manufacturing Company, Torrington, Conn. 
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636 


List oF MEMBERS. 


ELECTED. 


1907. 


1903. 


19006. 


1904. 


1900. 


1898. 
1906. 
1903. 


1906. 


1905. 
1')04. 
1905. 
1896. 
1906. 
1903. 


1905. 
1903. 


1902. 


1904. 


Lawson, THomas R. Associate Professor of Rational and 
Technical Mechanics, Rensselaer Polytechic Institute, 
99 Twelfth Street, Troy, Nas 

Layman, W. A. General Manager, Wagner Electrical Man- 
ufacturing Company, 2017 Locust Street, St. Louis, 
Mo. 

LEIDEL, Henry. Factory Superintendent, Banzai Manu- 
facturing Company, 122 Green Street, Greenpoint, 
Brooklyn, N. Y. 
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Street, New York, N. Y. 

Linton, H. H. Salesman, Fuller Brothers and Company, 
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*Lirtte, A. D. Chemical Expert and Engineer, 93 Broad © 
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Luoyp, JoHN. Banker and Coal Operator, Altoona, Pa. 

LoppEtt, W. W. President, Lobdell Car-Wheel Company, 
Wilmington, Del. 
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Loser, W. H. Inspector General, Barber Asphalt Paving 
Company, Rialto Building, San Francisco, Cal. 
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N.Y. 

Lorp, Ricwarp C. Engineer of Tests, Louisville and 
Nashville Railroad Company, South Louisville, Ky. 

Lorpiy, Henry RoBerrtson. Engineer in Charge, Lachine - 
Canal, Royal Insurance Building, Montreal, Canada. 

Loupenseck, H. C. Chemist and Metallurgist, Westing- 
house Air Brake Company, Wilmerding, Pa. 

Loupon, Arcu. M. Foundryman, Elmira, N. Y. 

Lovett, Eart B. Adjunct Professor of Civil Engineering, 
Columbia University, 235 West One Hundred and Second 
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Low, Witson H. Head Chemist, The Cudahy Packing 
Company, South Omaha, Neb.- 

Lowe Broruers. Paint and Color Makers ; Houston 
Lowe, Vice-President, Dayton, O. 

LoweTH, Cartes F. Engineer and Superintendent of 
Bridges and Buildings, Chicago, Milwaukee and St. Paul 
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Lucas AND Company. John W. Irving Lewis, Consulting 
and Contracting Representative, 322-330 Race Street, 
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Luptow, S. H. Chemist, Empire Portland Cement Com- 
pany, Warner, N. Y. 

Lukens, Atan N. Mechanical Engineer, Railway Steel 
Spring Company, 71 Broadway, New York, N. Y. 
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Vice-President, Coatesville, Pa. 
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*LUNDTEIGEN, ANDREAS. Chemist, Union City, Mich, 
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Company, Nazareth, Pa. 
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ne aay cs 


mE 
_% 


GER BONE 


a 


1906. 


= 1905. 


1902. 


1905; 
1905. 
1905. 
1905. 
1904. 
1906. 


1904. 
1899. 


1903. 
1904. 
1899. 


1905. 


1904. 


1905. 


List oF MEMBERS. 641 


_ ELECTED. 


1903. 


Moore, HERBERT F. Assistant Professor of Mechanics, 
University of Wisconsin, 919 University Avenue, Madison, 
Wisconsin. 

Moore, JoHnN N. Representative, The Patterson-Sargent 
Company, 42 Hudson Street, New York, N. Y. 

Moore, Ler C. Consulting Mechanical Engineer, 908 
House Building, Pittsburg, Pa. 

Moore, Witiiam Hartey. Engineer of Bridges, New 
York, New Haven and Hartford Railroad, New Haven, 
Conn. 

Morcan CONSTRUCTION Company. Victor E. Edwards, 
Mechanical Engineer, Worcester, Mass. 

* Morrison, Hucw S. Mechanical Engineer, Mutual Assur- 
ance Society Building, Richmond, Va. 

Morrow, JAy J. Captain, Corps of Engineers, United 
States Army, Assistant to Engineers Commissioner, Dis- 
trict of Columbia, District Building, Washington, D. C. 
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List oF Mempers. 645 


ELECTED. 


1906 


1905. 


1904. 


1905. 


1904. 


1903. 


1898. 
1902. 
1904. 
1904. 
1896. 
1905. 
1902. 
1905. 
1904. 


1902. 


1907. 
1900. 


1906. 


. PrirHAM, Henry C. Chief Chemist, Smith, Emery and 
Company, 1068 Broadway, Oakland, Cal. 

*Provost, ANDREW J., Jr. Engineer to Commissioner of 
Public Works, 518 Fifth Avenue, New York N. Y. 

PurDon, C. D. Engineer, Maintenance of Way, Frisco 
System, Frisco Building, St. Louis, Mo. 


*QuICK, CHARLES DeELavan. Superintendent, Alma 
Cement Company, Wellston, Ohio. 

QuimBy, CuHartes H. Assistant Engineer, Yards and 
Buildings, American Bridge Company, 11 5 Rochelle 
Avenue, Wissahickon, Philadelphia, Pa. 

Quimpy, H. H. Assistant Engineer of Bridges, Bureau 
of Surveys, 863 North Twenty-third Street, Philadelphia, 
Pa. 


RalLroaD Gazetre. W. H. Boardman, Editor, 83 Fulton 
Street, New York, N. Y. 

RAILWAY AND ENGINEERING Review. W. M. Camp, 
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ledge, Pa. 

RuccLes, Wm. B. Mechanical Engineer, 39 Cortlandt 
Street, New York, N. Y. 
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Va. 
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STILLMAN, Havarp. Engineer of Tests, Southern Pacific 
Company, 2434 Piedmont Avenue, Berkeley, Cal. 
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*TaLBot, ARTHUR N. Professor of Municipal and Sanitary 
Engineering, University of Hlinois, Urbana, Ais 
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Museum, Washington, D. C. 
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Tuacuer, Epwin. Consulting Engineer; Member, Con- 
crete-Steel Engineering Company, Park Row Building, 
New York, N. Y. 
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Marylaticdes ns: 14 South Dakota... 2 
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Total number holding membership also in the International Association 


Boban covigcanaterialS.7 oe. hc. to tns. kn ce, ok eon 247 
DECEASED MEMBERS. 

Name. Were Date of Death. 
(eee NDERSON. 02. cc 0. os. TOO. atone May 18, igos. 
EDWARD ATKINSON ............ TOO 32 oss December 11, 1908 
Bee POUACK fas foc asks sos EOD are December 12, 1902. 
PENRO BUDT ee -'.0l' o os aces « TORR a ete January 14, 1905. 
THomas M. Drown........... 1OOOeS e. e November 16, 1904 
MENRY (UU: FRANKEL ..2..5.. 5. < OOS ee: December 8, 1903. 
CARUES= | ARECKT 2. 0/50 oc v2.0 TS G0 seis January 26, 1901. 
peo LOMNSON (60). cath oas s oke OQ ee June 23, 1902. 
Win OHINGON Te, 6.0 Sz cae anche oa Ig00......December 15, 1906. 
Se ee MCCAULEN:.. «51... 5-2-1805... .52° May 25, 1901. 
GEORGE S. MORISON .......... TS00 2K. 2: July 1, 1903. 

EIEN EVA MORTON, a0. cs. 028s «18008 So. May 9, 1902. 

DOO ATMALL, © oir. 23sec e ca 2s TOOO tana September 13, 1906. 

RoBerT H. THURSTON........ TOoOs 1s. October 25, 1903. 

Pie NV RIGHT. c.40O". 2.6. EQOA eae June 22, 1905. 

RV elon WYMAN So. 2s. crete 5s LOOG Se es November 11, 1905. 
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PAST OFFICERS. 


Norte.—The Society, from its organization in 1898 till its incorpora- 


tion under its present name in 1902, was designated the American Section 


of the International Association for Testing Materials. 


The officers and members of the Executive Committee during this 


four-year period were as follows: 


CHAIRMEN? 


MANSFIELD MERRIMAN, 1898-1900. 
Henry M. Howe, 


VICE-CHAIRMEN: 


Henry M. Howe 1898-1900. 


CHARLES B. DUDLEY 


SECRETARIES: 


RicwarD L. HuMPHREY, 1898-1900. 
J. M. Porter, 


TREASURERS: 


Paut KREUZPOINTNER, 1898-1900. 
R. W. LESLeEy, 


MEMBERS OF EXECUTIVE COMMITTEE: 
Gus. C. HENNING, 1898-1900. 


ALBERT Lapp CoLBy, 
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1900-1902. 


Igoo-1go2, 


1900-1902. 


1900-1902. 


: 
; 


| 


STANDING ADVISORY COMMITTEES, 


On IRON AND STEEL. 


WitiiAmM R. WEBSTER, Chairman. 
H. H. Campbell, Hi. V. Wille. 


On Cast Iron. 


RICHARD MOLDENKE, Chairman. 
Henry Souther, Thos. D. West. 


On CEMENT AND CONCRETE. 


CLIFFORD RICHARDSON, Chairman. 
Richard L. Humphrey, Spencer B. Newberry. 


On Brick AND TERRA-COTTA PRODUCTS. 


EDWARD ORTON, JR., Chairman. 
H. O. Hofman, W. D. Richardson. 


ON PRESERVATIVE COATINGS. 


G. W. THompson, Chairman. 
Robert Job, S. 5. Voorhees. 


On TESTS AND TESTING APPARATUS. 


GAETANO LANZA, Chairman. 


Mansfield Merriman, Tinius Olsen. 
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TECHNICAL COMMITTEES 


OF THE 
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CommitTEE A, ON STANDARD SPECIFICATIONS FOR IRON AND 
STEEL. 


Wi11am R. WEBSTER, Chairman. 
EpcAR MARBurRG, Secretary. 


American Steel and Wire Company, Lackawanna Steel Company, 


Daniels. F. E. Abbott. 
Bethlehem Steel Company, Lukens Iron and Steel Company, 
E. O’O. Acker. Charles L. Huston. 
Cambria Steel Company, S. S. Martin. 
George E. Thackray. John McLeod. 
Carnegie Steel Company, Richard Moldenke. 
W. A. Bostwick. National Tube Company, 
Robert A. Carter. Frank N. Speller. 
Central Iron and Steel Company, L.R. Pomeroy. 
James B. Bailey. The Osborn Engineering Company, 
Charles S. Churchill. Frank C. Osborn. 
James Christie. The Pennsylvania Steel Company, 
F. H. Clark. J. V. W. Reynders. 
Albert Ladd Colby. Reading Iron Company. 
J. Allen Colby. Joseph T. Richards. 
Colorado Fuel and Iron Company, John A. Roebling’s Sons Company, 
C. S. Robinson. H. J. Horne. 
John Sterling Deans. O. C. Schneider. 
P. H. Dudley. Shelby Steel Tube Company, 
Franklin Institute, J. H. Nicholson. 
Alex. E. Outerbridge, Jr. J. P. Snow. 
J. E. Greiner. Standard Steel Works, 
Robert W. Hunt Company. A. A. Stevenson. 
Illinois Steel Company, J. A. L. Waddell. 
P. E. Carhart. Samuel T. Wagner. 
Jones and Laughlin Steel Company, Max H. Wickhorst. 
Willis L. King. H. V. Wille. 
E. F. Kenney. R. D. Wood and Company, 
Gaetano Lanza. Walter Wood. 


CoMMITTEE B, ON STANDARD SPECIFICATIONS FOR Cast IRON 
AND FINISHED CASTINGS. 
WALTER Woop, Chairman. 
RICHARD MOLDENKE, Secretary. 


Hugh W. Adams. Colorado Fuel and Iron Company, 
James A. Beckett. C. S. Robinson. 

Robert Bentley. Albert Ladd Colby. 

Joseph W. Brvaweal Edgar S. Cook. 
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CoMMITTEE B,.—Continued. 


H. A. Croxton. 
George M. Davidson. 
H. E. Diller. 

W.C. Du Comb. 
Charles B. Dudley. 
B. F. Fackenthal, Jr. 
L. M. Fenner. 

A. I. Findley. 
Stanley G. Flagg, Jr. 
Wek Hatt 


J. O. Henshaw. 

P. S. Hildreth. 

Henry M, Howe. 

Illinois Steel Company, 
PAB. Carhart: 

International Harvester Company, 
John G. Wood. 

Robert Job. 

Jones and Laughlin Steel Company, 
Willis L. King. 

J. A. Kinkead. 

Paul Kreuzpointner. 

Gaetano Lanza. 

William W. Lobdell. 

A. E. Loudon, 


CoMMITTEE C, ON STANDARD 


Charles F. McKenna. 

J. W. McQueen. 

R. S. MacPherran. 

Mansfield Merriman. 

Tinius Olsen. 

Alex. E. Outerbridge, Jr. 

Leonard Peckitt. 

L. S. Randolph. 

David Reid. 

Walter M. Saunders. 

Albert Sauveur. 

W. G. Scott. 

C. W. Sherman. 

Henry Souther. 

H. W. Spangler. 

Technischer Verein, Pittsburg, 
S. H. Stupakoff. 

Enrique Touceda. 

C. H. Vannier. 

W. R. Webster. 

Thomas D. West. 

H. V. Wille. 


E. R. Wood, Jr. 
I. H. Woolson. 
C, H. Zehnder, 


SPECIFICATIONS FOR CEMENT. 


GrorcE F. Swarn, Chairman. 
GEORGE S. WEBSTER, Vice-Chairman. 
RicHARD L. Humpurey, Secretary. 


Booth, Garrett & Blair. 
Spencer Cosby. 

A. W. Dow. 

L. Henry Dumary. 
W. S. Eames. 

A. F. Gerstell. 
Edward M. Hagar. 
W. H. Harding. 
Olaf Hoff. 

W. J. Kelley. 
Robert W. Lesley. 
F. H. Lewis. 

John B. Lober. 
Andreas Lundteigen 
Charles F. McKenna. 


W. W. Maclay. 

Charles A. Matcham. 

A. W. Munsell. 

National Fire Protection Association, 
Edward T. Cairns. 

Spencer B. Newberry. 

James Madison Porter. 

Joseph T. Richards. 

Clifford Richardson. 

L. C. Sabin. 

Harry J. Seaman. 

Henry S. Spackman Engineering 
Company. 

S. S. Voorhees. 
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CommitrEE D, ON STANDARD SPECIFICATIONS FOR PAVING AND 
BUILDING BRICK. 


LocAN WALLER PAGE, Chairman. 


Ira O. Baker. Arthur N. Talbot. 
Edward Orton, Jr. Ira H. Woolson. 
W. D. Richardson. 


ComMITTEE E, ON PRESERVATIVE COATINGS FOR IRON AND i 
STEEL. 
S. S. VoorHEES, Chairman. 
JoserH F. WALKER, Secretary. 


W. A. Aiken. P. C. Mcliliney. 
James Christie. Spencer B. Newberry. 
The Joseph Dixon Crucible Com- J. R. Onderdonk. 
pany, W. A. Polk. 
Malcolm MacNaughton. A. H. Sabin. 
Charles B. Dudley. Wirt Tassin. 
A. W. Dow. G. W. Thompson. 
C. N. Forrest. Wm. R. Webster. 
Geo. Heckel. J. W. Whitehead, Jr. 
International Acheson Graphite Max H. Wickhorst. 
Company, The A. Wilhelm Company, 
©. L. Collins. Charles J. Davies. 
Robert Job. 


CoMMITTEE F, oN HEAT TREATMENT OF IRON AND STEEL. 


Henry M. Howe, Chairman. 


William Campbell. Bradley Stoughton. 
Albert Sauveur. 


CoMMITTEE G, ON THE MAGNETIC TESTING OF IRON AND 


STEEL. 
J. WALTER ESTERLINE, Chairman. 
W. J. Beck. Richard Moldenke. 
John A. Capp. J. A. Mathews. 
H. E. Diller. C. E. Skinner. 


ComMITTEE H, ON STANDARD TESTS FOR ROAD MATERIALS. 


LocAaNn WALLER PAGE, Chairman. 
ARTHUR N. JoHnson, Secretary. 


Ira O. Baker. Jos. W. Hunter. 

W. H. Broadhurst. C. A. Kenyon. 

A. W. Campbell. Frederic A. Kummer. 
A. Cushman. Nelson P. Lewis. 

A. W. Dow. A. Marsten. 

A. B. Fletcher. J. J. Morrow. 

W. S. Godwin. Clifford Richardson. 
Woks: Hatt George W. Tillson 

G. B. Hemstreet. Calvin Tomkins. 


J. A. Holmes. E. 0. Wallace. 
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ComMitTEE I, on REINFORCED-CONCRETE. 


F. E. Turneavure, Chairman. 
R. W. Lestey, Vice-Chairman. 
Ricoarp L. Humpurey, Secretary. 


W. B. Fuller. L. S. Moisseff. 
E. Lee Heidenreich. H. H. Quimby. 
A. L. Johnson. WP. Taylor. 
Gaetano Lanza. S. E. Thompson. 
Edgar Marburg. S. T. Wagner. 
C. M. Mills. G. S. Webster. 


ComMitTEE J, oN STANDARD SPECIFICATIONS FOR COKE. 


C. H. ZEHNDER, Chairman. 
RICHARD MOLDENKE, Secretary. 


Warren Blauvelt. John Lloyd. 
W. H. Biauvelt. Thomas Lynch. 
Wm. A. Bole. T. D. Lynch. 
Edgar S. Cook. W. C. Magee. 
Dee Croxton, E. C. Means. 
John Donahoe. F. Schniewind, 
Chas. B. Dudley. W. G. Scott. 
D. T. Evans. W. B. Snow. 
B. F. Fackenthal, Jr. Henry Souther. 
Geo. H. Finn. D. B. Wentz. 
H. L. Haldeman. H. V. Wille. 
J. A. Holmes. Walter Wood 


J. A. Kinkead. 


ComMITTEE K, on STANDARD MeEtHops oF TESTING. 
GAETANO LANzA, Chairman. 


Geo. A. Bostwick. Mansfield Merriman. 
James Christie. Richard Moldenke. 
Joka S. Deans. E. D. Nelson. 

Chas. B. Dudley. H. P. Talbot. 

W. K. Hatt. Geo. E. Thackray. 
Henry M. Howe. H. V. Wille. 

A. P. Hume. Ira H. Woolson, 


Richard L. Humphrey, 


CommitTEE L, on STANDARD SPECIFICATIONS AND TESTS FOR 
CLAY AND CEMENT SEWER PIPES. 


Rupotex HERING, Chairman. 
A. J. Provost, Jr., Vice-Chairman. 
Cuartes F, McKenna, Secretary. 


W. C. Foster. G. Kauffman. 
I. C. Hitchcock. J. O. Rossi. 
W. OC. Hull. 
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ComMITTEE M, ON STANDARD SPECIFICATIONS FOR STAYBOLT 
IRON. 
H. V. Wu1e, Chairman. 


F. B. Allen. F. H. Clark. 

American Iron and Steel Manufac- J. A. Kinkead. 
turing Company. E. D. Nelson. 

Brown and Company. J. C. Ramage. 


Commitee N, ON STANDARD TESTS FOR LUBRICANTS. 


A. H. Git1, Chairman. 
J. M. Jerrers, Secretary. 


Bureau of Standards, A. W. Dow. 
S. W. Stratton. J. L. Gray. 
Bureau of Steam Engineering, Navy A. P. Hume. 
Department, E. D. Nelson. 
W. M. Parks. J. H. Pew. 
W. A. Converse. Geo. H. Taber. 
W. M. Davis. C..E. Ward. 


CommitrEE O, oN UNIFORM SPEED IN COMMERCIAL TESTING. 


PauL KREUZPOINTNER, Chairman. 
H. V. WILLE, Secretary. 


W. A. Bostwick. J. A. Kinkead. 

F. O. Bunnell. S. M. Marshall. 

H. H. Campbell. Tinius Olsen. 

JN Ne, Velokaare), A. A. Stevenson. 

ComMITTEE P, ON FIRE-PROOFING MATERIALS. 

Ira H. Wootson, Chairman. 
R. P. Mi1er, Secretary. 

W. W. Ewing. Edwin Thacher. 

John R. Freeman. D. E. Waid. 

H. W. Hodge. C. W. Somerville. 


ComMITTEE Q, ON STANDARD SPECIFICATIONS FOR THE GRADING 
OF STRUCTURAL ‘TIMBER. 


HERMANN VON SCHRENK, Chairman. 
W. K. Hart, Secretary. 


C. R. Bangs H. W. Lohmann. 
Chas. H. Davis. R. A. Long. 

A. O. Elzner. A. J. Maclean 
Geo. H. Emerson, A. M. Mansfield. 
B. E. Fernow. A. F. Rosenheim, 


R.S. Kellogg. 
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CoMMITTEE R, on Unirorm SPECIFICATIONS FOR BOILERS. 
E. D. Meter, Chairman. 


F. B. Allen. Mutual Boiler Insurance Company, 
R. C. Carpenter. R. S. Hale. 

J. H. Hartley. JE asacte: 

Chas. L. Huston. H. V. Wille. 


John McLeod. 


CoMMITTEE S, ON WATERPROOFING MATERIALS. 


W. A. ArKen, Chairman. 
A. W. Dow, Secretary. 
Barrett Manufacturing Company, W. P. Taylor. 


W.S. Babcock. Maximilian Toch, 
E. W. DeKnight. U. S. War Department, 
EH. Ellis. Capt. Chester A. Harding. 
A. W. Munsell. Warren Brothers Company, 
C. S. Reeve. : A. E. Schutte. 


CommitrEE T, ON THE TEMPERING AND TESTING OF STEEL 
SPRINGS AND STANDARD SPECIFICATIONS FOR SPRING STEEL. 


J. A. Kinxeap, Chairman. 


W. A. Bostwick. Archibald M. McCrea. 
F. O. Bunnell. R. W. Mahon. 

F. D. Carney. E. D. Nelson. 

J. C. Davis. A. A. Stevenson 
Nathan H. Davis. Max. H. Wickhorst. 
Alan Lukens. H. V. Wille. 


ComMITTEE U, ON STANDARD SPECIFICATIONS AND TESTS FOR 
WIRE Rope. 


(In course of organization.) 


CoMMITTEE V, ON THE CoRROSION or IRON AND STEFI. 


(In course of organization.) 


ANNUAL REPORT OF THE EXECUTIVE COMMITTEE. 


Since the Eighth Annual Meeting of the Society the Execu- 
tive Committee has held three regular and one special meeting. 
One of these meetings was informal owing to the absence of a 
quorum. An abstract of the minutes of these meetings is ap- 
pended to this report. 

The record of the Society during the past year is highly 
gratifying. The membership has risen from 677 to 835, and is 
confidently salnecast to reach a thousand by the next annual 
1000 
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meeting. For the first time in its history the Society has attained 
to a plane of financial independence. In its last annual report 
the Executive Committee announced that it had not been found 
necessary to issue a general appeal for subscriptions, but that 
the Society was still dependent in no small measure on its 
contributing members and special subscribers for its financial 
maintenance. At the beginning of the present fiscal year the 
contributing members were notified that their support during 
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the present year would probably not be required. It now ap- 
pears certain that this expectation will be realized, and that an 
amendment of the by-laws looking to the abrogation of the special 
class of contributing members may be safely proposed at the next 
annual meeting. The marked improvement in the financial 
status of the Society is attributable partly to the substantial 
growth of membership, and partly to the effect of the amendment 


_ of the by-laws adopted last year by which membership in the 


International Association has been made voluntary instead of 
obligatory, and the dues of members connected with the Inter- 


_ national Association have been increased from $5.00 to $6.50 per 
_ annum. Prior to this change the Society was obliged to remit to 


the International Association $r. 50 out of the dues of each member 


3 wholly irrespective of whether the member really desired to be 
| connected with that Association. On the basis of present mem- 


bership this would mean an annual remittance of about $1,250 


_ which now remains in the treasury of the Society. 


The Executive Committee regards this time a particularly 


| fitting one to place on record its sense of grateful recognition of 


the generous support that the Society has received at the hands 


of “its contributing members and special subscribers during a 
- period of its existence when without such aid its financial main- 


_ tenance would not have been possible. 
The Executive Committee deems it’ highly desirable that 
_ steps should be taken towards the publication in a separate volume 
of the standard specifications adopted by the Society. Eighteen 


such specifications are now available, and others are in course of 
_ preparation. A special meeting was held last fall to confer with 


the publisher of the Engineering Standards Committee of Great 
Britain. These negotiations, however, have not led to a satisfac- 


_tory issue. It is believed that the cost of publishing such a 
_ volume, of which revised editions should be issued as frequently 


_as may be found necessary, could be readily covered by the 
proceeds of sales, and that it might in fact be expected to 
yield a substantial revenue to the Society. 


The statistics of the year are given in more detailed form 


below: 
Membership.—The membership at the last annual meeting 


was 677. Since then 199 new applications for membership have 
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been received and approved. The Society has suffered a loss 
of two members through death: H. Winfield Wyman died on 
November 11, 1905, and Edward Atkinson on December 11, . 
1905. The number of resignations for the year is 22, and 17 
members have been dropped for arrears in dues. The total 
loss from all causes is 41, leaving a net gain of 158, and making 
the total membership at present 835. 

Publications—In addition to the annual volume of the 
Proceedings (Vol. V, 565 pp-), 2 pamphlet of 103 pages, contain- 
ing the list of members and other information of a general nature 
concerning the Society, was issued as well as seven official cir- 
culars of information. 

New Committees.—With a view to their assistance in the 
formulation of programs for meetings, and in the furtherance of 
committee work in their respective spheres, the Executive Com- 
mittee has appointed the following Advisory Committees: 

On Iron and Steel—Wm. R. Webster, Chairman; H. H. Camp- 
bell, H. V. Wille. 

On Cast Iron—Richard Moldenke, Chairman; Henry Souther, 
Thos. D. West. 

On Cement and Concrete—Clifford Richardson, Chairman; 
Richard L. Humphrey, Spencer B. Newberry. ; 

On Brick and Terra-Cotta Products—Edward Orton, Jr., Chair- 
man; H. O. Hofman, W. D. Richardson. 

On Preservative Coating—G. W. Thompson, Chairman; Robert 
Job, S. S. Voorhees. 

On Tests and Testing Apparatus—Gaetano Lanza, Chairman; 
Mansfield Merriman, Tinius Olsen. 


Partly in pursuance of action at the last annual meeting 
and partly at the initiative of the Executive Committee, the list 
of technical committees has been increased as follows: 

Committee S.—On Waterproofing Materials. 

Committee T.—On the Tempering and Testing of Steel 
Springs and Standard Specifications for Spring Steel. 


Committee Un—On Standard Specifications and Tests for 
Wire Rope. 


Finances.—The improved financial condition of the Society, 
and the causes to which the same is attributable have been pre- 
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viously referred to. The cash balance is $495.18 and there are 
no unpaid bills on hand. In pursuance of a resolution passed at 
the last annual meeting, a contribution of $100 was made to the 
general funds of the International Association, } 


ANNUAL REPORT OF THE TREASURER. 
From June 1o, 1905, to June 15, 1906, 


REceEIPTs. 
Petes eempraues en. ee nk eke $4,292 91 
Contributing Membership dues (190 Stes geen nye 5° 00 
Collections for account International Association .. 693 50 
pe creL pulsations wishes fds. Plesk oe ck 478 51 
aOR dine yee ett eh a ks et. 266 00 
ecg Syren Sh PEA tae ae hg 153 86 
Excess remittances ......577..3!.. SEA Sobek ee ees 6577 
peers oa denastts oe. 8.44 funn een 18 99 
peopel neceiptse ae oo GIR a ee $6,019 54 
Cash balance June 10, r905 ............. 604 85 
$6,624 39 
DISBURSEMENTS, 
Remitted to International Association, Dues, etc... $ 5094 28 
Expenses, International Association ............. 96 72 
Subscription, International Association ........... 100 00 
Printing, engraving, binding, etc ................ 2,986 87 
Secretary’s salary to July 1, TOQOGW. Pi cuauton oe enseNs ers 1,500 00 
RESIGN ES oh 2 pec ne, ne en Ay anh 
Papeusesoectetary’s Ofice i... lesa cee. cece: 193 93 
Stenographer, Eighth Annual Meeting ........... 87 66 
COUMBIELCS EXPENSES soci clase cs sense dew bbie nse GQ aw 
Excess remittances refunded ............000000-. 46 50 
Potaimdisbursentente, «3.5.05 ce us vs ow aes $6,129 ar 
Cash balance, June 15, 1906 ............ 495 18 
$6,624 39 


Relations with the International Association for Testing 
Materials.—Of the 835 members of the American Society, 247 
have signified their desire to hold membership also in the Inter- 
national Association. It is hoped that this number will be largely 
increased before the next Congress which will be held, as pre- 
viously announced, at Brussels, September 3-8, 1906. Such 


members are entitled to free copies in English of all official matter 
presented at the Congress in the form of reports of technical 
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committees and referees. Fifteen such reports are already in 
print and as many more are promised. The Association has 
‘ncurred considerable expense in the translating and printing of 
these reports which are in part of great scientific interest and 
value, and entirely disproportionate to the moderate membership 
dues of $1.50 per annum. Members may also obtain the non- 
official papers, printed in their original language only, followed by 
abridged summaries in two other languages. Twenty-one 
original papers and eight abstracts of papers previously published 
elsewhere are in hand, and five additional papers are promised. 
The subscription price is $2.50 for the set. Those participat- 
ing in the Congress will receive these papers without extra charge 
beyond the fixed subscription fee of $s for the general privileges 
of the Congress. 

Respectfully submitted on behalf of the Executive Committee 


EDGAR MARBURG, CHARLES B. DUDLEY, 
Secretary-Treasurer. President. 


REPORT OF AUDITING COMMITTEE. 


PHILADELPHIA, July 2, 1906. 


To the Executive Committee of the American Society jor Testing 
Materials: 


We have examined the books and accounts of the Secretary- 
Treasurer from January 2, 1906, the date of the last audit, to 
June 15, 1906, the date of the annual report of the Treasurer, 
and find the cash balance of $495.18 to be correct. 


[Signed] R. W. LESLEy, 
J; Av Corny; 
Auditing Committee. 


TN Ci ie DAO in 


om 


TORRY? 


APPENDIX. 


ABSTRACT OF MINUTES OF THE EXECUTIVE COMMITTEE. 


RecuLar MeeETING, October 7, 1905.—Engineers’ Club of Phila- 
delphia, rz22 Girard Street, Philadelphia, Pa. Present: Messrs. Dudley, 
Christie, Bostwick and Marburg of the Executive Committee and Mr. 
Wm. R. Webster on invitation. 

The action taken at the last quarterly meeting on June 24, in the 
absence of a quorum, was duly approved. 

The Secretary reported the receipt of 76 applications for member- 
ship, duly approved, and the resignation of one member, making the total 
membership 752. 

The Secretary reported that the letter-ballot on the amendment of 
Article I, Sections 1, 2, and 3 and Article IV, Section 2, of the By-Laws 
had resulted in 86 affirmative and 1 negative vote. 

The Secretary further reported the returns from the letter-ballot on 
the adoption of the following specifications: 

For. Against 


For Structural Steel for Bridges ..3...5.....-. 60 6 
Hot steciaCastings mma emit ci tot puerta 63 2 
LO TMS COSI ARES tty AMEN cies tpt Gutta eee, 61 4 
Homo teel MOconimesieea\cjnisy ee he ee eae 60 3 
ora@astetrontCar Wiheelst tn a cla- sai sacks en 60 3 
Hormeravalt omeCastinesm mae: Aer thie | Lie 62 2 


The following action was taken on matters referred to the Executive 
Committee at the Eighth Annual Meeting: 


1. The amount of the contribution to the general funds of the Inter- 
national Association for the current year was fixed at $100.00. 

2. The proposed appointment of committees on (a) Waterproofing 
Materials and (b) on Tempering and Testing of Steel Springs 
and Standard Specifications for Spring Steel, was approved. 

3. In the matter of appointing a committee on ‘‘The Formulation of 
a Plan for Making Such Scientific Tests of Structural Steel as 
Seem Likely to be of Advantage to the Engineering Profession,”’ 
it was decided to refer this subject to Committee K on Standard 
Methods of Testing with the recommendation that it be referred 
to a special sub-committee under the chairmanship of Professor 
Mansfield Merriman. 

4. The question of arrangements for headquarters of the Society was 
referred with power to’ a committee consisting of Mr. James 
Christie, Mr, Robert W, Lesley and the Secretary, 
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In pursuance of a suggestion received from Mr. Paul Kreuzpointner 
it was decided to appoint a committee on Standard Specifications and 
Tests for Wire Rope. 

It was decided to appoint advisory committees of three, consisting 
each of a chairman and two members, in connection with the principal 
interests represented in the membership in order that these committees 
may co-operate with the Executive Committee in the formulation of the 
program for meetings and in the furtherance of the work of the technical 
committees in their respective fields. 

The Secretary reported that 467 replies had been received to the 
circular inquiry respecting continuation of membership in the Inter- 
national Association, of which 204 were for and 263 against continuation. 

It was decided that dues for the current year in the International 
Association shall be remitted only for those members who propose to 
continue their connection with the International Association. 


SpreciAL Mretinc, December 2, 1905.—Engineers’ Club of Phila- 
delphia, 1122 Girard Street, Philadelphia, Pa. Present: Messrs. Dudley, 
Lesley, Christie and Marburg. 

The Secretary submitted a preliminary draft of a proposed agree- 
ment between the Society and Mr. Robert Atkinson for the publication 
in book form of the standard specifications adopted by the Society. 
This proposed agreement was adopted in slightly amended form and the 
Secretary was instructed to obtain legal services in the preparation of the 
formal agreement. 


Recuiar MEETING, January 6, 1906.—Engineers’ Club of Phila- 
delphia, 1122 Girard Street, Philadelphia, Pa. Present: Messrs. Dudley, 
Lesley, Christie, McLeod and Marburg. 

The Secretary reported the receipt of 44 applications for member- 
ship, duly approved; the loss of one member by the death of Edward 
Atkinson which occurred on December 11, 1905, and the resignation of 
seven tnembers, making the total membership 788. 

The Committee on permanent headquarters for the Society re- 
ported that the Board of Directors of the Engineers’ Club of Philadelphia 
had courteously placed the club house at the disposal of the Society for 
purposes of committee meetings and had extended the privileges of the 
club house to the members of the Society coming within the non-resident 
rule of the Engineers’ Club. A vote of thanks was passed in acknowledg- 
ment of this courtesy. 

The Secretary submitted the proposed agreement in legal form with 
Mr. Robert Atkinson for the publication of the standard specifications 
of the Society which was adopted with slight amendment. 


RecuLtar Meetinc, April 7, 1906.—Engineers’ Club of Philadel- 
phia, 1122 Girard Street, Philadelphia, Pa. Present: Messrs. Dudley, 
Lesley, Christie and Marburg. 
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The Secretary reported the receipt of 33 applications for member- 
ship, duly approved; the resignation of 14 members; the dropping of 17 
members on account of arrears in dues and the loss of one member by the 
death of W. H. Wyman, which occurred on November II, 1905; making 
the total membership 789. 

The Secretary submitted a letter from the International Association 
dated February 27, 1906, announcing that the next Congress would be 
held at Brussels, September 3-8, 1906, and expressing thé hope that 
every effort would be made in this country to increase the membership 
of the Association. The Secretary was instructed to call attention in the 
next Circular to Members to the advantages attached to membership 
in the International Association. 
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Note.—The Society, from its organization in 1898 till its incorpora- 
tion under its present name in 1902, was designated the American Section 
of the International Association for Testing Materials. During this 
period twenty-eight (28) Bulletins were issued, which, collectively, con- 
stitute Volume I. of the Proceedings. In 1902 it was decided to publish 
the Proceedings in the form of annual volumes. Volume II. is the first 
volume of this new series. 
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t900. Pp. ro1-106. 
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Bulletin No. 18. Report of the American Branch of International Com- 


mittee No. 1. May, 1900. Pp. 135-144. 
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the Representation of the American Section of the International 
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Bulletin No. 20. Progress Report of the American Branch of Interna- 
tional Committee No. 1. October, 1900. Pp. 173-184. 

Bulletin No. 21. Announcement of International Congress of r9g01. Re- 
port of Third Anual Meeting, October 25-27, 1900. Minutes of the 
Executive Committee to January 5, 1901. Officers of the American 
Section for 1900-02. March, 1901. Pp. 185-214. 

Bulletin No. 22. Program of the Fourth Annual Meeting. May, root. 
Pp. 215-216. 

Bulletin No. 23. List of Members of the American Section. By-Laws of 
the American Section. June, 1901. Pp. 217-230. 

Bulletin No. 24. Revised Standard Specifications for Wrought Iron. 
June, 1901. Pp. 231-236. 

Bulletin No. 25. Report of the American Branch of International Com- 

_ mittee No. 1. June, 1901. Pp. 237-244. 

Bulletin No. 26. Letter Ballot on Proposed Standard Specifications. 
July, 1901. Pps 245-240: 

Bulletin No. 27. Report of Fourth Annual Meeting, June 29, rgo1. 
August, 1901. Pp. 247-262. 

Bulletin No. 28. Program of the Fifth Annual Meeting. May, rgoz. 
Pp. 263-266. 


VOLUME Il. 


Summary of Proceedings of the Fifth Annual Meeting. 

Annual Address by the Retiring President, Henry M. Howe. 

Proposed Modifications of the Standard Specifications for Steel Rails 
Topical Discussion. 
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Is it Desirable to Specify a Single Grade of Structural Steel for Bridges of 

Ordinary Spans? Topical Discussion. 
Formal Discussion: A. P. Boller, T. L. Condron, Theodore Cooper, 
J. E. Greiner, John McLeod, C..C. Schneider, J. P. Snow. 

Rail Temperatures. Simon Strock Martin. 

Finishing Temperature and Structure of Steel Rails. Albert Sauveur. 

The Relation between the Basic Open-hearth Process and the Phy:ical 
Properties of Steel. Topical Discussion. 

Steel Rivets. Gaetano Lanza. 

The Ethics of Testing. Paul Kreuzpointner. 

Standard Cement Specifications. R. W. Lesley. 

The Advantages of Uniformity in Specifications for Cement and Methods 
of Testing. George S. Webster. 

The Chemical Analysis of Cement: Its Possibilities and Limitations. 
Richard K. Meade. 

Cement Testing in Municipal Laboratories. Richard L. Humphrey. 

Tests of Reinforced Concrete Beams. W. Kendrick Hatt. 

Effect of Variation in the Constituents of Cast Iron. W. G. Scott. 

Present Status of Testing Cast Iron. Richard G. Moldenke. 

The Need of Foundry Experience for the Proper Inspection and Testing 
of Cast Iron. Thos. D. West. 

A Quick and Automatic Taper-Scale Test. Asa W. Whitney. 

High Strength of White Iron Castings as Influenced by Heat Treatment. 
Alex. E. Outerbridge, Jr. 

Notes on Current Specifications for Cast Iron Pipe. Walter Wood. 

On the Constitution of Cast Iron. Henry M. Howe. 


APPENDICES. 


Appendix I. Report on the Buda-Pesth Congress. Henry M. Howe. 

Appendix II. Bibliography on Impact Tests and Impact Testing Ma- 
chines. W. Kendrick Hatt and Edgar Marburg. 

Appendix III. Rules for Standard Tests of Materials Formulated by the 
German Association for Testing Materials (English Translation). 


VOLUME III. 


Summary of Proceedings of the Sixth Annual Meeting. 

The Making of Specifications—Annual Address by the President, Charles 
B. Dudley. 

Report of Committee A on Standard Specifications for Iron and Steel. 

Report of Committee B on Standard Specifications for Cast Iron and 
Finished Castings. 

Report of Committee C on Standard Specifications for Cement. 

Report of Committee E on Preservative Coatings for Iron and Steel. 

Report of Committee G on the Magnetic Properties of Iron and Steel. 
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Specifications for Iron and Steel Structures Adopted by the American 
Railway Engineering and Maintenance of Way Association, in March, 
1903, with Introduction by J. P. Snow, Chairman. 

Specifications for Locomotive Axles and Forgings, Recommended by a 
Committee of the American Railway Master Mechanics’ Association, 
in June, 1903, with Introduction by F. H. Clark, Chairman. 

Specifications for Steel Rails Adopted by the American Railway Engineer- 
ing and Maintenance of Way Association, in March, 1902, and the 
Modifications Submitted in March, 1903; William R. Webster, Chair- 
man. 

Specifications for Boiler Plate, Rivet Steel, Steel Castings, and Steel Forg- 
ings, Recommended by a Committee of the American Society of 
Mechanical Engineers; H. W. Spangler, Chairman. 

Manufacturers’ Standard Specifications as Revised in February, 1903, and 
Their Comparison with Other Recent Prominent Specifications. 
Albert Ladd Colby. 

The Requirements for Structural Steel for Ship-building Purposes. Topi- 
cal Discussion, opened by E. Platt Stratton. 

Springs and Spring Steels. William Metcalf. 

The Rolling of Piped Rails. Topical Discussion, opened by Albert Sau- 
veur and Robert Job. 

The Casting of Pipeless Ingots by the Sauveur Overflow Method. Albert 
Sauveur and Jasper Whiting. 

Nickel Steel: Its Properties and Applications. Albert Ladd Colby. 

Alternate Stresses in Bridge Members. Gustav Lindenthal. 

The Constitution of Cast Iron. William Campbell. 

Machine-cast Sandless Pig Iron in Relation to the Standardizing of Pig 
Iron for Foundry Purposes. Edgar S. Cook. 

The Physical Properties of Malleable Castings as Influenced by the Process 
of Manufacture. . Richard G. Moldenke. 

Cast Iron: A Consideration of the Reactions Which Make it Valuable. 
Herbert E. Field. 

The Importance of Adopting Standard Sizes of Test Bars for Determining 
the Strength of Cast Iron. Alexander E. Outerbridge, Jr. 

The Demand for a Specified Grade of Cast Iron. W. G. Scott. 

Cast Iron for Dynamo and Motor Frames. H. E. Diller. 

The Light Aluminum Alloys. J. W. Richards. 

The Testing of Bearing Metals. G. W. Clamer. 

The Master Car Builders’ Drop-testing Machine as Installed at Purdue 
University. W. F. M. Goss. 

Stremmatograph Tests of Unit Fiber Strains and Their Distribution in 
the Base of Rails under Moving Locomotives, Cars, and Trains. P. 
H. Dudley. 

The Control of the Finishing Temperature of Steel Rails by the Thermo- 
magnetic Selector, Albert Sauveur and Jasper Whiting. 

A Direct-reading Apparatus for Determining the Energy Losses in Trans- 
former Iron, J, Walter Esterline. 
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{he United States Road Material Laboratory: Its Aims and Methods, 
L. W. Page and A. Cushman. 

A Preliminary Program for the Timber Test Work to be Undertaken by 
the Bureau of Forestry, United States Department of Agriculture. 
Wire Ko Eatts 

A Brief Account of the History and Methods of the International Railway 
Congress. P. H. Dudley. 

The Testing of Bitumens for Paving Purposes. A.W. Dow. 

Soundness Tests of Portland Cement., W. P. Taylor. 

Portland Cement Mortar Exposed to Cold. C.S. Gowen. 

Some Observations on the Effect of Water and Combinations of Sand upon 
the Setting Properties and Tensile Strength of Portland and Natural 
Cements. E.S. Larned. 

Tests on the Compressive Strength of Concrete and Mortar Cubes. 
C, H. Umstead. 


VOLUME IV. 


Summary of Proceedings of the Seventh Annual Meeting. 
The Influence of S pecifications on Commercial Products—Annual Address 
by the President, Charles B. Dudley. 
Report of Committee A on Standard Specifications for Iron and Steel. 
Discussion. 
Report of Committee B on Standard Specifications for Cast Iron and 
Finished Castings. 
1. Proposed Standard Specifications for Foundry Pig Iron. 
Chemical Specifications for Pig Iron. B. F. Fackenthal. 
Specifications for Cast Iron and Finished Castings. Richard 
Moldenke. 
. Proposed Standard Specifications for Cast Iron Pipe and Special 
Castings. 
. Proposed Standard Specifications for Locomotive Cylinders. 
- Proposed Standard Specifications for Cast Iron Car Wheels. 
. Proposed Standard Specifications for Malleable Castings. 
. Proposed Standard Specifications for Gray Iron Castings. 
Standard Specifications for Foundry Pig Iron, as adopted November rq, 
Ig04. 
Report of Committee © on Standard Specifications for Cement. 
Report of Committee E on Preservative Coatings for Iron and Steel. 
Report of Committee G on the Magnetic Testing of Iron and Steel. 
Report of Committee H on Standard Tests for Road Materials, 
Specifications for Steel Rails, American Railway Engineering and Main- 
tenance of Way Association, as Amended and Adopted in March 
1904; Wm. R. Webster, Chairman. 
Specifications for Iron and Steel Structures, American Railway Engineer- 
ing and Maintenance of Way Association, as Amended and Adopted 
in March, 1904; J. P. Snow, Chairman. 
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Comparison of the Specifications for Axles and Forgings, Proposed by 
Committees of the American Railway Master Mechanics’ Association 
and the American Society of Mechanical Engineers, with the Standard 
Specifications Adopted by the American Society for Testing Materials, 
H. V. Wille. 

Alloy Steels. William Metcalf. 

A Brief Review of the Status of Testing in the United States. Gaetano 
Lanza. 

The Early Use of 60,000-pound Steel in the United States. Samuel Tobias 
Wagner. 

The Classification of Iron and Steel. Albert Sauveur. 

A Proposed Test for Detecting Brittleness in Structural Steel. J.P. Snow. 
Appendix. Experimental Studies of the Causes of Brittleness of Steel. 

Ch. Fremont. 

Tests for Detecting Brittle Steel. Wm. R. Webster. - 

Tensile Impact Tests of Steel. W.K. Hatt. 

Staybolt Iron and Machine for Making Vibratory Tests. H. V. Wille. 

Bending Moments in Rails. P. H. Dudley. 

The Desirability of a Uniform Speed for Commercial Testing. Paul 
Kreuzpointner. 

Cast Iron: Strength, Composition, Specifications. W. J. Keep. 

Pig Iron Feasts and Famines: Their Causes and How to Regulate Them 
George H. Hull. 

Structure of Alloys. William Campbell. 

A New Chuck for Holding Short Test Pieces. T. D. Lynch. 

The Commercial Testing of Sheet Steel for Electrical Purposes. C. E. 
Skinner. 

Permeability of Cast Steel. H.E. Diller. 

Specifications for Air-Brake Hose. Max H. Wickhorst. 

The Effects of Preservative Treatments on the Strength of Timber. F. A. 
Kummer. 

Results of an Investigation Concerning Causes of Durability of Paints for 
Structural Work. Robert Job. 

Preservative Coatings for Iron and Steel. Cyril de Wyrall. 

Some Statistics of the Cement Industry in America. R. W. Lesley. 

Practical Cement Control. Charles W. McKenna. 

Some Possible By-Products in the Portland Cement Industry. Clifford 
Richardson. 

Some Notes on the Boiling Test for Cement. Frederick H. Lewis. 

Tests of Reinforced Concrete Beams: A. N. Talbot, F. E. Turneaure, 
Edgar Marburg. 

Discussion of the three preceding papers. 

The Mechanical Defects of Sieves Used in Determining the Fineness of 
Cement. E. W. Lazell. 

Some Attempts to Limit the Personal Equation in Cement Testing. 
W. A. Aiken. 
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VOLUME V. 


Summary of Proceedings of the Eighth Annual Meeting. 

The Testing Engineer—Annual Address by the President, Charles B. 
Dudley 

Report of Committee A on Standard Specifications for Iron and Steel, 
embodying recommendations for the revision of the Standard Speci- 
fications for (1) Structural Steel for Bridges, (2) Steel Rails, (3) Steel 
Castings, (4) Steel Axles and (5) Steel Forgings. 

Summary of Action on Report of Committee A on Standard Specifications 
for Iron and Steel. 

Standard Specifications for Structural Steel for Bridges. 

Standard Specifications for Steel Castings. 

Standard Specifications for Steel Axles. 

Standard Specifications for Steel Forgings. 

Report of Committee B on Standard Specifications for Cast Iron and 
Finished Castings, embodying the proposed Standard Specifications 
for (1) Car Wheels and (2) Gray Iron Castings. 

Report of Committee C on Standard Specifications for Cement. 

"Report of Committee E on Preservative Coatings for Iron and Steel. 
Report of Committee G on the Magnetic Testing of Iron and Steel. 
Report of Committee H on Standard Tests for Road Materials. 

Report of Committee I on Reinforced Concrete. 

Report of Committee K on Standard Methods of Testing. 

Report of Committee M on Standard Specifications for Staybolts. 

Report of Committee N on Standard Tests for Lubricants. 

Report of Committee O on Uniform Speed in Commercial Testing. 

Report of Committee P on Fireproofing Materials. 

Report of Committee Q on Standard Specifications for the Grading of 
Structural Timber. 

Report of Committee R on Boiler Inspection. 

Some Causes of Failure of Rails in Service—Robert Job. 

Rail Sections as Engineering Structures—P. H. Dudley. 

Influence of Methods of Piling Staybolt Iron on Vibratory Tests—H. V. 
Wille. 

A Preliminary Report on the Effect of Combined Stresses on the Elastic 
Properties of Steel—E. L. Hancock. 

A Comparison of Standard Methods of Testing Cast Iron—Richard 
Moldenke. 

The Thermit Process in American Practice—E. Stuetz. 

Pig Iron Grading by Analysis—Hambden Buel. 

Hard Cast Iron; The Theory of One of its Causes—Henry Souther. « 

Plan and Scope of the Proposed Investigation of Structural Materials 
Under the Auspices of the U. S. Geological Survey—J. A. Holmes 
and Richard L. Humphrey. 

A Laboratory Course in Testing Materials of Construction—W. K. Hatt. 

An Elementary Course in Properties of Materials—G. L. Christensen. 
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A Large Hydraulic Testing Machine for Uniform Loads—Robert A. Cum- 
mings. 

Specifications for Cotton Tapes for Electrical Purposes—R. D. DeWolf, 

The Rattler Test for Paving Brick as a Safe Method of Disclosing the 
Limit of Permissible A bsorption—Edward Orton, Jr. 

Normal Consistency Tests of Neat Cement—R. S. Greenman. 

Economical Mold for Forming Compressive Test Pieces for Concrete— 
Clifford Richardson and C. N. Forrest. 

Low-pulling, Early-stage Portland Cement vs. the Ordinary Early- 
strength-developing Product—W. A. Aiken. 

Investigation of the Effect of Heat Upon the Crushing Strength and 
Elastic Properties of Concrete—Ira H. Woolson. 

British Standard Specifications for Portland Cement, with Introduction— 
R. W. Lesley. 

Impact Tests of Asphalt Paving Mixtures—Clifford Richardson and C.N. 
Forrest. 

The Collective Portland Cement Exhibit and Model Testing Laboratory 
of the Association of American Portland Cement Manufacturers 
and the Results of Tests at the Louisiana Purchase Exposition, 
St. Louis, Mo.—Richard L. Humbprey. 

Proper Methods in Conducting Painting Tests—G, W. Thompson. . 

The Practicability of Establishing Standard Specifications for Preserva- 
tive Coatings for Steel—Topical Discussion. 

Protection of Iron and Steel Structures by Means of Paper and Paint— 
Louis H. Barker. 

What is the Best Method of Painting Steel Cars? Frank P. Cheesman 


_ The Effect ot Electricity on Paint—James C. Blanch. 
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STANDARD SPECIFICATIONS 
ADOPTED BY THE 


AMERICAN SOCIETY FOR TESTING MATERIALS. 


Nore:—The formulation and adoption of Standard Specifi- 
cations for the various materials of engineering is one of the im- 
portant functions of the Society. These specifications are revised 
from time to time to meet changed conditions. 

The following complete list of Standard Specifications, in 
their latest revised form, is here given for convenience of refer- 


ence: 
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. Standard Specifications for Structural Steel for Bridges, 


Vol. V, pp. 48-52. 


. Standard Specifications for Structural Steel for Ships, 


Vol. I, pp. 81-86, Bulletin, No. 8. 


. Standard Specifications for Structural Steel for Buildings, 


Vol. I, pp. 87-92, Bulletin, No. 9. 


. Standard Specifications for Open Hearth Boiler Plate and 


Rivet Steel, Vol. I, pp. 93-100, Bulletin, No. ro. 


. Standard Specifications for Steel Rails, Vol. I, pp. 1o1- 


106, Bulletin, No. 11. 


. Standard Specifications for Steel Splice Bars, Vol. I, 


pp. 107-110, Bulletin, No. 12. 


. Standard Specifications for Steel Axles, Vol. V, pp. 56- 


58. 
. Standard Specifications for Steel Tires, Vol. I, pp. 115- 


118, Bulletin, No. 14. 


. Standard Specifications for Steel Forgings, Vol. V, pp. 


59-62. 
Standard Specifications for Steel Castings, Vol. V, pp. 


Standard Specifications for Wrought Iron, Vol. I, pp. 
231-236, Bulletin, No. 24. 
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. Standard Specifications for F oundry Pig Iron, Vol. IV, 


Pp. 103-104. 


- Standard Specifications for Cast Iron Pipe and Special 


Castings, Vol. IV, pp. 57-66. 


. Standard Specifications for Locomotive Cylinders, Vol. 


IV, pp. 69-70. 


- Standard Specifications for Cast Iron Car Wheels, Vol. 


V, pp. 65-70. 


. Standard Specifications for Malleable Castings, Vol. IV, 


PPp- 95-96. 


. Standard Specifications for Gray Iron Castings, Vol. V, 


PP. 71-74. 


- Standard Specifications for Cement, Vol. IV, pp. 107- 
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INTERNATIONAL 
ASSOCIATION FOR TESTING MATERIALS. 


OFFICERS. 
ACTING PRESIDENT. 
FRANZ BERGER. 


VICE-PRESIDENTS. 
A. MARTENS. N. BELELUBSKI,. 


MEMBERS OF COUNCIL. 


Every country having a membership of twenty or more in the Asso- 
ciation is entitled to a representative on the Council. 


Austria—F. BERGER. Italy—J. BENETTI. 

Belgium—A. GREINER. Norway—S. A. Lunp. 

Denmark—J. HANNOVER. Russia—N. BELELUBSKI. 
England—BeEnnet H. Broucu. Sweden—A. WAHLBERG. 

France—A. MESNAGER. Switzerland—F. ScHuUELE. 
Germany—A. MARTENS. United States of America— 
Holland—L. Bienrair. CuaRLES B. DUDLEY. 
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SECRETARY. 
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Nordbahnstrasse 50, Vienna, II, Austria. 


Communications for the International Association Should be directed 
to the International Association for Testing Materials, Nordbahnstrasse 
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INTERNATIONAL ASSOCIATION FOR TESTING 
MATERIALS. 


BY-LAWS. 
Adopted at the Buda-Pesth Congress, 1901 


SECTION 1. The Association shall be called “Tur INTERNA- 
TIONAL ASSOCIATION FOR TESTING MaTeERIALs.” 

SEC. 2. The objects of the Association are: the development 
and unification of standard methods of testing; the investigation 
of the technically important properties of the materials of con- 
struction and other materials of technical importance, and also 
the perfecting of apparatus used for this purpose. 

These objects will be furthered: 

1. By the Congresses and other meetings of the Association. 
2. By the publication of an official Journal. 
3. By any other means that may appear desirable. 

SEc. 3. The funds necessary for carrying out the purposes 

mentioned in Section 2 will be raised by 
1. The annual subscriptions of members. 
2. Profits from the official Journal. 
3. Other contributions. 

SEC. 4. Any person may become a member upon being pro- 
posed by two members of the Association. 

Official bodies and technical societies can be elected directly 
on their sending in their application for membership. 

Applications for membership must be sent in writing to the 
President or to a member of the Council. 

Resignations of membership must be sent in the same way. 

SEC. 5. It is the duty of every member to further the interests 
of the Society to the best of his ability. 

Every member is required to pay an annual subscription of 
at least 6 Mks.=6 shillings= $1.50.* 

The Council is authorized to increase the annual subscription 
in order to cover extraordinary expenses incurred in the interests 
of the Association. 


* Subscriptions are to be paid to the duly appointed collectors in 
each country, the card of meinbership serving as a receipt. Subscrip- 
tions not paid by the first of July are collected through the post-office. 
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Src. 6. Every member has the right to obtain the Journal of 
the Association, during the period for which his subscription has 
been paid, on paying the fixed reduced price.* 

Sec. 7. The Association will hold a Congress, as a rule, every 
second year. 

The arrangements for the Congresses will be discussed at 
general meetings and in meetings of the different sections. 

Sections will be formed for the different groups of materials 
- as may be considered necessary. 

At present there are three sections: 


I. Metals. 
II. Natural and artificial building stones, cements and 
mortars. 


III. Other materials of technical value. 

Any special questions relating to the subjects of the different 
sections will be considered at sectional meetings. 

The members assisting at the sectional debates, under the 
presidency of a member of the Council, will appoint the governing 
bodies of the different sections. 

The results of the deliberations of the different sections must 
be communicated at a general meeting which will pass resolutions 
embodying the proposals of the sections. 

Reports of Commissions, proposals of the Council and other 
matters to be laid before the Congress, will be printed in German, 
French and English, and will be sent (in the language preferred) 
to all members who have announced their intention of taking part 
in the Congress, within fourteen days before the meeting of the 
Congress, if possible. 

The decisions of the Congress will be printed in all three 
languages and sent to all members of the Association. 

Sec. 8. The Council of the Association will transact all neces- 
sary business connected with the Association. 

The Council will consist of the President and the duly elected 
members. 

Every country represented in the Association by at least 
twenty members has the right to propose one member as member 
of the Council. 

The President will be elected by the Congress, the Council 
by the members belonging to the different countries. 


* The reduced price has been fixed at 10 Mks.= fo shillings = $2.50. 


This sum may be sent in with the subscriptions. The yearly volumes 
begin on January 1, 
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Till such election has taken place the former members of the 
Council remain in office. 

The names of proposed new members of the Council have 
to be communicated to the President before each Congress. 

The two Vice-Presidents will be elected by the Council from 
among its own members. 

The Council is entitled to transact business when it has been 
duly called. together according to rule and when the President or 
one of the Vice-Presidents is present. 

Members of the Council may be re-elected. 

If a member of the Council resigns during his term of office, 
the President shall immediately direct the election of a substitute 
by the members belonging to the country in question. 

In the event of the death or resignation of the President, the 
Council will appoint one of its members to carry on the presidential 
duties till the next Congress. 

The term of office of the Council lasts from one Congress till 
the next. 

Src. 9. The business of the Association will be attended to 
by the President, assisted by a paid Secretary. 

The members of the Council will attend to the business of 
the Association in the country which they represent. 

Src. 10. The resolutions of the Congresses on technical ques- 
tions merely serve to express the opinion of the majority. They are 
therefore in the form of recommendations andare in no way binding. 

Src. 11. The resolutions of the Congresses can only be carried 
+f at least three-fourths of the recorded votes are in favor of them. 
Every member of the Association present, as well as every repre- 
sentative of official bodies and technical societies, has one vote. 

The rights and duties of a member of the Association are not 
altered by the fact of his belonging at the same time to a national 
or other Association which Association is itself a member of the 
International Association. 

Src. 12. The technical problems to be considered by the Asso- 
ciation will be decided upon by the Congresses and by the Council 
and will be duly referred to commissions or reporters appointed 
by the Council. ; 

Src. 13. The Council draws up its own regulations according 
to the By-Laws of the Association and to the needs which may 
from time to time present themselves. 

Src. 14. In the event of the Association being dissolved, any 
funds belonging to it will be handed over to the “International 


Red Cross Association.” 
44 


THE INTERNATIONAL ASSOCIATION FOR 
TESTING MATERIALS. 


TECHNICAL PROBLEMS, COMMITTEES* AND REFEREES. 


As constituted in August, 1905. 


SECTION A. 


METALS. 


Problem 1.—On the basis of existing specifications, to seek 
methods and means for the introduction of international speci- 
fications for testing and inspecting iron and steel of all kinds. 
(Proposed at the Zurich Congress, 1895.) 


Committee: 


Chairman, A. Rieppel, Aeussere Cramer-Klettstrasse 12, Nurem- 
burg, Germany. 

Vice-Chairman, G. Alpherts, Koninginnegracht 66, Hague, Hol- 
land. 

American Members, H. H. Campbell, James Christie, Carnegie 
Steel Company, represented by W. A. Bostwick; Franklin 
Institute, represented by A. E. Outerbridge, Jr., Paul Kreuz- 
pointner, R. Moldenke, W. R. Webster, Walter Wood. 


Problem 2.—To establish methods of inspection and testing 
for determining the uniformity of individual shipments of iron 
and steel. (Proposed at the Stockholm Congress, 1897.) 


Committee: 


Chairman, W. Ast, Nordbahnhof, Vienna, Austria. 
Vice-Chairman (office vacant). 


* The names of only the Chairmen, the Vice-Chairmen, and Ameri- 
can Members of International Committees are here given. 
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American Members, Booth, Garrett and Blair, Thos. Gray, Gus. 
C. Henning, Paul Kreuzpointner, A. A. Stevenson, W. R. 
Webster, Albert Sauveur. 


Problem 4.—Methods for testing welds and weldability. 
(Proposed at the Zurich Congress, 189s.) 
Rejeree, R. Krohn, Danzig, Germany. 


Problem 5.-—Collection of data for establishing standard 
rules for piece tests, with special reference to axles, tires, springs, 
pipes, etc. (Proposed at the Zurich Congress, 1895.) 


Committee: 


Chairman, W. Rayl, Nordbahnstrasse 50, Vienna, II, Austria. 
Vice-Chairman, A. Sailler, Favoritenstrasse 20, Vienna, IV, Aus- 
tria. 


American Members, M. H. Wickhorst, H. V. Wille. 


Problem 6,—On the most practical methods of polishing and 
etching for the macroscopic study of iron and steel. (Proposed at 
the Zurich Congress, 1895.) 

Rejeree, E. Heyn, Carmerstrasse 15, Charlottenburg, Germany. 


Problem 25.—To establish uniform methods of testing cast 
iron and finished castings. (Proposed at the Buda-Pesth Con- 
gress, IgOl.) : . 


Convmittee: 


Chairman, R. Moldenke, Watchung, N. J. 
American Members, Alex. E. Outerbridge, Jr., Albert Sauveur 
Thos. D. West. 


Problem 26.—Tests with notched bars for ascertaining the 
relations between the different methods of testing and for fixing 
the numerical values representing the different properties of 
metals. (Proposed at the Buda-Pesth Congress, 1got.) 

Rejeree, Ed. Sauvage, Rue Eugéne Flachat 14, Paris, France. 
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Problem 27.—Ball-pressure tests for ascertaining the rela- 
tions between the different methods of testing and for fixing the 
numerical values representing the different properties of metals. 
(Proposed at the Buda-Pesth Congress, 1901.) 

Referees, J. A. Brinell, Chief Engineer, Jernkontoret, Stockholm, 

Sweden; G. Dillner, Director Royal Laboratory for Testing 

Materials, Stockholm, Sweden. 


Problem 28.—The consideration of the magnetic and elec- 
tric properties of materials in connection with their mechanical 
testing. (Proposed at the Buda-Pesth Congress, 1901.) 

Referees, K. Hochenegg, Techn. Hochshule, Karlsplatz, Vienna, 

IV, Austria; M. von Hoor Tempik, Kgl. techn. Hochschule, 

Buda-Pesth, Hungary. 


Problem 36.—Macroscopic examination of iron. (Resolu- 
tion of Council, 1903.) 
Referee, W. Ast, Nordbahnstrasse 50, Vienna, Austria. 

Problem 37.—Microscopic examination of iron. (Resolu- 
tion of Council, 1903.) 
Referee, F. Osmond, 83 Boulevard de Courcelles, Paris, France 


SECTION B. 
NATURAL AND ARTIFICIAL BUILDING STONES AND THEIR CEMENTS. 


Problem 7.—On the relation of chemical composition to the 
weathering qualities of building stones; the influence of smoke, 
especially sulphurous acid on building stones; the weathering 
qualities of roofing slates. (Proposed at the Zurich Congress, 
1895.) 

Committee: 


Chairman, A. Hanisch, Schellinggasse 13, Vienna, I, Austria. 
Vice-Chairman, P. Lariviére, Quai Jemmapes 170, Paris, France. 
American Members, J. F. Kemp, Mansfield Merriman. 


Problem 9.—On rapid methods for determining the strength 
of hydraulic cements. (Proposed at the Zurich Congress, 1895.) 
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Committee: 


Chairman, F. Berger, Rathhaus, Vienna, I, Austria. 
Vice-Chairman (office vacant). 
American Members, W. W. Maclay, Chas. McKenna. 


Problem 10.—To digest and evaluate the resolutions of 
the conferences of 1884-1893 concerning the adhesive qualities 
of hydraulic cements. 

Rejeree, R. Feret, Boulogne-sur-Mer, France. 


Problem 11.—To establish methods for testing puzzolanas 
with the object of determining their value for mortars. (Pro- 
posed at the Zurich Congress, 1895.) 


Committee: 


Chairman, G. Herfeldt, Andernach, Germany. 
Vice-Chairman, C. Segré, Ancona, Italy. 
American Members, A. Lundteigen. 


Problem 12.—Investigation on the behavior. of cements as 
to time of setting and on the best method for determining the 
beginning and the duration of the process of setting. (Proposed 
at the Zurich Congress, 1895; enlarged in conformity with the 
resolution of the Buda-Pesth Congress, 1901.) 


Commititee: 


Chairman, E. Candlot, rue d’Edimbourg 18, Paris, France. 
Vice-Chairman, N. Lamine, Zabalkansky 9, St. Petersburg, Russia. 
American Members, Spencer B. Newberry, Clifford Richardson. 


Problem 13.—On the normal consistency of cement mortars 
for test specimens. (Proposed at the Zurich Congress, 1895.) 
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Committee: 


Chairman, A. Greil, Rathhaus, Vienna, I, Austria. 
Vice-Chairman (office vacant). 
American Member, R. L. Humphrey. 


Problem 29.—Determination of the liter weight of cement. 
The strength of neat hydraulic cements. Determination of a 
standard sand. (Proposed at the Buda-Pesth Congress, 1901.) 
Rejerees, N. Belelubski, Rue Serpuchowskaja 4, St. Petersburg, 

Russia; F. Schuele, Eidg. Polytechnikum, Zurich, Switzer- 

land. 


Problem 30.—Determination of the simplest method for the 
separation of the finest particles in Portland cement by liquid and 
air processes. (Proposed at the Buda-Pesth Congress, 1901.) 


Referee, M. Gary, Kgl. mech.-techn. Materialprifungsamt Char- 
lottenburg, Germany. 


Problem 31.—On the behavior of cements in sea water. 
(Proposed at the Buda-Pesth Congress, 1gor.) 
Referee, H. Le Chatelier, Place du College de France 9, Paris, 
France. 


Problem 32.—On accelerated tests of the constancy of volume 
of cements. (Proposed at the Zurich Congress, 1895.) 


Committee: 


Chairman, Bertram Blount, Broadway, Westminster, London, 
S. W., England. 

Vice-Chairman (office vacant). 

American Members, R. W. Lesley, Spencer B. Newberry. 


Problem 33.—On the influence of the proportion of water 
and sand on the strength of Roman and other cements. (Pro- 
posed at the Buda-Pesth Congress, rgor.) 

Rejeree, The Hungarian Society for Testing Materials, Buda- 

Pesth, Hungary, 
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SECTION C. 
OTHER MATERIALS. 


Problem 17.—On methods of testing tile pipes. (Proposed 
at the Stockhoim Congress, 1897.) 
Rejeree, M. Gary, Kgl. Materialprifungsamt Charlottenburg,: 
Germany. 


Problem 18.—On the methods of testing the protective power 
of paints used on metallic structures. (Proposed at the Zurich 
Congress, 1895.) 

Rejerees, Albert Grittner, Kobanyai ut 30, Buda-Pesth, Hungary; 

E. Ebert, Centralbahnhof, Munich, Germany. 


Problem 19.—On uniform methods for testing lubricants. 
(Proposed at the Zurich Congress, 1895.) 
Referee, N. Petroff, Zagorodny 70, St. Petersburg, Russia. 


Problem 23.—On uniform methods for compression tests of 
wood. 


Committee: 


Chairman, Prof. A. Schwappach, Eberswalde, Germany. 
Vice-Chairman, A. Wykander, Goeteborg, Sweden. 
American Member, Filibert Roth. 


Problem 35.—Study of the methods of testing caoutchouc. 
(Proposed at the Buda-Pesth Congress, 1901.) 


Commitice: 


Chairman, E. Camerman, Rue Philippe Le Bon 73, Brussels, 
Belgium. 

Vice-Chairman (office vacant). 

American Member, R. G. Pearson. 
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SECTION D. 


MISCELLANEOUS SUBJECTS. 


Problem 22.—Considering that the resolutions formed by 
the International Conferences of Munich, Dresden, Berlin, 
Vienna and Zurich, for the purpose of attaining unity in the 
methods of testing materials, and the report of the Committee 
of the American Society of Mechanical Engineers do not agree 
in many points with the decisions arrived at by the French com- 
mission, it is proposed that the Council appoint a commission 
which shall prepare a report upon these differences, and proposal 
for ways and means of abolishing them. 


Committee: 


Chairman, N. Belelubski, Rue Serpouchowskaya 4, St. Peters- 
burg, Russia. 

Vice-Chairmen, A. Martens, Kgl. Materialpriifungsamt, Char- 
lottenburg, Germany; E. Sauvage, l’Ecole des Mines, Paris, 
France. 

American Members, Albert Ladd Colby, Gus. C. Henning, R. 
Moldenke, George F. Swain, George S. Webster, W. R. 
Webster, Walter Wood. 


Problem 24.—On uniform nomenclature of iron and steel. 
(Resolution of Council, February 3, 19otr.) 


Committee: 


Chairman, H. M. Howe, 27 West Seventy-third street, New York. 
Nev. 

Vice-Chairmen, L. Lévy, Rue de La Rochefoucauld 19, Paris, 
France; D. Tschernoff, Rue Pessatschenaia 25, St. Peters- 
burg, Russia. 

Secretary, Albert Sauveur, 446 Tremont street, Boston, Mass. 

American Member, H. H. Campbell. 
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Problem 34.—Fixing a uniform definition and nomenclature 
of the bitumens. (Proposed at the Buda-Pesth Congress, 1901.) 


Committee: 


Chairman, G. Lunge, Eidg. Polytechnikum, Zurich, Switzerland. 

Vice-Chairman, Jenoe Kovacs, Tataros (Post Mezoe Telegd), 
Hungary. 

American Members, A. W. Dow, Clifford Richardson. 
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Abrasion Tests. 

Notes on the Hardness and — of Road Materials. P.L.Wormeley, 

A baer tsar ; 

Address. 

Annual — by the Vice-President, Robert W. Lesley, 17. 
American Society for Testing Materials. 

Advisory Committees, 611. 

Annual Report of the Executive Committee of the —, 668. 


By-Laws of the —, 600. 

Charter of the —, 50g. 

Contents of Previous Publications of the —, 676. 
Deceased Members of the —, 659. 

General Information Concerning the —, 606. 


Geographical Distribution of Members of the —, 659. 

List of Members of the —, 611. 

Officers, Members of the Executive Committee, and Standing Com- 
mittees of the —, 610. 

Past Officers of the —-, 660. 

Report of Auditing Committee of the —, 672. 


Rules Governing the Executive Committee of the —, 603. 
Technical Committees of the —, 662. 
The — Its Past and Future. R.W. Lesley, 17. 
Angles. 
Tension Tests of Steel —. F. P. McKibben, 267. 
Asphalt. 


The Proximate Composition and Physical Structure of Trinidad — 
with Special Reference to the Behavior of Mixtures of Bitumen 
and Clay. Clifford Richardson, 509. Discussion, 519. 

Bitumen. 

Relation between Some Physical Properties of — and Oils. A. W. 
Dow, 497. Discussion, 505. 

The Proximate Composition and Physical Structure of Trinidad 
Asphalt, with Special Reference to the Behavior of Mixtures of — 
and Fine Mineral Matter. Clifford Richardson, 509. Discussion, 
519. 

Boilers. 
Report of Committee R, on Uniform Specifications for —, 136. 
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Burning. 
The —, Overheating and Restoring of Nickel Steel. G. B. Water- 
hone. 247. 
Cast Iron. 


Report of Committee B, on Standard Specifications for — and Fin- 
ished Castings, 46. 

The Beneficial Effect of Adding High-grade Ferro-silicon to —. 
A. E. Outerbridge, Jr., 259. 

Cement (see also Concrete). 

Methods of Testing — for Ween Properties. W. P. Taylor, 
334. Discussion, 340. 

Nates on Compression Tests of —. W. P. Taylor, 387. Discussion, 
SOE 

Some Sand Experiments Relating to Per Cent. of Voids and T ensile 
Strength of — Mortars. J. Y. Jewett, 405. Discussion, 412. 

The Determination of the Specific Gravity of —. R. K. Meade, 398. 
Cement Mortars (see Cement). : 
Cementing Value. 

The Development of Tests for the — of Road Materials. Allerton 

S. Cushman, 525. 
Column. 
Concrete — Tests at Watertown Arsenal. J. W. Howard, 346. Dis- 
cussion, 356. 
Combined Stresses. 
The Effect of —on the Elastic Properties of Iron and Steel. 
E. L. Hancock, 295. 
Compression Tests. 

Notes on — of Cement. W. P. Taylor, 387. Discussion, 391. 
Committee Reports. 

Auditing Committee, 672. 

Committee A, on Standard Specifications for Iron and Steel, 34. 

Committee B, on Standard Specifications for Cast Iron and Finished 

Castings, 46. 
Committee E, on Preservative Coatings for Iron and Steel, 47. 
Discussion, 63. 
Committee F, on the Heat Treatment of Iron and Steel, 69. 
Committee G, on the Magnetic Testing of Iron and Steel, 70. 
Committee H, on Standard Tests for Road Materials, 82. 
Committee I, on Reinforced Concrete, 85. 
Committee J, on Standard Specifications for Coke, 99. Discussion, 
LOW, 

Committee K, on Standard Methods of Testing, r1o2. 

Committee L, on Standard Specifications and Tests for Clay and 
Cement Sewer Pipes, 107. 

Committee M, on Standard Specifications for Staybolts, 108. 

Committee O, on Uniform Speed in Commercial Testing, 109. Dis- 
cussion, 120. 


f 


es = 


SuBJEcT INDEx. 7OL 


Committee P, on Fireproofing Materials, 126. 
Committee Q, on Standard Specifications for the Grading of Struc- 
tural Timber, 129. Discussion, r 34. 
Committee R, on Uniform Specifications for Boilers, 136. 
Committee S, on Waterproofing Materials, r4z, 
Committee T on Tempering and Testing of Steel Springs and 
Standard Specifications for Spring Steel, 143. Discussion, 147. 
Executive Committee, Annual Report of the, 668. 
Concrete (see also Cement). 
—Column Tests at Watertown Arsenal. J. E. Howard, 346. Dis- 
cussion, 356. 
A New Device for the Mechanical Analysis of — Aggregates. C. 
N. Forrest, 458. 
Consistency of —. S. E. Thompson, 358. Discussion, 384. 
Investigation on the Conductivity of — and the Effect of Heat upon 
its Strength and Elastic Properties. Ira H. Woolson, 433. Dis- 
cussion, 450. 
Report of Committee I on Reinforced —, 105. 
Some Tests of Reinforced — Beams. Gaetano Lanza, 416. 
Tests of Reinforced — Beams. C. J. Tilden, 425. 
Conductivity. 
Investigation on the — of Concrete and the Effect of Heat upon its 
Strength and Elastic Properties. Ira H. Woolson, 433. Discus- 
sion, 450. 
Consistency. 
— of Concrete. S. E. Thompson, 358. Discussion, 384. 
Corrosion. 
The — of Structural Steel as Affected by its Chemical Composi- 
tion. J. P. Suow, 148. 
The Electrolytic — of Structural Steel. Max. Toch, rso. 
The Relative — of Wrought Iron and Steel. H.M. Howe, 155. 
The — of Iron and Steel. General Discussion, 160. 
Elastic Properties. 
The Effect of Combined Stresses on the — of Iron and Steel. 
E. L. Hancock, 295. 
Electrolytic. 
The — Corrosion of Structural Steel. Max. Toch, 150. 
Experimental. 
An — Double-muffle Gas Heating Furnace, for Studying the Laws 
of the Heat Treatment of Steel. H. M. Howe, 202. 
Ferro-silicon. 
The Beneficial Effect of Adding High-grade — to Cast Iron. A. E. 
Outerbridge, Jr., 259. 
Fire-box Steel. 
— Failures and Specifications. Max H. Wickhorst, 275. 
Fireproofing. 
— Materials. Report of Committee P, 146. 
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Fuel Test:ng. 
The Operations of the — Plant of the U. S. Geological Survey, at St. 
Louis, Mo., from May 1, 1905, to July 1,1906. Joseph A. Holmes, 
485. 
Furnace. 
An Experimental Double-muffle Gas Heating —, for Studying 
the Laws of the Heat Treatment of Steel. H.M. Howe, 202. 
General Discussion. 
The Corrosion of Iron and Steel, 160. 
Standard Specifications for Ship Material, 175. 
Geological Survey, U. S. ; 
Work done in the Structural Materials Testing Laboratories, —, 
During the Year Ending June 30, 1906. R. L. Humphrey, 
42. 

The Operations of the Fuel Testing Plant of the —, at St. Louis, 
Mo., from May 1, 1905, to July 1, 1906, Joseph A. Holmes, 485. 
Heat. 

Investigation on the Conductivity of Concrete and the Effect of — 

upon its Strength and Elastic Properties. Ira H. Woolson, 433. 
Discussion, 450. 
Heat Treatment. 
An Experimental Double-muffle Gas Heating Furnace, for Study- 
ing the Laws of the — of Steel. H. M. Howe, 202. 
On the — of Some High-carbon Steels. William Campbell, arr. 
Discussion, 240. 
Impact Machine. 

The Purdue University —. W.K. Hatt and W. P. Turner, 462. 
Ingots. 

Experiments on the Segregation of Steel — in its Relation to Plate 

Specifications. C. L. Huston, 182. Discussion, 199, 
International Association for Testing Materials. 
By-Laws of the —, 687. 


General Information Concerning the —, 604. 

Officers of the —, 686. 

Technical Problems, Committees and Referees of the —, 690. 
Investigators. 


Memoirs of Deceased American — Who Have Contributed in a 
Marked Degree to the Advance of the Testing of Materials. Gaetano 
Lanza, 537. 

Iron. 

Magnetic Testing of — and Steel. Report Committee G, 70. 

The Effect of Combined Stresses on the Elastic Properties of — 
and Steel. E. L. Hancock, 295. 

The Relative Corrosion of Wrought — and Steel. H. M. Howe, 155. 

Japan. 

Practical Testing and Valuation of —. Robert Job, 490. Discus- 

sion, 495. 
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Magnetic Testing. 

See Testing. 

Materials. 

Fireproofing —. Report of Committee Pe 726. 

Waterproofing —, Report of Committee S, I4I. 

Work done in the Structural — Testing Laboratories, U.S. Geo- 
logical Survey, During the Year Ending June 30, 1906, R.L. 
Humphrey, 342. 

Memoirs. 

—of Deceased American Investigators Who Have Contributed 
in a Marked Degree to the Advance of the Testing of Materials, 
Gaetano Lanza, 537. 


Mineral Matter. 


The Proximate Composition and Physical Structure of Trinidad 
Asphalt, with ‘Special Reference to the Behavior of Mixtures 
of Bitumen and —. Clifford Richardson, 509, Discussion, 519. 
Natural Cement. 
See Cement. 
Nickel Steel. 
The Burning, Overheating and Restoring of —. G. B. Water- 
house, 247. 
Oils. 
Relation between Some Physical Properties of Bitumens and —. 
A. W. Dow, 497. Discussion, 50s. 
Overheating. 
The Burning, — and Restoring of Nickel Steel. G. B. Water- 
house, 247. 
Paint. 
See Preservative Coatings, 
Physical Properties. 
Relation between Some — of Bitumens and Oils. <A. W. Dow, 497. 
Discussion, 505. 
Portland Cement. 
See Cement. 
Preservative Coatings. 
Report of Committee E on — for Iron and Steel, 47. Discussion, 63. 
President’s Address. 
See Address. 
Proceedings. 
Summary of — of the Ninth Annual Meeting, 7. 
Purdue University. ; 
The — Impact Machine. W. K. Hatt and W. P. Turner, 462. 
Reinforced Concrete. 
See Concrete. 
Restoring. 
The Burning, Overheating and — of Nickel Steel. G. B. Water- 
House, 247, 
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Reverse Torsion. 


Tests of Metals in —. E. L. Hancock, 308. 
Road Materials. 
Notes on the Hardness and Abrasion Tests of —. P. L. Wormeley, 
Jr., 532. 
Standard Tests for —. Report of Committee H, 82. 


The Development of the Tests for the Cementing Value of —. 
Allerton S. Cushman, 525. 
Sand. : 
Some — Experiments Relating to Per Cent. of Voids and Tensile 
Strength of Cement Mortars. J. W. Jewett, 405. Discussion 412. 
Segregation. 
Experiments on the —of Steel Ingots in its Relation to Plate 
Specifications. C. L. Huston, 182. Discussion, 199. 
Ship Material. 
Standard Specifications for —. General Discusion, 175. 
Specific Gravity. 
The Determination of the — of Cements. R. K. Meade, 398. 
Speed of Testing. 
See Testing. 
Standard Specifications. 
See Specifications. 
Staybolt Iron. 


Standard Specifications for —. Report of Committee M, 108. 
Specifications. 
Experiments on the Segregation of Steel Ingots in its Relation to 
Plate —. C. L. Huston, 182. Discussion, 199. 
Standard — Adopted by the American Society for Testing Materials, 
684. i 


Standard — for Ship Material. General Discussion, 175. 
Steel. 

An Experimental Double-muffled Gas Heating Furnace, for Studying 
the Laws of the Heat Treatment of —. H. M. Howe, 202. 

Electrolytic Corrosion of Structural —. Max. Toch, 150. 

Experiments on the Segrega' ion of — Ingots inits Relation to Plate 
Specifications. C. L. Huston, 182. Discussion, 199. 

Fire-box — Failures and Specifications. Max. H. Wickhorst, 275. 

Magnetic Testing of Iron and —. Report of Committee G, 70. 

Proposed Standard Specifications for — Rails, 43. 

Standard Specifications for Iron and —. Report of Committee A, 
34. , 

The Burning, Overheating and Restoring of Nickel —. G.B. 
Waterhouse, 247. 

The Corrosion of Structural — as Affected by its Chemical Composi- 
tion. J. P. Snow, 148. 

The Effect of Combined Stresses on the Elastic Properties of Iron 
and —. E. L. Hancock, 295. ; 
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Steel (Continued). 
The Effect of Heat Treatment on High-carbon —. William 
Campbell, 21r. 
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